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WSR 15-16-002 
PROPOSED RULES 
HEALTH CARE AUTHORITY 
(Washington Apple Health) 
[Filed July 23, 2015, 8:36 a.m.] 


Original Notice. 

Preproposal statement of inquiry was filed as WSR 15- 
12-012. 

Title of Rule and Other Identifying Information: WAC 
182-533-0600 Planned home births and births in birthing 
centers. 

Hearing Location(s): Health Care Authority (HCA), 
Cherry Street Plaza Building, Conference Room, 626 8th 
Avenue, Olympia, WA 98504 (metered public parking is 
available street side around building. A map is available at 
http://www.hca.wa.gov/documents/directions_to_csp.pdf or 
directions can be obtained by calling (360) 725-1000), on 
September 8, 2015, at 10:00 a.m. 

Date of Intended Adoption: Not sooner than September 
9, 2015. 

Submit Written Comments to: HCA Rules Coordinator, 
P.O. Box 45504, Olympia, WA 98504-5504, delivery 626 8th 
Avenue, Olympia, WA 98504, e-mail arc@hca.wa.gov, fax 
(360) 586-9727, by September 8, 2015. 

Assistance for Persons with Disabilities: Contact Jeff 
Stender by September 4, 2015, TTY (800) 848-5429 or (360) 
725-1307 or e-mail jeff.stenderWhca.wa.gov. 

Purpose of the Proposal and Its Anticipated Effects, 
Including Any Changes in Existing Rules: The proposed rule 
reflects state requirements that hospitals and health care pro- 
viders attending births inform parents of required newborn 
screening tests and prophylactic eye ointment. The proposed 
tule also requires that these providers inform parents of the 
risks and benefits of vitamin K injection. During the course 
of this review, the agency has also revised language to 
improve readability and replace outdated references to 
"MAA." 

Reasons Supporting Proposal: The agency aims to clar- 
ify requirements for providers attending births. 

Statutory Authority for Adoption: RCW 41.05.021, 
41.05.160, 70.83.020; SHB 1285, chapter 37, Laws of 2015, 
64th Legislature 2015; WAC 246-100-202. 

Statute Being Implemented: RCW 70.83.020; SHB 
1285, chapter 37, Laws of 2015, 64th Legislature 2015; 
WAC 246-100-202. 

Rule is not necessitated by federal law, federal or state 
court decision. 

Name of Proponent: HCA, governmental. 

Name of Agency Personnel Responsible for Drafting: 
Chantelle Diaz, P.O. Box 42716, Olympia, WA 98504-2716, 
(360) 725-1842; Implementation and Enforcement: Nancy 
Hite, P.O. Box 45506, Olympia, WA 98504-5506, (360) 725- 
1611. 

No small business economic impact statement has been 
prepared under chapter 19.85 RCW. The joint administrative 
[rules] review committee has not requested the filing of a 
small business economic impact statement, and these rules do 
not impose a disproportionate cost impact on small busi- 
nesses. 
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A cost-benefit analysis is not required under RCW 
34.05.328. RCW 34.05.328 does not apply to HCA rules 
unless requested by the joint administrative rules review 
committee or applied voluntarily. 


July 23, 2015 
Wendy Barcus 
Rules Coordinator 


AMENDATORY SECTION (Amending WSR 11-14-075, 
filed 6/30/11, effective 7/1/11) 


WAC 182-533-0600 Planned home births and births 
in birthing centers. (1) (MAA)) Client eligibility. The 
medicaid agency covers planned home births and births in 
birthing centers for ((#s)) clients ((when+the-chent- andthe 
maternity-care-provider)) who choose to ((have-ahome bith 
erte)) give birth at home or in an ((MAA)) agency-approved 
birthing center and ((the-cHent)): 

(a) ((fs)) Are eligible for ((EM-er-MN)) the alternative 
benefit package under WAC 182-501-0060, categorically 
needy or medically needy scope of care ((fsee WAE388- 
533-400@))) under WAC 182-533-0400(2); 

(b) ((Has-a-MAA-~appreved)) Have an agency-approved 
medical provider who has accepted responsibility for the 
planned home birth or birth in birthing center ((as-previded 
##)) under this section; 

(c) (s)) Are expected to deliver the child vaginally and 
without complication (i.e., with a low risk of adverse birth 
outcome); and 

(d) ((Passes-MA's)) Pass the agency's risk screening 
criteria. (444)) The agency provides these risk-screening 
criteria to qualified medical services providers. 

(2) ((4AA—appreves)) Qualified providers. Only the 
following provider types (( )) may 
be reimbursed for planned home births and births in birthing 
centers: 

(a) Physicians licensed under chapters 18.57 or 18.71 
RCW; 

(b) Nurse midwives licensed under chapter 18.79 RCW; 
and 

(c) Midwives licensed under chapter 18.50 RCW. 

(3) Birthing center requirements. 

(a) Each participating birthing center must: 

((€a))) (i) Be licensed as a childbirth center by the depart- 
ment of health (DOH) under chapter 246-349 WAC; 

((€6})) Gi) Be specifically approved by ((MAA)) the 
agency to provide birthing center services; 

((€e))) Gii) Have a valid core provider agreement with 
(MAA) the agency; and 

((€4})) (iv) Maintain standards of care required by DOH 
for licensure. 

((C4HMAA)) (b) The agency suspends or terminates the 
core provider agreement of a birthing center if it fails to 
maintain DOH standards cited in ((subseetien-B})) (a) of this 
((seetien)) subsection. 

(6) (4) Home birth or birthing center providers. 
Home birth or birthing center providers must: 

(a) Obtain from the client a signed consent form in 
advance of the birth; 
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(b) Follow ((MAA's)) the agency's risk screening criteria 
and consult with ((a#d/)), or refer the client or newborn to, a 
physician or hospital when medically appropriate; 

(c) Have current, written, and appropriate plans for con- 
sultation, emergency transfer and transport of a client ((and/ 
))or newborn to a hospital; 

(d) Make appropriate referral of the newborn for pediat- 
ric care and medically necessary follow-up care; 

(e) Inform parents of ((the-benefits-of-a)) required pro- 
phylactic eye ointment and newborn screening tests ((and 
efferte)) for heritable or metabolic disorders, and congenital 
heart defects, and send the newborn's blood sample to the 
((department-efhealth)) DOH for testing; ((and)) 


(f) Inform parents of the benefits and risks of Vitamin K 
injections for newborns; and 


(g) Have evidence of current cardiopulmonary resuscita- 
tion (CPR) training for: 

(i) Adult CPR; and 

(ii) Neonatal resuscitation. 

((€6})) (5) Planned home birth providers. Planned 
home birth providers must: 

(a) Provide medically necessary equipment, supplies, 
and medications for each client; 

(b) Have arrangements for twenty-four hour per day cov- 
erage; 

(c) Have documentation of contact with local area emer- 
gency medical services to determine the level of response 
capability in the area; and 

(d) Participate in a formal, state-sanctioned, quality 
assurance((/)) improvement program or professional liability 
review process (((e-g5Jeint Underwriting Association 
GUA) Mrdvives Association of Washington State 
MAWS} ete). 

(MAA) (6) Limitations. The agency does not cover 
planned home births or births in birthing centers for women 
identified with any of the following conditions: 

(a) Previous cesarean section; 

(b) Current alcohol ((and/))or drug addiction or abuse; 

(c) Significant hematological disorders((f)) or coagulop- 
athies; 

(d) History of deep venous ((thrembeses)) thrombosis or 
pulmonary embolism; 

(e) Cardiovascular disease causing functional impair- 
ment; 

(f) Chronic hypertension; 

(g) Significant endocrine disorders including preexisting 
diabetes (type I or type II); 

(h) Hepatic disorders including uncontrolled intrahepatic 
cholestasis of pregnancy ((and))or abnormal liver function 
tests; 

(i) Isoimmunization, including evidence of Rh sensitiza- 
tion((/) or platelet sensitization; 

(j) Neurologic disorders or active seizure disorders; 

(k) Pulmonary disease; 

(1) Renal disease; 

(m) Collagen-vascular diseases; 

(n) Current severe psychiatric illness; 

(o) Cancer affecting ((sitte-efdelvery)) the female repro- 


ductive system; 
(p) ((Knewn)) Multiple gestation; 
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(q) ((Knewn)) Breech presentation in labor with delivery 
not imminent; or 

(r) Other significant deviations from normal as assessed 
by the provider. 


WSR 15-16-008 
PROPOSED RULES 
DEPARTMENT OF AGRICULTURE 
[Filed July 23, 2015, 1:39 p.m.] 


Supplemental Notice to WSR 15-15-171. 

Preproposal statement of inquiry was filed as WSR 15- 
04-127. 

Title of Rule and Other Identifying Information: WAC 
16-301-490 through 16-301-580, crucifer seed quarantine. 

Hearing Location(s): Department of Agriculture, Con- 
ference Room 238, 21 North First Avenue, Yakima, WA 
98902, on September 14, at 11:00 a.m. 

Date of Intended Adoption: September 25, 2015. 

Submit Written Comments to: Teresa Norman, P.O. Box 
42560, Olympia, WA 98504-2560, e-mail WSDARules 
Comments@agr.wa.gov, fax (360) 902-2092, by 5:00 p.m., 
August 28, 2015. 

Assistance for Persons with Disabilities: Contact agency 
receptionist by September 8, 2015, TTY (800) 833-6388 or 
711. 

Purpose of the Proposal and Its Anticipated Effects, 
Including Any Changes in Existing Rules: A public hearing 
to amend the crucifer quarantine rules was held on July 7, 
2015. Public comments were received at that time that 
prompted the department to continue the rule-making process 
with additional language that provides a better option for 
growers of organic seed in the regulated area and exempts 
seed grown in the regulated area and tested free of disease 
from treatment against the black leg and black rot pathogens. 

Reasons Supporting Proposal: Additional options for 
producers of organic seed will help preserve that market and 
eliminating the requirement for treatment of seed originating 
in the regulated area and found free of disease will allow for 
greater efficiencies. 

Statutory Authority for Adoption: RCW 15.49.005, 
17.24.041, chapter 34.05 RCW. 

Statute Being Implemented: Chapters 15.49 and 17.24 
RCW. 

Rule is not necessitated by federal law, federal or state 
court decision. 

Name of Proponent: Columbia Basin Vegetable Seed 
Association and Columbia Basin Vegetable Seed Field Rep- 
resentatives Association, private. 

Name of Agency Personnel Responsible for Drafting, 
Implementation, and Enforcement: Victor Shaul, Yakima, 
(509) 249-6955. 

No small business economic impact statement has been 
prepared under chapter 19.85 RCW. A small business eco- 
nomic impact statement was not prepared as this proposal 
will not create significant additional costs to the industry. 

A cost-benefit analysis is not required under RCW 
34.05.328. The Washington state department of agriculture is 
not a listed agency under RCW 34.05.328 (5)(a)(i). 
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July 22, 2015 
Brad J. Avy 
Assistant Director 


AMENDATORY SECTION (Amending WSR 14-20-050, 
filed 9/25/14, effective 10/26/14) 


WAC 16-301-495 Definitions. Definitions for some 
terms in this chapter can be found in chapter 15.49 RCW and 
chapter 16-301 WAC. In addition, the following definitions 
apply to this chapter: 

"Approved treatment methods" include hot water, hot 
chlorine or any other methods that can eliminate the presence 
of regulated pathogens. 

"Crucifer" means all plants in the family Brassicaceae 
(also known as Cruciferae) and specifically includes all Bras- 
sica species, Raphanus sativus - Radish, Sinapis alba and 
other mustards. 

"Crucifer production" means any planting of crucifer 
seed or seedlings for the purpose of producing seed, oil, com- 
mercial vegetables or cover crops. 

"Crucifer seed" includes any part of a plant capable of 
propagation including, but not necessarily limited to, seeds, 
roots, and transplants. 

"Department" means the Washington state department 
of agriculture (WSDA). 

"Director" means the director of the Washington state 
department of agriculture or the director's designee. 

"Dormant seed" means viable true seed that displays a 
delay in or lack of germination when provided favorable ger- 
mination conditions for the type of seed in question. 

"Owner" means the person having legal ownership, 
possession or control over a regulated article covered by this 
chapter including, but not limited to, the owner, shipper, 
consignee, grower, seed dealer, landowner or their agent. 

"Person" means any individual, partnership, associa- 
tion, corporation, or organized group of persons whether or 
not incorporated. 

"Regulated area" means those geographic areas that 
are protected from the introduction of specified plant pests by 
the provisions of this quarantine. 

"Regulated article" means, with the exception of the 
exemptions listed in WAC 16-301-525(4), all crucifer seed; 
seedlings; roots; transplants intended for seed production, oil 
production, commercial vegetable production or cover crop 
use; and crop residue remaining from the harvest of infected 
crucifer plants. 

"Seed lot" means a designated quantity of seed that is 
uniquely identified by a lot number. 

"Seed program" means the Washington state depart- 
ment of agriculture seed program. 

"Trial ground" means a specific parcel of land 
approved by the director for experimental or limited produc- 
tion or increase of crucifer seed and for planting seed lots 
whose quantity of seed is insufficient to allow for pathologi- 
cal testing. 

"True seed" means a mature fertilized ovule consisting 
of an embryo, with or without an external food reserve 
enclosed by a seed coat. 
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AMENDATORY SECTION (Amending WSR 14-20-050, 
filed 9/25/14, effective 10/26/14) 


WAC 16-301-505 Diseases regulated by this chapter. 
(1) "Regulated diseases" means those bacterial and fungal 
diseases of crucifers listed in this section and any new varia- 
tions or strains of these diseases. 

(2) "Regulated pathogens" means those bacterial and 
fungal organisms identified as the ((easuat)) causal agents for 
the diseases listed in this section. 

(3) The following bacterial and fungal diseases of cruci- 
fers, and any new strains or variations of these diseases are 
regulated by this chapter: 


Common Name Scientific Name 


Black leg of crucifers 
Black rot 


Phoma lingam 


Xanthomonas campestris pv. 
campestris 


AMENDATORY SECTION (Amending WSR 14-20-050, 
filed 9/25/14, effective 10/26/14) 


WAC 16-301-515 Crucifer seed quarantine—Quar- 
antined area. (1) The quarantine area for the crucifer seed 
quarantine includes all Washington state counties except 
Adams, Asotin, Benton, Chelan, Clallam, Columbia, Doug- 
las, Ferry, Franklin, Garfield, Grant, Island, Kittitas, Klicki- 
tat, Lewis, Lincoln, Okanogan, Pend Oreille, Skagit, Sno- 
homish, ((and)) Spokane, Stevens, Walla Walla, Whatcom, 
Whitman, and Yakima counties. 

(2) Regulated articles imported into Washington state 
must comply with the regulations of this chapter before trans- 
port into ((the)) a regulated area. No additional requirements 
apply within the quarantine area but all regulated articles 
transported into ((the)) a regulated area must comply with the 
regulations of this chapter. 


AMENDATORY SECTION (Amending WSR 14-20-050, 
filed 9/25/14, effective 10/26/14) 


WAC 16-301-520 Crucifer seed quarantine—Regu- 
lated areas. Two regulated areas are established for the cru- 
cifer quarantine, one in western Washington and one in east- 
ern Washington. Each regulated area has specific require- 
ments and prohibitions related to the regulated articles. 

(1) The regulated area in western Washington for this 
crucifer seed quarantine includes Clallam, Island, Lewis, 
Skagit, Snohomish, and Whatcom counties. 

(2) The regulated area in eastern Washington for this 
crucifer seed quarantine includes Adams, Asotin, Benton, 
Chelan, Columbia, Douglas, Ferry, Franklin, Garfield, Grant, 
Kittitas, Klickitat, Lincoln, Okanogan, Pend Oreille, Spo- 
kane, Stevens, Walla Walla, Whitman, and Yakima counties. 


AMENDATORY SECTION (Amending WSR 14-20-050, 
filed 9/25/14, effective 10/26/14) 


WAC 16-301-525 Crucifer seed quarantine within 
the regulated areas—Exemptions. This crucifer quarantine 
does not apply to: 
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(1) Experiments or trial grounds of the United States 
Department of Agriculture; 

(2) Experiments or trial grounds of a university such as 
but not limited to the University of Idaho or Washington 
State University research stations; or 

(3) Trial grounds of any person, firm or corporation that 
are approved by the director and established in accordance 
with WAC 16-301-550; 

(4) Shipments, movements, or transportation of: 

(a) Prepackaged crucifer seed in packages of 1/2 ounce 
or less if the seeds are free of regulated diseases as required 
in WAC 16-301-530; or 

(b) Vegetable seedlings offered for sale for home garden 
use in the regulated areas if the seedlings are free of regulated 
diseases as required in WAC 16-301-530. 

(5) Research, variety development, variety maintenance 
or other crucifer production where the entire crop cycle is 
confined within a building or greenhouse; 

(6) Seed lots with a maximum weight of five pounds that 
were in inventory prior to January 1, 2007. 


AMENDATORY SECTION (Amending WSR 14-20-050, 
filed 9/25/14, effective 10/26/14) 


WAC 16-301-530 Planting crucifer seed in the west- 
ern Washington regulated area—Requirements. (1)(a) It 
is a violation of this chapter to plant or establish crucifer seed 
that is infected with any regulated disease in the western 
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(b) Larger containers must bear a label issued by the seed 
program indicating that the seed is in compliance with this 
chapter. 


NEW SECTION 


WAC 16-301-531 Planting crucifer seed in the east- 
ern Washington regulated area—Requirements. (1)(a) It 
is a violation of this chapter to plant or establish crucifer seed 
that is infected with any regulated disease in the eastern 
Washington regulated area. 

(b) Any seed of a Brassica, Raphanus, Sinapis species or 
any other genera in the Brassicaceae family to be planted in 
the eastern Washington regulated area must be laboratory 
tested and found to be free from black leg of crucifers 
(Phoma lingam). 

(2) Any seed of a Brassica, Raphanus, Sinapis species or 
any other genera in the Brassicaceae family from an origin 
outside the regulated areas to be planted in the eastern Wash- 
ington regulated area must be treated with either a fungicide 
appropriate to control black leg, hot water or other treatments 
authorized by the department. 

(3) Any seed of a Brassica, Raphanus, Sinapis species or 
any other genera in the Brassicaceae family to be planted in 
the eastern Washington regulated area must be tagged with a 
tag issued by the department indicating that the seed has met 
the requirements of this chapter. 


NEW SECTION 


Washington regulated area. 

(b) Any seed of a Brassica ((e£)), Raphanus, Sinapis spe- 
cies or any other genera in the Brassicaceae family planted or 
established in the western Washington regulated area whose 
primary use is for any nonvegetable use must be tested for the 
presence of dormant seed as required by WAC 16-301-510. 

(2) Any person who plans to ship, move, or transport any 
crucifer seed intended for planting purposes into or within the 
western Washington regulated area must file a Notice of 
Intent/Quarantine Compliance form with the seed program 
before planting or offering the seed for sale. 

(3) The Notice of Intent/Quarantine Compliance form 
filed with the seed program must be accompanied by a copy 
of the: 


(a) Laboratory analysis or some other proof (such as a 
phytosanitary certificate based upon laboratory testing issued 
from the state or country of production) demonstrating that 
the lot is free of regulated diseases; and 

(b) Seed analysis certificate(s) showing that the lot is 
free from dormant seed, if required under WAC 16-301-510. 

(4) It is a violation of this chapter for any crucifer seed 
intended for seed production, oil production, commercial 
vegetable production or cover crop use to be offered for sale 
within or into the western Washington regulated area unless 
accompanied by documentation verifying quarantine compli- 
ance. 

(a) For small packages such as heat sealed envelopes and 
tins, quarantine compliance may be placed on a sales invoice 
or other documentation that is provided to the purchaser of 
seed. Language must be approved by the seed program. 
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WAC 16-301-533 Requirements for planting crucifer 
seed in the eastern Washington regulated area. Any seed 
of a Brassica, Raphanus, Sinapis species or any other genera 
in the Brassicaceae family to be planted in the eastern Wash- 
ington regulated area must be tagged with a tag issued by the 
department indicating that the seed has met the requirements 
of this chapter. 


AMENDATORY SECTION (Amending WSR 14-20-050, 
filed 9/25/14, effective 10/26/14) 


WAC 16-301-540 Crucifer transplants grown in 
greenhouses in the regulated areas—Requirements. (1) 
All crucifer transplants produced in greenhouses in the regu- 
lated areas must be subjected to pest control procedures that 
reduce the presence of diseases or insects that may inhibit 
identifying regulated diseases. 

(2) The interiors of greenhouses in the regulated areas 
used to produce crucifer transplants must be free of crucifer 
weeds. 

(3) One hundred meter buffers, free of crucifer weeds, 
must surround all greenhouses in the regulated areas used to 
produce crucifer transplants. 


AMENDATORY SECTION (Amending WSR 14-20-050, 
filed 9/25/14, effective 10/26/14) 


WAC 16-301-545 Crucifer seed lots that test positive 
for any regulated disease—Requirements. (1) If a crucifer 
seed lot tests positive for any regulated disease, the infected 
seed lot may be treated with an approved seed treatment. 
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(2) After treatment, the seed lot must be tested for the 
presence of regulated diseases using appropriate pathological 
testing methods. 

(3) If the pathological testing yields negative test results, 
the seed lot will be considered in compliance with this chap- 
ter. 

(4) It is a violation of this chapter to plant seed in the reg- 
ulated areas that tests positive for any regulated disease sub- 
sequent to any approved treatment method. 


AMENDATORY SECTION (Amending WSR 14-20-050, 
filed 9/25/14, effective 10/26/14) 


WAC 16-301-550 Planting seed in ((#)) the western 
Washington regulated area—Protocols when certain doc- 
umentation is unavailable. When no documentation exists 
verifying that a crucifer seed lot is free from regulated dis- 
eases, the following protocols must be followed before the 
seed is planted in the western Washington regulated area: 

(1) A crucifer seed lot will be classified as a suspect seed 
lot if the seed lot lacks the documentation verifying that the 
lot complies with the crucifer seed quarantine requirements 
of this chapter. 

(2) Suspect seed lots must: 

(a) Not be offered for sale in the western Washington 
regulated area. 

(b) Be treated by an approved treatment method. 

(c) Be sown in a greenhouse and the seedlings must pass 
inspection by seed program inspectors before transplanting to 
the field. 

(3) Any greenhouse operation used to grow crucifer 
seedlings for transplant must: 

(a) Physically separate suspect seed lots from other cru- 
cifer production within that greenhouse. 

(b) Monitor and document the location and identity of 
each suspect seed lot during production. 

(4) It is a violation of this chapter for seedlings from a 
suspect seed lot to be topped, clipped, chopped or undergo 
any other treatment to toughen them or reduce their size. 

(5) All seedlings from a suspect seed lot that exhibit 
symptoms of regulated diseases must be physically separated 
from asymptomatic transplants in that lot. 

(6) Before shipping seedlings from a suspect seed lot, the 
seedlings must be inspected by seed program inspectors for 
the presence of regulated diseases. 

(a) If no symptoms of regulated diseases are detected 
during this inspection, the suspect seed lot is considered in 
compliance with this chapter and may be sold and planted 
within the western Washington regulated area. 

(b) If seedlings display symptoms of regulated diseases, 
laboratory testing for the diseases is mandatory. 

(c) If seedlings from a suspect seed lot test negative for 
regulated pathogens after appropriate pathological testing, 
the suspect seed lot is considered in compliance with this 
chapter and may be sold and planted within the western 
Washington regulated area. 

(d) If the presence of a regulated disease is confirmed by 
laboratory testing, all seedlings from a suspect seed lot may 
be subject to a quarantine order or destruction order under 
WAC 16-301-570. 
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(7) Any crucifer seed production fields, plant beds, or 
greenhouse production that will be planted with or receives 
production from suspect seed lots that are determined to be 
free from regulated diseases under subsection (6) of this sec- 
tion must be entered into the Washington state phytosanitary 
inspection program as required under WAC 16-301-235. 

(8)(a) It is a violation of this chapter to plant seedlings 
from a suspect seed lot that tests positive for any regulated 
disease in the western Washington regulated area. 

(b) Any suspect seed lot testing positive for any regu- 
lated disease may be subject to a quarantine order or a 
destruction order under WAC 16-301-570. 


AMENDATORY SECTION (Amending WSR 14-20-050, 
filed 9/25/14, effective 10/26/14) 


WAC 16-301-580 Diseased crucifer seeds and 
infected fields—Regulations. (1) When the director deter- 
mines that a field is infected with a regulated pathogen and 
threatens to infect other fields, the director may issue a notice 
of destruction prescribing control measures or other require- 
ments needed to prevent the infection of adjacent properties. 

(2) Unless the crop is within two weeks of harvest, any 
crucifer crop within ((the)) a regulated area that is infected 
with a regulated pathogen may be subject to immediate 
destruction, in part or in total. The owner is responsible for 
the expenses incurred to destroy a diseased crucifer crop. 

(3) The following requirements apply to crops that are 
within two weeks of harvest: 

(a) Residues must be destroyed or incorporated into the 
ground immediately after harvest; 

(b) Harvested seed must be isolated from other seed lots 
until it is treated with hot water and/or chlorine seed treat- 
ments; 

(c) Harvest equipment must be steam cleaned before 
entering any other fields; and 

(d) WSDA personnel in consultation with WSU exten- 
sion personnel must monitor these postharvest activities. 


REPEALER 


The following section of the Washington Administrative 
Code is repealed: 


WAC 16-301-500 Crucifer articles regulated by this 


chapter. 


WSR 15-16-018 
PROPOSED RULES 
DEPARTMENT OF HEALTH 
[Filed July 24, 2015, 1:22 p.m.] 


Original Notice. 

Preproposal statement of inquiry was filed as WSR 14- 
15-108. 

Title of Rule and Other Identifying Information: Chapter 
246-834 WAC, Midwives: Creating four new proposed rules 
regarding the credential renewal requirements for licensed 
midwives, WAC 246-834-345 License renewal, 246-834-355 


Proposed 
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Continued competency, 246-834-360 Quality improvement 
program for midwives, and 246-834-370 Data submission for 
midwives. 

Hearing Location(s): Department of Health, Town Cen- 
ter Two, Room 158, 111 Israel Road S.E., Tumwater, WA 
98501, on September 10, 2015, at 1:00 p.m. 

Date of Intended Adoption: September 24, 2015. 

Submit Written Comments to: Kathy Weed, P.O. Box 
47852, Olympia, WA 98504-7852, e-mail http://www3. 
doh.wa.gov/policyreview/, fax (360) 236-2901, by Septem- 
ber 10, 2015. 

Assistance for Persons with Disabilities: Contact Kathy 
Weed by August 26, 2015, TTY (800) 833-6388 or 711. 


Purpose of the Proposal and Its Anticipated Effects, 
Including Any Changes in Existing Rules: The proposed 
tules establish the requirements for renewal, continuing edu- 
cation (CE), peer review, and data submission. Upon imple- 
mentation, the rule will outline the requirements for thirty 
hours of CE every three years, participation in a department 
approved peer review process every two years, and annual 
participation of data submission on perinatal outcomes with a 
department approved research organization. The proposed 
tules will provide a clear definition of the renewal require- 
ments and will not affect any existing rules. 

Reasons Supporting Proposal: 2SHB 1773 (section 3, 
chapter 187, Laws of 2014) amended RCW 18.50.102 requir- 
ing the department of health to adopt rules for renewal 
requirements for licensed midwives. 

Statutory Authority for Adoption: RCW 18.50.102 and 
18.50.135. 

Statute Being Implemented: RCW 18.50.102. 

Rule is not necessitated by federal law, federal or state 
court decision. 

Name of Proponent: Department of health, governmen- 
tal. 

Name of Agency Personnel Responsible for Drafting, 
Implementation, and Enforcement: Kathy Weed, 111 Israel 
Road S.E., Tumwater, WA 98501, (360) 236-4883. 

No small business economic impact statement has been 
prepared under chapter 19.85 RCW. The proposed rule 
would not impose more than minor costs on businesses in an 
industry. 

A cost-benefit analysis is required under RCW 34.05.- 
328. A preliminary cost-benefit analysis may be obtained by 
contacting Kathy Weed, P.O. Box 47852, Olympia, WA 
98504-7852, phone (360) 236-4883, fax (360) 236-2901, e- 
mail kathy.weed@doh.wa.gov. 


July 23, 2015 
John Wiesman, DrPH, MPH 
Secretary 


NEW SECTION 


WAC 246-834-345 License renewal. A licensed mid- 
wife must renew their license every year on his or her birth- 
day. To renew a license, a licensed midwife shall comply 
with the requirements in: 


Proposed 
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(1) RCW 18.50.102 License renewal; 


(2) RCW 18.50.108 Written plan for consultation, emer- 
gency transfer, and transport; 


(3) WAC 246-12-030 How to renew a credential; 

(4) WAC 246-834-355 Continuing education; 

(5) WAC 246-834-360 Quality improvement program; 
(6) WAC 246-834-370 Data submission; and 


(7) WAC 246-834-990 Midwifery fees and renewal 
cycle. 


NEW SECTION 


WAC 246-834-355 Continuing education. (1) A 
licensed midwife shall complete thirty hours of continuing 
education (CE) every three years and must comply with 
chapter 246-12 WAC, Part 7. CE course work must contrib- 
ute to the professional knowledge and development of the 
licensed midwife. 


(a) A minimum of twenty-five hours must be directly 
related to the clinical practice of midwifery. 


(b) Any remaining hours may be in professional devel- 
opment activities that enhance the practice of the licensed 
midwife. 


(2) A licensed midwife shall obtain CE hours through 
one or more of the categories listed below. Documentation 
for all activities must include licensee's name, date of activ- 
ity, and number of hours. Additional specific documentation 
is defined below: 


(a) Acceptable CE course work. A minimum of ten hours 
is required per reporting period in acceptable CE course 
work. For the purposes of this section, acceptable CE course 
work means courses offered or authorized by industry recog- 
nized local, state, private, national and international organi- 
zations, agencies or institutions of higher learning. The 
department will not authorize or approve specific CE courses. 
The required documentation for this category is a certificate 
or documentation of attendance. 


(b) Course work or classes offered by an accredited col- 
lege or university. The course work must provide skills and 
knowledge beyond entry-level skills. The required documen- 
tation for this category is a transcript or documentation of 
attendance. A maximum of ten hours is allowed per reporting 
period for this category. 


(c) Research, writing, or teaching. The required docu- 
mentation for this category is a two page synopsis for each 
activity written by the licensee. A maximum of fifteen hours 
is allowed per reporting period for this category. 


(d) Documented self-study or life experience. The 
required documentation for this category is a two page syn- 
opsis of each activity written by the licensee. A maximum of 
five hours is allowed per reporting period for this category. 


(e) Serving on a professional board, committee, disci- 
plinary panel, or association. The required documentation for 
this category is a letter or other documentation from the orga- 
nization. A maximum of five hours is allowed per reporting 
period for this category. 
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(f) Professional manuscript review. The required docu- 
mentation for this category is a letter from the publishing 
organization verifying review of the manuscript. A maximum 
of ten hours is allowed per reporting period for this category. 


(g) Professional conference or workshop. The required 
documentation for this category is a certificate or documenta- 
tion of attendance. A maximum of ten hours is allowed per 
reporting period for this category. 


(3) Continuing education credit will not be given for the 
following: 


(a) A cardiopulmonary resuscitation course; 
(b) A neonatal resuscitation course; or 


(c) Participation in data submission on perinatal out- 
comes. 


NEW SECTION 


WAC 246-834-360 Quality improvement program. 
(1) As a condition of renewing a license, a licensed midwife 
shall: 


(a) Participate in a Washington state coordinated quality 
improvement program peer review process that complies 
with the requirements in RCW 43.70.510. 


(b) Attest every two years that the midwife has com- 
pleted peer review for a minimum of five of the midwife's 
clinical cases over the course of those two years. 


(2) A midwife may be excused from or granted an exten- 
sion of participation in a peer review process due to illness or 
other extenuating circumstances. The department, upon 
request, will determine if the requirements may be waived or 
if an extension may be granted. 


(3) For auditing purposes, written confirmation of partic- 
ipation in a peer review process from the approved coordi- 
nated quality improvement program shall suffice. The mid- 
wife must keep her/his participation records; records must 
not be sent to the department. 


NEW SECTION 


WAC 246-834-370 Data submission. (1) As a condi- 
tion of renewing a license, a licensed midwife shall report 
data on all courses of care for every mother and newborn 
under the midwife's care to a national or state research orga- 
nization approved by the department. If the mother declines 
to participate in the collection of data, the midwife shall fol- 
low the protocol of the approved national or state research 
organization. 


(2) The licensed midwife shall verify compliance by sub- 
mitting an attestation to the department annually with the 
license renewal. 


(3) For auditing purposes, written confirmation of full 
participation in data collection from the approved state or 
national research organization shall suffice. 

(4) The midwife must keep her/his data and participation 
records; data and participation records will not be submitted 
directly to the department. 
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WSR 15-16-042 
PROPOSED RULES 
DEPARTMENT OF HEALTH 
(Veterinary Board of Governors) 
[Filed July 28, 2015, 2:43 p.m.] 


Original Notice. 

Preproposal statement of inquiry was filed as WSR 14- 
03-039. 

Title of Rule and Other Identifying Information: WAC 
246-935-050 Animal health care tasks, the veterinary board 
of governors (board) is proposing an amendment to increase 
the level of supervision required for the administration of vet- 
erinary biologics for those diseases listed in WAC 16-42- 
026(1), including rabies, by veterinary technicians and unreg- 
istered assistants to align with Washington state department 
of agriculture (WSDA) rules. 

Hearing Location(s): Department of Health, Creekside 
Two at Center Point, 20425 72nd Avenue South, Room 307, 
Kent, WA 98032, on October 5, 2015, at 11:00 a.m. 

Date of Intended Adoption: October 5, 2015. 

Submit Written Comments to: Loralei Walker, 111 Israel 
Road S.E., Tumwater, WA 98501, e-mail http://www3. 
doh.wa.gov/policyreview/, fax (360) 236-2901, by October 
1, 2015. 

Assistance for Persons with Disabilities: Contact Loralei 
Walker by September 28, 2015, TTY (800) 833-6388 or 711. 

Purpose of the Proposal and Its Anticipated Effects, 
Including Any Changes in Existing Rules: WAC 246-935- 
050 Animal health care tasks, the board is proposing an 
amendment to increase the level of supervision required for 
the administration of veterinary biologics for those diseases 
listed in WAC 16-42-026(1), including rabies, by veterinary 
technicians and unregistered assistants from indirect supervi- 
sion of a veterinarian to direct supervision of a veterinarian. 
The proposal also clarifies information that should appear on 
a rabies certificate. 

Reasons Supporting Proposal: There is a conflict 
between board rules and WSDA rules regarding the level of 
supervision required when a veterinary technician adminis- 
ters a rabies injection. RCW 16.36.020(2) gives the director 
of WSDA the authority to regulate the sale, distribution, and 
use of veterinary biologics in the state. The board proposes to 
align its rules with WSDA's requirement for direct supervi- 
sion by a veterinarian for administration of biologics listed in 
WAC 16-42-026. 

Statutory Authority for Adoption: RCW 18.92.030. 

Statute Being Implemented: RCW 18.92.030. 

Rule is not necessitated by federal law, federal or state 
court decision. 

Name of Proponent: Department of health, veterinary 
board of governors, governmental. 

Name of Agency Personnel Responsible for Drafting, 
Implementation, and Enforcement: Loralei Walker, Program 
Manager, 111 Israel Road S.W., Tumwater, WA 98501, 
(360) 236-4947. 

No small business economic impact statement has been 
prepared under chapter 19.85 RCW. The proposed rule 
would not impose more than minor costs on businesses in an 
industry. 
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A cost-benefit analysis is required under RCW 34.05.- 
328. A preliminary cost-benefit analysis may be obtained by 
contacting Loralei Walker, 111 Israel Road S.E., Tumwater, 
WA 98501, phone (360) 236-4947, fax (360) 236-2901, e- 
mail loralei.walker@doh.wa.gov. 


July 28, 2015 

Kathy J. Schmitt 

Deputy Director 

Health Professions and Facilities 


AMENDATORY SECTION (Amending WSR 09-15-120, 
filed 7/17/09, effective 8/17/09) 


WAC 246-935-050 Animal health care tasks. No indi- 
vidual, other than a licensed veterinary technician, may 
advertise or offer her/his services in a manner calculated to 
lead others to believe that she/he is a trained or licensed vet- 
erinary technician. 

(1) Licensed veterinary technicians and unregistered 
assistants are prohibited from performing the following activ- 
ities: 

(a) Surgery except as outlined below; 

(b) Diagnosis and prognosis; 

(c) Prescribing drugs, medication or appliances; 

(d) Initiation of treatment without prior instruction by a 
veterinarian except as outlined under emergency animal care. 

(2) Immediate supervision. Unregistered assistants are 
not authorized to perform the tasks in this section. A licensed 
veterinary technician may perform the following tasks only 
under the immediate supervision of a veterinarian: Dental 
extractions. 

(3) Direct supervision. Unregistered assistants are not 
authorized to perform the tasks in this section. A licensed vet- 
erinary technician may perform the following tasks only 
under the direct supervision of a veterinarian: 

(a) Anesthesia: 

(i) Induction, including preanesthesia; 

(ii) Maintenance; 

(iii) Monitoring. 

(b) Application of casts and splints; 

(c) Floating teeth; 

(d) Intraperitoneal injections; 

(e) Blood administration; 

(f) Closure, including suturing, of prepared skin wound 
or gingival incision; 

(g) Arterial and central venous catheters. 

(4) Indirect supervision. Unregistered assistants are not 
authorized to perform the tasks in this section. A licensed vet- 
erinary technician may perform the following tasks only 
under the indirect supervision of a veterinarian: 

(a) Intravenous injections into uncatheterized vein; 

(b) Centesis, including fine needle aspirates; 

(c) Unobstructed bladder catheter; 

(d) Diagnostic procedures: 

(i) Fecal analysis; 

(ii) Electrocardiograms; 

Gii) Blood pressure; 

(iv) Cytology analysis, including urinalysis and hematol- 


ogy; 
(v) Microbiology. 
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(e) Placement and use of nasogastric and orogastric tubes 
for gavage, lavage, or reflux; 

(f) Ophthalmological procedures: 

(i) Tear production testing; 

(ii) Topical anesthetic application; 

(iii) Fluorescein staining of the cornea; 

(iv) Tonometry. 

(g) Tasks authorized to be performed under immediate or 
direct supervision for unregistered assistants, may be per- 
formed by licensed veterinary technicians under indirect 
supervision unless otherwise restricted. 

(5) Immediate supervision for unregistered assistants. 
An unregistered assistant may perform the following tasks 
only under the immediate supervision of a veterinarian or 
licensed veterinary technician: 

(a) Place and secure an intravenous catheter; 

(b) Monitor vital signs of an anesthetized patient; 

(c) Dental prophy. 

(6) Direct supervision for unregistered assistant. An 
unregistered assistant may perform the following tasks only 
under the direct supervision of a veterinarian or licensed vet- 
erinary technician: 

(a) Intravenous injection into catheterized vein; 

(b) ((Bielegies injeetions-fraceines))) Vaccines (except 
for rabies and those diseases described in subsection (8) of 
this section) with the veterinarian's verification signature on 
an appropriate certificate; 

(c) Imaging procedures; 

(d) Removal of sutures, drain tubes and staples; 

(e) Bandaging; 

(f) Removal of exposed foreign bodies; 

(g) Lab sample collection and test preparation (not eval- 
uation) to include: 

(i) Venipuncture; 

(ii) Skin scraping. 

(h) Microchip implantation; 

(i) Enema; 

(j) Ear flush; 

(k) Perform electrocardiogram and blood pressure mea- 
surements; 

(1) Intramuscular and subcutaneous injection; 

(m) Massage except where regulated. 

(7) Indirect supervision for unregistered assistants. An 
unregistered assistant must always be under the indirect 
supervision of a veterinarian or licensed veterinary techni- 
cian, except as listed in subsections (5) and (6) of this section. 
Tasks not specifically listed or otherwise restricted may be 
performed by a licensed veterinary technician or unregistered 
assistant under the indirect supervision of a veterinarian. 

(8) Veterinary biologics. Licensed veterinary technicians 
and unregistered assistants may only administer veterinary 
biologics for rabies and those diseases listed in WAC 16-42- 
026(1) under the direct supervision of a veterinarian. 

(9) Rabies vaccinations require an appropriate rabies 
certificate. The certificate is considered part of the medical 
record and must contain at least the following information: 

(a) Owner's name, address, and telephone number; 

(b) Species age, breed, gender, size, name, and predomi- 
nant colors/markings; 

(c) Month, day, and year of vaccination; 
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(d) Month, day, and year of next vaccination due date; 

(e) Product name and identification of manufacturer; 

(f) Effective date of vaccine, example: One year, three 
years; 

(g) Vaccine serial or lot number; and 

(h) Veterinarian's name, license number, address, and 
signature. 

(10) To be authorized to dispense pharmaceuticals, 
unregistered assistants must be registered as a veterinary 
medication clerk under chapter 246-937 WAC. 

((€9})) (11) Emergency animal care. Under conditions of 
an emergency, a licensed veterinary technician and unregis- 
tered assistant may render certain life saving aid to an animal 
patient. 

(a) A licensed veterinary technician may: 

(i) Apply emergency cardiopulmonary resuscitation and 
first-aid procedures and all tasks as listed in subsections (3), 
(4), (5), and (6) of this section; 

(ii) Administer pharmacologic agents and parenteral flu- 
ids only after communication with a veterinarian. 

(b) An unregistered assistant may: 

(i) Apply noninvasive cardiopulmonary resuscitation 
and basic first aid procedures; 

(ii) Provide other aid upon the order of a licensed veteri- 
narian as outlined in this section. 


WSR 15-16-061 
PROPOSED RULES 
EXECUTIVE ETHICS BOARD 
[Filed July 30, 2015, 9:47 a.m.] 


Supplemental Notice to WSR 15-12-095. 

Preproposal statement of inquiry was filed as WSR 14- 
03-074. 

Title of Rule and Other Identifying Information: WAC 
292-110-010 Use of state resources. 

Hearing Location(s): 2425 Bristol Court S.W., 4th Floor 
Conference Room, Olympia, WA, on September 11, 2015, at 
9:00 a.m. 

Date of Intended Adoption: September 14, 2015. 

Submit Written Comments to: Kate Reynolds, P.O. Box 
40149, Olympia, WA 98504-0149, e-mail kater@atg.wa. 
gov, fax (360) 586-3955, by September 10, 2015. 

Assistance for Persons with Disabilities: Contact Ruth- 
ann Bryant by September 10, 2015, (360) 586-3265. 

Purpose of the Proposal and Its Anticipated Effects, 
Including Any Changes in Existing Rules: To review the per- 
mitted uses of state resources as well as update and clarify the 
tule. 

Reasons Supporting Proposal: The board receives many 
questions regarding the use of state resources. By amending 
the rule, agency employees will gain a better understanding 
of the rules and regulations of the Ethics in Public Service 
Act. 

Statutory Authority for Adoption: RCW 42.52.160, 
42.52.360. 

Statute Being Implemented: RCW 42.52.160. 

Rule is not necessitated by federal law, federal or state 
court decision. 
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Name of Proponent: Executive ethics board, governmen- 
tal. 

Name of Agency Personnel Responsible for Drafting, 
Implementation, and Enforcement: Kate Reynolds, Olympia, 
(360) 586-6759. 

No small business economic impact statement has been 
prepared under chapter 19.85 RCW. The state employees and 
statewide elected officials that must comply with the pro- 
posed rule are not small businesses, pursuant to chapter 19.85 
RCW. 

A cost-benefit analysis is not required under RCW 
34.05.328. 


July 30, 2015 
Ruthann Bryant 
Administrative Officer 


AMENDATORY SECTION (Amending WSR 09-16-046, 
filed 7/28/09, effective 8/28/09) 


WAC 292-110-010 Use of state resources. (1) State- 
ment of principles (( ip: j 
including funds factities tools, property; 


anc-employees and their time, is a responsibility that an state 


personaluseof state 
reseurces_permitted by this _ section is the most efficient in 
terms-of everalltime-and resources: 


2) Phe follows itted , 
fa} Use-of state resources thatis reasonably related te-the 
i official ate kichis ot eal i 
by-statute)). All state employees and officers are responsible 
for the proper use of state resources, including funds, facili- 


ties, tools, property, and their time. This section does not 
restrict the use of state resources as described in subsections 


(2) and (3) of this section. 

(2) Permitted uses. 

(a) Use of state resources for official state purpose. 
"Official state purpose" includes use of state resources to 
conduct official duties, activities reasonably related to the 
conduct of official state duties, activities related to state 
employment, and activities otherwise allowed by statute. 
Examples of official state purposes include: 

(i) Training and career development approved by the 
employing agency under RCW 41.06.410: 

(ii) Membership or participation in professional associa- 
tions that enhance job-related skills of the state officer or 
employee, so long as use of state resources for this purpose 
has been authorized in writing; 

(iii) State or agency sponsored health, safety, or diversity 
fairs; 

(iv) Management of or access to state-provided or state- 
sponsored benefits, including health, deferred compensation, 
insurance, retirement, and the employee assistance program; 
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(v) Searching and applying for state jobs, including tak- 
ing an examination or participating in an interview; and 

(vi) Placement of nongovernmental web page links on an 
agency web site for official state purposes as long as the use 
does not violate RCW 42.52.180. 


(b) Agency approved use. An agency head or designee 
may auInonze Oe a 
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telephone conversation. The ethics rules do not distinguish 
between the various forms of communication. Electronic 
records are reproducible and therefore cannot be considered 
private. Such records may be subject to disclosure under the 
Public Records Act, or may be disclosed for audit or legiti- 
mate state operational or management purposes. 


(d))) limited use of agency staff time and resources for 
the following uses as long as that use is specifically autho- 
rized in an agency policy and conforms to that policy: 

(i) Supporting, promoting, or soliciting for charitable 
activities; 

(ii) Employee recognition, including birthday, retire- 
ment, wedding/baby showers, or other similar celebrations; 

(iii) Activities supporting agency organizational effec- 
tiveness provided the specific policy is approved by the exec- 
utive ethics board; 

(iv) Intermittent state or agency sponsored health activi- 
ties, for example, vaccinations, diabetes screenings, choles- 


terol screenings, or recording participation in an agency or 
PEBB sponsored wellness program. 


(3) Permitted personal use of state resources. This 
subsection applies to any use of state resources not included 
in subsection (2) of this section. 


(a) A state officer or ((empleyeemay—make—an—ocea- 
stonal but timited _personat)) employee's use of state 


resources is de minimis only if each of the following condi- 
tions are met: 

(i) There is little or no cost to the state; 

(ii) Any use is brief; 

(iii) Any use occurs infrequently; 

(iv) The use does not interfere with the performance of 
any state officer's or employee's official duties; ((and)) 

(v) The use does not compromise the security or integrity 
of state property, information systems, or software((- 


GB) Permitted iseofeomputerseleetroniemait the 
ee 


resources _is-specifically_prohibited-by REW 42-52 180—sub- 
jeetto the exceptions in RCW 42521802); 
Ae) Hee or e Purpose, bt pare poine ya oradi 


heal Seka Gee of cule rekonices S Shee Healy prohi ied 
by REW 4247190 subjeettothe exceptions in RCW 
PAEIB) 


ef any_state-_preperty_that has-been 
removed_from state _faciities_or-other official duty stations, 


iji pt y ishing 


bursement for personal use. In some limited situations, 
such as oe or employees wore at temo locations; 


Senet aad slectranle snail provided suchuive conor to 


ethical standards under-subsection-2)} of this section, andthe 
use-ts-net otherwise prohibited under subsection (5) of this 
seetien)): 

(vi) The use is not for the purpose of conducting an out- 
side business, in furtherance of private employment, or to 
realize a private financial gain; and 

(vii) The use is not for supporting, promoting the inter- 
ests of, or soliciting for an outside organization or group. 

(b) A state officer or employee may use state resources 
for wellness or combined fund drive activities as long as use 
conforms with (a) of this subsection or as authorized in state 
law and rule. 

(4) No expectation of privacy. Technologies such as 
electronic mail, facsimile transmissions, the internet, and 
voice mail may create an electronic record. This is what sep- 
arates these from other forms of communication such as a 


Proposed 


)) an agency may allow reimburse 
ment for limited personal use of state resources by the state 
employee or officer. 


©) 6) Agency policies E een 


their ian E DE policies that are 
approved by the board qualify for "safe harbor" under WAC 
292-120-035. Nothing in this section is intended to limit the 
ability of an agency to adopt policies that are more restrictive. 
However, violation of a more restrictive agency policy by 
itself will not constitute a violation of RCW 42.52.160, even 
if it would constitute a violation of agency policy. 


((€8))) (7) Adviso 


opinions and frequently asked 


questions ((and-examptes)). The executive ethics board 
eee List of & aries : i | 
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mentatthe beard'sweb-site waaethiesava-_ gov orte request 

acopyofthe decument through the board's office. 
Washington State Executive Ethies Beard 
P-O-Bex40H49 


Olympia, WA-98504 9149 

Orby-electrenic- matt at: ethies@atewa-gev)) publishes 
advisory opinions interpreting the Ethics in Public Service 
Act and/or its rules and provides answers to frequently asked 
questions regarding the use of state resources that can be 
found at www.ethics.wa.gov. 


WSR 15-16-086 
PROPOSED RULES 
BUILDING CODE COUNCIL 
[Filed July 31, 2015, 5:40 p.m.] 


Original Notice. 
Preproposal statement of inquiry was filed as WSR 15- 
10-075. 


WSR 15-16-086 


Title of Rule and Other Identifying Information: Adop- 
tion and amendment of the 2015 Washington State Residen- 
tial Code, chapter 51-51 WAC. 

Hearing Location(s): Fire Department Training Center, 
1618 South Rebecca Street, Spokane, WA, on September 11, 
2015, at 10:00 a.m.; and at the DES Presentation Room, 1500 
Jefferson S.E., Olympia, WA 98504, on October 16, 2015, at 
10:00 a.m. 

Date of Intended Adoption: November 13, 2015. 

Submit Written Comments to: Dave Kokot, Chair, State 
Building Code Council (SBCC), P.O. Box 41449, Olympia, 
WA 98504-1449, e-mail sbcc@ga.wa.gov, fax (360) 586- 
9088, by October 23, 2015. 

Assistance for Persons with Disabilities: Contact Peggy 
Bryden by August 24, 2015, (360) 407-9280. 

Purpose of the Proposal and Its Anticipated Effects, 
Including Any Changes in Existing Rules: The proposed 
tules adopt the 2015 edition of the International Code Coun- 
cil (ICC) Residential Code, with state amendments to incor- 
porate proposed changes as adopted by the Washington 
SBCC; the rules will provide increased clarity and life safety 
measures for residential construction in Washington state. 


2015 IRC 
Amendments to chapter 51-51 WAC* 
WAC Section Changes in 2015 Discussion 
51-51-0101 Scope and administration 2015 International Residential Code adopted 
2 R101.2 Scope New exception - Lodging house sprinkler exemp- 
tion 
51-51-0102 Applicability 
3 R102.5 Appendices Appendices R, S, U and V preapproved for local 
adoption 
51-51-0202 | R202 Definitions 
Saltwater coastal area Definition to be determined by local authority 
5 51-51-0301 Design criteria Adds salt water coastal area as local designation 
6 R301.5 Minimum uniformly distributed | Aligns live load table to ASCE 7 
live loads 
51-51-0302 Fire resistant construction Modified to delete tables 
7 R302.1 Table 302.1(1) Exterior walls Amendment deleted, revert to model code 
Table 302.1(2) Exterior walls— | Amendment deleted, revert to model code 
Dwellings with fire sprinklers 
9 R302.2.1 Continuity Modified to add graphic image/illustration 
10 R302.3.1 Supporting construction Deletes one exception 
11 R302.13 Fire protection of floors Defines dimensional lumber in exception 4 
51-51-0303 Light, ventilation and heating 
12 R303.5.1 Intake openings Modified to include new exceptions 
13 R303.7 Stairway illumination Modified to interior stairway illumination only 
14 R303.8 Exterior stairway illumination New section specific to exterior stairways, 
requires power supplied by building wiring 
51-51-0307 Toilet, bath and shower spaces | New section 
15 R307.1 Space required Reference to state plumbing code/figure R307.1 
51-51-0308 Glazing New section 
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WAC Section Changes in 2015 Discussion 
16 R308.4.4 Glazing in guards and railings Adds requirements for structural glass balusters 
51-51-0310 Emergency escape and rescue New section 
openings 
17 310.1 Emergency escape and rescue Provides exception for certain basement sleeping 
opening required rooms when sprinklers are provided 
51-51-0313 Automatic fire sprinkler systems | Note: currently not adopted in Washington 
18 R313.1 Townhouse automatic sprinkler | New townhouse construction requires sprinklers; 
systems provides an exception for townhouse additions 
19 R313.1.1 Design and installation P2904 or NFPA 13D 
20 R313.2 One- and two-family dwellings | This section not adopted 
automatic fire sprinkler systems 
51-51-0314 Smoke alarms 
21 R314.2.2 Alterations, repairs and additions | Renumbered section re: smoke alarms 
22 R314.3 Location Modifies placement near bathrooms 
51-51-0315 Carbon monoxide alarms 
23 315.1 CO alarms Modified to require compliance with R315 
24 315.1.1 Listings Reference to UL 2034 and UL 217 
25 315.2 Where required Compliance with R315.2.1 and R315.2.2 
26 R315.2.1 New construction Alarms required for new residential construction 
27 R315.2.2 Alterations, repairs and additions | Renovations may trigger alarm requirements 
28 R315.3 Location Specifies location of alarms 
29 R315.4 Combination alarms Allows combination smoke/CO alarms to be used 
51-51-0324 Solar energy systems New section 
R324.1 General 
R324.2 Solar thermal systems 
30 R324.3 Photovoltaic systems Notifies utility provider re: PV system installation 
31 R324.3.1 Equipment listing Refers to UL 1703 
32 R324.4 Rooftop-mounted photovoltaic | Provides an exception for specific systems 
systems 
33 R324.4.1 Roof load Modifies inconsistent language 
34 R324.4.2 Wind resistance New section - provides consistency with PV panel 
load specs from R907.2 
35 R324.5 Building-integrated photovoltaic 
systems 
36 R324.5.1 Photovoltaic shingles 
37 R324.6 Ground-mounted photovoltaic 
systems 
38 R324.7 Access and pathways This section is not adopted 
51-51-0325 Adult family homes 
39 R325.2 Submittal standards Deleted 
51-51-0328 Mezzanines 
40 R328.2 Mezzanines Specifies 7 feet clear height 
41 R328.5 Openness Grammatical clarification 
51-51-0329 Swimming pools, spas and hot | New section 
tubs 
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WAC Section Changes in 2015 Discussion 
42 R329.1 General Requires compliance with International Swim- 
ming Pool and Spa Code 
43 | 51-51-0403 Reserved State amendment deleted. Revert to model code 
44 | 51-51-0404 Reserved State amendment deleted. Revert to model code 
45 | 51-51-0501 Reserved State amendment deleted. Revert to model code 
51-51-0507 Decks 
46 R507.2.2 Alternate deck ledger connec- Exemption retained for decks not more than 30 
tions inches above grade 
47 R507.2.4 Deck lateral load connections State amendment deleted. Adopted in model code 
48 Table 507.2.1 | Placement of lag screws and State amendment Footnote e retained 
bolts 
51-51-0602 Wood wall framing 
49 R602.7.5 Support for headers This section not adopted 
50 R602.10.11 Cripple wall bracing State amendment retained 
51 R602.10.11.2 | Cripple wall bracing for Seismic | State amendment deleted. Revert to model code 
Design Category D3 
52 | 51-51-0609 | R609.3 Testing and Labeling Maintains exception for custom doors and win- 
dows 
53 | 51-51-0612 Exterior windows and doors State amendment moved to section 609 
54 | 51-51-0702 Interior covering Clarifies gypsum product/CPA/ANSI standard 
51-51-0703 Exterior covering 
55 R703.1 General Exception added for log walls 
56 R703.1.1 Water resistance Retains state amendment in exception 3 
57 R703.4 Flashing Retains modification to exception 1 
58 R703.10.2 Fiber-cement lap siding References manufacturer's instructions 
51-51-0903 Weather protection 
59 R903.4.1 Secondary (emergency over- Reference to State Plumbing Code 1101 and 1103 
flow) drains or scuppers 
60 51-51-1002 Masonry heaters 
61 R1002.2 Installation Provides additional/optional compliance standard 
62 | 51-51-1307 Section M1307 Appliance instal- 
lation 
63 M1307.2 Anchorage of appliances Provides appliance anchorage for earthquake 
64 | 51-51-1413 Section M1413—Evaporative 
cooling equipment 
65 M1413.1 General Reference to State Plumbing Code section 603 
51-51-1505 Overhead exhaust hoods 
66 1505.1 General Hood not required for outdoor broilers 
67 M1507.3.1 Mechanical ventilation system Compliance through ASHRAE 62.2 allowable 
design 
68 M1507.3.2 Control and operation Provides override control for continuous whole- 
house ventilation systems; label required 
69 M1507.3.3 Mechanical ventilation rate Provides outdoor air to each dwelling unit 
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WAC Section Changes in 2015 Discussion 
70 M1507.3.4.4 | Ventilation openings Modifies outdoor air openings, allows openable 
windows. Location of intakes on asphalt roofs 
addressed 
71 M1601.1.1 Above-ground duct systems State amendment retained, addresses air plenums 
in floors and walls 
51-54A-2000 Boilers and water heaters 
72 M2005.1 General New section; standards for water heater compli- 
ance, reference to State Plumbing Code 
51-51-2101 Hydronic piping systems instal- 
lation 
73 M2101.3 Protection of potable water Reference to State Plumbing Code for backflow 
protection 
74 M2101.7 Prohibited tee applications Section not adopted 
51-51-2103 Floor heating systems New section 
75 M2103.3 Piping joints Required pipe specifications, reference to State 
Plumbing Code 
76 | 51-51-2105 Ground-source heat-pump sys- | Reference to State Plumbing Code 
tem loop piping 
77 M2105.9 CPVC plastic pipe Joint specifications 
78 M2105.14 PVC plastic pipe Joint specifications 
79 M2105.18 Protection of potable water Backflow protection specified 
80 M2105.19 Pipe penetrations Pipe penetration openings 
81 51-51-2300 Solar thermal energy systems Revised scope, photovoltaic systems moved to 
section 324 
82 M2301.2.3 Pressure and temperature relief | Reference to State Plumbing Code 
valves and system components 
83 M2301.2.5 Piping insulation Reference to State Energy Code 
84 M2301.4 Heat transfer gasses or liquids Reference to State Plumbing Code 
and heat exchangers 
85 M2301.7 Solar thermal systems for heat- | Reference to State Plumbing Code 
ing potable water 
86 M2301.7.1 Indirect systems Reference to State Plumbing Code 
87 M2301.7.2 Direct systems Reference to State Plumbing Code 
88 51-51-4400 Reserved Deleted chapter 44—Referenced standards, 
reverts to model code 
89 | 51-51-60105 Appendix Q—Dwelling unit fire | Renamed section from Appendix R 
sprinkler systems 
90 | 51-51-60106 Appendix U—Solar-ready provi- | Appendix available for local adoption 
sions - detached one- and two- 
bedroom family dwellings, mul- 
tiple single-family dwellings 
(townhouses) 
91 | 51-51-60107 Appendix V—Fire sprinklers Appendix available for local adoption. New 
appendix designation 


Proposed 


Note: Those not listed on the table above remain as adopted in 2012. 
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Reasons Supporting Proposal: The SBCC is required to 
update the codes per the state building code update cycle as 
established in chapter 19.27 RCW. 

Statutory Authority for Adoption: Chapter 19.27 RCW. 

Statute Being Implemented: Chapter 19.27 RCW. 

Rule is not necessitated by federal law, federal or state 
court decision. 

Agency Comments or Recommendations, if any, as to 
Statutory Language, Implementation, Enforcement, and Fis- 
cal Matters: SBCC is seeking comments on the issues pro- 
posed in the rules shown below. 

Name of Proponent: Washington SBCC, governmental. 

Name of Agency Personnel Responsible for Drafting 
and Implementation: Joanne T. McCaughan, 1500 Jefferson 
Street, Olympia, (360) 407-9279. 

A small business economic impact statement has been 
prepared under chapter 19.85 RCW. 


Small Business Economic Impact Statement 


Description: SBCC is filing a proposed rule to adopt the 
updated 2015 edition of the International Residential Code 
(IRC) (chapter 51-51 WAC). Since 1985 SBCC has been 
responsible to update to new editions of the Building Code. 
RCW 19.27.074. 

The administrative compliance requirements are under 
the authority of the local government. RCW 19.27.050. 
Enforcement activities including permit issuance, plan 
review and approval, and inspections occur at the local level. 
Requirements for construction document submittal and other 
reporting requirements are determined by the local jurisdic- 
tion and are consistent with previously established policies. 
The proposed amendments to chapter 51-51 WAC include 
specific technical requirements for building construction to 
be consistent with national standards. 

The IRC is updated every three years by the ICC. The 
code development process conducted by the model code 
organization is open to all interest groups within the design 
and construction industry and from governmental organiza- 
tions. See www.iccsafe.org for more information about the 
model code development process. 

Professional Services: Washington state has had a state- 
wide building code in effect since 1974. The local enforce- 
ment authority having jurisdiction administers the codes 
through the building and/or fire departments. Administrative 
procedures for State Building Code compliance are estab- 
lished and will not be changed by the adoption of the update 
to the current building codes. Small businesses will employ 
the same types of professional services for the design and 
construction of buildings and systems to comply with the 
state building code. 

The proposed rule updates the state building code and 
does not require additional equipment, supplies, labor or 
other services. Services needed to comply with the building 
code are existing within the construction industry as required 
by the local authority having jurisdiction. 

Costs of Compliance for Businesses: The cost of com- 
pliance incurred by Washington businesses include training 
and educational materials. A complete set of the 2015 model 
codes on CD rom costs $985 for ICC members. The ICC 
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chapters offer training with continuing education credits to 
architects, engineers and building inspectors for $285. 

The 2015 edition of the IRC contains four significant 
amendments with a cost impact. These items were identified 
through the model code development process, and reviewed 
by the SBCC building code technical advisory group and the 
economic workgroup. 

1. IRC section R322 Flood resistant construction. These 
proposals will increase the cost of construction in areas 
shown on flood insurance rate maps as seaward of the limit of 
moderate wave action (or if a community elects to designate 
areas as "Coastal A Zones"). However, the risk of wave 
induced damage or damage due to erosion and local scour is 
significantly reduced. The cost of a foundation in Zone A will 
be marginally higher because of the approximately one addi- 
tional foot that will have to be added to the foundation. Esti- 
mates of the cost increase over the cost to build a foundation 
at the base flood elevation range from less than one percent to 
three percent to add one foot of freeboard, where the lower 
range is applicable to pile or masonry pier foundations and 
the upper end of the range applies to masonry walls with inte- 
rior piers (crawlspace). The cost increase to add freeboard 
when placing fill to raise a slab-on-grade foundation is some- 
what higher because the fill quantity and therefore costs do 
not increase linearly with added height. There is no require- 
ment to use fill; lower-cost foundation types can be used. The 
additional cost to install flood openings will be offset by less 
frequent failure of breakaway walls. The added cost of an 
exterior door is offset by reduced damage caused by wave 
splash, wave run-up, and wind driven rain, some of which is 
not covered by NFIP flood insurance. 

2. IRC section 327 Swimming Pool Code. This section 
adopts by reference the International Swimming Pool and 
Spa Code. The barrier requirements are consistent with the 
tules currently in effect. Pool construction follows industry 
standards. 

3. IRC section R403.1.1 Footings. The minimum width, 
W, and thickness, T, for concrete footings must be in accor- 
dance with new tables, which were expanded to cover more 
conditions. The tables account for additional soil bearing 
conditions. The code change proposal may increase the cost 
of construction. 

4. IRC section R602.10.9.1 Braced wall panels. The 
code change proposal will increase the cost of construction in 
that it will eliminate the unlikely exception permitting two 
story structures in Seismic Design Category D2 to have min- 
imal braced wall panel support. 

The Residential Code technical advisory group (TAG) 
and the SBCC economic workgroup determined there is a 
cost for compliance on businesses for the following proposed 
state amendment. SBCC recommended filing the proposed 
tule to allow input through the public hearing process. 

Proposal 15-040 IRC 313.1 Townhouse automatic 
fire sprinkler system: The proposed rule requires automatic 
fire sprinkler systems in newly constructed townhouses. The 
proponent's supporting statement indicates an average cost of 
installation is $1.35 per square foot. The statement indicates 
that ten state codes adopt this requirement (California, 
Maine, Maryland, Massachusetts, Minnesota, New Hamp- 
shire, Oklahoma, Pennsylvania, West Virginia and Wiscon- 
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sin, plus the District of Columbia and numerous other juris- 
dictions), and that there is no indication of negative impacts 
on home affordability or other issues that are sometimes 
mentioned as obstacles in these states. The cost of providing 
fire sprinklers in townhouses could be recaptured through the 
reduced cost of fire separations between units and other 
incentives offered by the code, and with no significant cost 
impact (or perhaps even a cost savings). 


A minority report submitted to SBCC provided a state- 
ment against adopting the townhouse fire sprinkler proposal. 
The statement indicates that costs should take into account 
local conditions. Local costs range from $2.50 per square 
foot to $3.50 per square foot or more. The statement indicates 
that every $1000 add [added] to the cost of a home "prices 
out" over three thousand homebuyers. 


Loss of Sales or Revenue: The proposed rules make the 
state code for building construction consistent with national 
standards. Businesses with new products or updated test or 
design standards are recognized in the updated building code. 
For these businesses there will be a gain in sales and revenue. 
The update will result in some cost outlay for some small 
businesses for specific building projects, for a transition 
period. Other small businesses would see an increase in reve- 
nue. The amendments to the building codes affect over 
twenty-five thousand small businesses in the state, where 
construction activity occurs. The primary intent of the 
amendments is to improve the safety features in buildings 
and provide consistency and fairness across the state, for a 
predictable business environment. The amendments should 
result in enhanced safety and value in buildings. 


Cost of Compliance for Small Businesses: The major- 
ity of businesses affected by the updates to the building codes 
are small businesses; over ninety-five percent of those listed 
in the construction and related industries have under fifty 
employees. The costs per employee are comparable between 
the largest businesses and the majority of small businesses. 
The cost to comply with the updated codes is not a dispropor- 
tionate impact on small business. Where SBCC found the 
cost of compliance for small businesses to be disproportion- 
ate, the proposed rule mitigates the cost. The proposed rules 
include a definition of small business and provide exceptions 
for compliance with the updated rule. 


Reducing the Costs of the Rule on Small Businesses: 
The revision history for the 2015 model code amendments 
shows several hundred amendments proposed by industry 
and local governments which add flexibility and clarity to the 
code and coordinate rules, and represent a savings for small 
business building owners and operators. The SBCC con- 
ducted a detailed review process, including participation at 
the national code development hearings, to document signif- 
icant economic impacts of the proposed code amendments. 


These amendments are proposed to reduce the cost of com- 
pliance on small businesses: 

R101.2 Scope live/work units: This amendment will 
reduce the cost of construction for live work units by allow- 
ing compliance with the IRC. 

R202 Definition of saltwater coastal areas: Due to 
requirement[s] for stainless steel fasteners, this amendment 
provides a definition of "saltwater coastal areas" pertinent to 
Washington; modifies 2015 significant change requiring 
stainless steel fasteners for wood shakes in saltwater coastal 
areas. 

R304.1 Minimum area habitable rooms: This amend- 
ment will reduce construction cost by allowing tiny (seventy 
square feet) dwelling units. 

R324.4 Roof mounted solar photovoltaic systems: 
This new section of the IRC is amended to allow small sys- 
tems meeting prescriptive requirements without further engi- 
neering analysis. 

R602.7.5 Table R602.7.5 Supports for headers: The 
2015 IRC requires additional support for headers under spe- 
cific conditions. This amendment reserves R602.7.5 and 
associated Table R602.7.5 until further study can determine 
the full impact of this code change. Modifies 2015 significant 
change. 

R703.10.2 Lap siding: This amendment concerns the 
treatment of the lap joints for fiber cement siding products, 
for certain applications. Modifies 2015 significant change. 

R1003.18 Chimney clearances: Tests have shown that 
the currently required 12" chimney wall thickness for the 
chimney to be in contact with combustible trim is overly 
restrictive. Chimneys with enclosing walls of 8" in contact 
with combustible material are at least as safe. The code 
change proposal will not increase the cost of construction, it 
would reduce the cost. 

M1505.1 Overhead exhaust hoods: Provides an alter- 
nate method for overhead exhaust hoods for outdoor BBQ in 
IRC settings. 

M1601.4.1 Joints, seams: Unless sealant or a gasket is 
used, snap-lock and button-lock type seams will leak signifi- 
cantly. The current exception attempted to prevent unneces- 
sary sealing for joints and seams that leak very little or not at 
all, but it went too far by including all locking type joints and 
seams. This proposal reduces the cost of installation. 

Small Businesses Involved in the Development of the 
Rule: The SBCC conducted nine open public meetings of the 
Residential Code TAG, available via telephone conference 
bridge and over the internet, and allowed comment on every 
item on every agenda. The SBCC appointed over one hun- 
dred representatives of all segments of the business and con- 
struction community to serve on the TAGs. 

List of Industries: Below is a list of industries required 
to comply with the building code. 


Businesses with Businesses with 
NAICS # Type of Business < 50 employees > 50 employees 
236115 NEW SINGLE-FAMILY HOUSING CONSTRUCTION 2523 18 
236116 NEW MULTIFAMILY HOUSING CONSTRUCTION 69 4 
236118 RESIDENTIAL REMODELERS 4298 3 
236210 INDUSTRIAL BUILDING CONSTRUCTION 88 8 
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Businesses with 


Businesses with 


NAICS # Type of Business < 50 employees > 50 employees 

236220 COMMERCIAL AND INSTITUTIONAL BUILDING CONSTRUC- 1151 40 
TION 

238110 POURED CONCRETE FOUNDATION AND STRUCTURE CON- 987 14 
TRACTORS 

238120 STRUCTURAL STEEL AND PRECAST CONCRETE CONTRAC- 154 10 
TORS 

238130 FRAMING CONTRACTORS 1866 17 

238140 MASONRY CONTRACTORS 517 1 

238150 GLASS AND GLAZING CONTRACTORS 208 6 

238160 ROOFING CONTRACTORS 925 11 

238170 SIDING CONTRACTORS 558 1 

238190 OTHER FOUNDATION, STRUCTURE, AND BUILDING EXTE- 145 1 
RIOR CONTR [CONTRACTORS] 

238220 PLUMBING, HEATING, AND AIR-CONDITIONING CONTRAC- 2245 66 
TORS 

238290 OTHER BUILDING EQUIPMENT CONTRACTORS 315 6 

238310 DRYWALL AND INSULATION CONTRACTORS 898 18 

238990 ALL OTHER SPECIALTY TRADE CONTRACTORS 1141 15 

321213 ENGINEERED WOOD MEMBER (EXCEPT TRUSS) MANUFAC- 10 4 
TURING 

321214 TRUSS MANUFACTURING 14 4 

321911 WOOD WINDOW AND DOOR MANUFACTURING 31 1 

327310 CEMENT MANUFACTURING 3 1 

327320 READY-MIX CONCRETE MANUFACTURING 41 7 

327331 CONCRETE BLOCK AND BRICK MANUFACTURING 13 1 

332311 PREFABRICATED METAL BUILDING AND COMPONENT MAN- 16 4 
UFACTURING 

332312 FABRICATED STRUCTURAL METAL MANUFACTURING 67 8 

332321 METAL WINDOW AND DOOR MANUFACTURING 10 1 

332322 SHEET METAL WORK MANUFACTURING 69 8 

333415 AIR-CONDITIONING AND WARM AIR HEATING EQUIPMENT 13 2 

335110 ELECTRIC LAMP BULB AND PART MANUFACTURING 3 

335121 RESIDENTIAL ELECTRIC LIGHTING FIXTURE MANUFACTUR- 14 
ING 

335122 COMMERCIAL, INDUSTRIAL, AND INSTITUTIONAL ELEC- 2 1 
TRIC LIGHT 

335129 OTHER LIGHTING EQUIPMENT MANUFACTURING 3 1 

423310 LUMBER, PLYWOOD, MILLWORK, AND WOOD PANEL MER- 196 12 
CHANT WHOLESALE 

423320 BRICK, STONE, AND RELATED CONSTRUCTION MATERIAL 68 1 
MERCHANT 

423330 ROOFING, SIDING, AND INSULATION MATERIAL MERCHANT 33 4 
WHOLESALE 

423390 OTHER CONSTRUCTION MATERIAL MERCHANT WHOLESAL- 78 
ERS 

423720 PLUMBING AND HEATING EQUIPMENT AND SUPPLIES 99 6 
(HYDRONICS) 

423730 WARM AIR HEATING AND AIR-CONDITIONING EQUIPMENT 48 1 
AND SUPPLIES 

531110 LESSORS OF RESIDENTIAL BUILDINGS AND DWELLINGS 1525 152 
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Businesses with Businesses with 
NAICS # Type of Business < 50 employees > 50 employees 
531120 LESSORS OF NONRESIDENTIAL BUILDINGS (EXCEPT MINI- 2046 7 
WAREHOUS [MINIWAREHOUSES)] 
541310 ARCHITECTURAL SERVICES 579 19 
541330 ENGINEERING SERVICES 2351 82 
541340 DRAFTING SERVICES 69 
541350 BUILDING INSPECTION SERVICES 168 1 
922160 FIRE PROTECTION 246 31 
Total 25,903 598 


Estimate of the Number of Jobs That Will Be Created 
or Lost: The adoption of the latest code edition is not 
expected to significantly impact the number of jobs in the 
construction industry. These rules are likely to be job neutral 
overall, i.e., they will not result in any job gains or losses. The 
scheduled effective date of the new edition is July 1, 2016. 
Building permits issued prior to that date will be vested under 
the 2012 building code. Permits issued for projects under the 
2015 code edition will start with the 2017 construction sea- 
son. 

The construction industry has experienced growth over 
the period [of] June 2014 to June 2015. Data from current 
employment statistics (CES). 


Wage and salary workers 2015 2014 
Residential building construction 25,600 22,400 
Specialty trade contractors 114,200 101,400 


A copy of the statement may be obtained by contacting 
Tim Nogler, P.O. Box 41449, Olympia, WA 98504-1449, 
phone (360) 407-9277, fax (360) 407-9088, e-mail sbcc@ga. 
wa.gov. 

A cost-benefit analysis is not required under RCW 
34.05.328. SBCC is not one of the agencies identified as 
required to prepare an analysis. However, SBCC intends to 
prepare an analysis prior to the final adoption of these rules 
and a copy can be requested using the same information as 
provided for the small business economic impact statement. 


July 29, 2015 
David F. Kokot 
Chair 


AMENDATORY SECTION (Amending WSR 13-04-068, 
filed 2/1/13, effective 7/1/13) 


WAC 51-51-003 International Residential Code. The 
((2042)) 2015 edition of the International Residential Code 
as published by the International Code Council is hereby 
adopted by reference with the following additions, deletions, 
and exceptions: Provided that chapters 11 and 25 through 43 
of this code are not adopted. Energy Code is regulated by 
chapter 51-11R WAC; Plumbing Code is regulated by chap- 
ter 51-56 WAC; Electrical Code is regulated by chapter 296- 
46B WAC or Electrical Code as adopted by the local jurisdic- 
tion. Appendix F, Radon Control Methods, (( 

Swimming Peels Spas-and Het _Fubs,)) and Appendix (R) 
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Q, Dwelling Unit Fire Sprinkler Systems, are included in 
adoption of the International Residential Code. 


AMENDATORY SECTION (Amending WSR 13-04-068, 
filed 2/1/13, effective 7/1/13) 


WAC 51-51-008 Implementation. The International 
Residential Code adopted by chapter 51-51 WAC shall 
become effective in all counties and cities of this state on July 
1, ((2643)) 2016. 


NEW SECTION 


WAC 51-51-01010 Scope. The provisions of the Inter- 
national Residential Code for One- and Two-Family Dwell- 
ings shall apply to the construction, alteration, movement, 
enlargement, replacement, repair, equipment, use and occu- 
pancy, location, removal and demolition of detached one- 
and two-family dwellings, adult family homes, and town- 
houses not more than three stories above grade plane in 
height with a separate means of egress and their accessory 
structures not more than three stories above grade plane in 
height. 


EXCEPTIONS: 1. Live/work units located in townhouses and complying 
with the requirements of Section 419 of the International 
Building Code shall be permitted to be constructed in 
accordance with the International Residential Code for 
One- and Two-Family Dwellings. Fire suppression 
required by Section 419.5 of the International Building 
Code where constructed under the International Resi- 
dential Code for One- and Two-Family Dwellings shall 
conform to Appendix Q. 

2. Owner-occupied lodging houses with one or two gues- 
trooms shall be permitted to be constructed in accor- 
dance with the International Residential Code for One- 
and Two-Family Dwellings. 

3. Owner-occupied lodging homes with three to five 
guestrooms shall be permitted to be constructed in accor- 
dance with the International Residential Code for One- 
and Two- Family Dwellings where equipped with a fire 
sprinkler system in accordance with Appendix Q. 


AMENDATORY SECTION (Amending WSR 13-04-068, 
filed 2/1/13, effective 7/1/13) 


WAC 51-51-0102 Section R102—Applicability. 


R102.5 Appendices. Provisions in the appendices shall not 
apply unless specifically referenced in the adopting ordi- 


nance. ((Exeept fer Appendix S Fire Sprinklers.) An appen- 
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dix adopted by a local jurisdiction shall not be effective 
unless approved by the state building code council pursuant 
to RCW 19.27.060 (1)(a). 


EXCEPTIONS: 1. The state building code council has determined that a 
local ordinance ((reqwring)) providing specifications for 
light straw-clay or strawbale construction, or requiring a 
solar-ready zone or requiring fire sprinklers in accor- 
dance with Appendix ((S)) R, S, U or V of this chapter 
may be adopted by any local government upon notifica- 
tion of the council. 

2. Appendix F, Radon Control Methods, ((Appendix-G- 
Swimming Peels, Spas-and-HetTubs,)) and Appendix 
((R)) Q, Dwelling Unit Fire Sprinkler Systems, are 
included in adoption of the International Residential 
Code. 


R102.7.1 Additions, alterations or repairs. Additions, 
alterations or repairs to any structure shall conform to the 
requirements for a new structure without requiring the exist- 
ing structure to comply with ((aH-ef)) the requirements of this 
code, unless otherwise stated. Additions, alterations or 
repairs and relocations shall not cause an existing structure to 
become unsafe or adversely affect the performance of the 
building. 


EXCEPTIONS: 1. Additions with less than 500 square feet of condi- 
tioned floor area are exempt from the requirements for 
Whole House Ventilation Systems, Section M1508. 

2. Additions or alterations to existing buildings which do 
not require the construction of foundations, crawlspaces, 
slabs or basements shall not be required to meet the 
requirements for radon protection in Section R327.1 and 
Appendix F. 


R102.7.2 Moved buildings. Buildings or structures moved 
into or within a jurisdiction shall comply with the provisions 
of this code, the International Building Code (chapter 51-50 
WAC), the International Mechanical Code (chapter 51-52 
WAC), the International Fire Code (chapter 51-54 WAC), the 
Uniform Plumbing Code and Standards (chapter 51-56 
WAC), and the Washington State Energy Code (chapter 51- 
11R WAC) for new buildings or structures. 


EXCEPTION: Group R-3 buildings or structures are not required to 
comply if: 

1. The original occupancy classification is not changed; 
and 

2. The original building is not substantially remodeled or 
rehabilitated. For the purposes of this section a building 
shall be considered to be substantially remodeled when 
the costs of remodeling exceed 60 percent of the value of 
the building exclusive of the costs relating to prepara- 
tion, construction, demolition or renovation of founda- 
tions. 


AMENDATORY SECTION (Amending WSR 13-04-068, 
filed 2/1/13, effective 7/1/13) 


WAC 51-51-0202 Section R202—Definitions. 


ADULT FAMILY HOME means a dwelling in which a person or 
persons provide personal care, special care, room and board 
to more than one but not more than six adults who are not 
related by blood or marriage to the person or persons provid- 
ing the services. 
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AIR-IMPERMEABLE INSULATION. An insulation having an air 
permeance equal to or less than 0.02 L/s-m? at 75 Pa pressure 
differential tested in accordance with ASTM E2178 or 
ASTM E283. 


ATTIC, HABITABLE. A conditioned area complying with all 
of the following requirements: 


1. The occupiable floor area is at least 70 square feet (6.5 
m2), in accordance with Section R304. 


2. The occupiable floor area has a ceiling height in accor- 
dance with Section R305. 


3. The occupiable space is entirely enclosed by the roof 
assembly above, knee walls (if applicable) on the sides, and 
the floor-ceiling assembly below. 


A habitable attic is not considered a story. 


CHILD DAY CARE, shall, for the purposes of these regulations, 
mean the care of children during any period of a 24 hour day. 


CHILD CARE, FAMILY HOME. A child care facility, licensed 
by Washington state, located in the dwelling of the person or 
persons under whose direct care and supervision the child is 
placed, for the care of twelve or fewer children, including 
children who reside at the home. 


CONDITIONED SPACE. An area, room or space that is 
enclosed within the building thermal envelope and that is 
directly or indirectly heated or cooled. Spaces are indirectly 
heated or cooled where they communicate through openings 
with conditioned spaces, where they are separated from con- 
ditioned spaces by uninsulated walls, floors or ceilings, or 
where they contain uninsulated ducts, piping or other sources 
of heating or cooling. 


DWELLING UNIT. A single unit providing complete indepen- 
dent living facilities for one or more persons, including per- 
manent provisions for living, sleeping, eating, cooking and 
sanitation. Dwelling units may also include the following 
uses: 


1. Adult family homes, foster family care homes and 
family day care homes licensed by the Washington state 
department of social and health services. 


2. Offices, mercantile, food preparation for off-site con- 
sumption, personal care salons or similar uses which are con- 
ducted primarily by the occupants of the dwelling unit and 
are secondary to the use of the unit for dwelling purposes, and 
which do not exceed 500 square feet (46.4 m?). 


3. One accessory dwelling unit, which need not be con- 
sidered a separated dwelling unit, provided: 


a. The accessory dwelling unit is constructed within an 
existing dwelling unit. 

b. Either the accessory dwelling unit or primary dwelling 
unit is owner-occupied. 


c. All required smoke alarms in the accessory dwelling 
unit and the primary dwelling unit are interconnected in such 
a manner that the actuation of one alarm will activate all 
alarms in both the primary dwelling unit and the accessory 
dwelling unit. 
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FIRE SEPARATION DISTANCE. The distance measured from 
the foundation wall or face of the wall framing, whichever is 
closer, to one of the following: 


1. To the closest interior lot line; or 
2. To the centerline of a street, an alley or public way; or 
3. To an imaginary line between two buildings on the lot. 


The distance shall be measured at a right angle from the 
wall. 


MEZZANINE, LOFT. An intermediate level or levels between 
the floor and ceiling of any story. 


SALT WATER COASTAL AREA. Those areas designated as salt 
water coastal areas by the local jurisdiction. 


SMALL BUSINESS. Any business entity (including a sole pro- 
prietorship, corporation, partnership or other legal entity) 
which is owned and operated independently from all other 
businesses, which has the purpose of making a profit, and 
which has fifty or fewer employees. 


WHOLE HOUSE VENTILATION SYSTEM. A mechanical venti- 
lation system, including fans, controls, and ducts, which 
replaces, by direct or indirect means, air from the habitable 
rooms with outdoor air. 


AMENDATORY SECTION (Amending WSR 13-04-068, 
filed 2/1/13, effective 7/1/13) 


WAC 51-51-0301 Design criteria. 


R301.2 Climatic and geographic design criteria. Buildings 
shall be constructed in accordance with the provisions of this 


code as limited by the provisions of this section. Additional 
criteria shall be established by the local jurisdiction and set 
forth in Table R301.2(1). The local jurisdiction shall desig- 
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TABLE R301.5 
MINIMUM UNIFORMLY DISTRIBUTED LIVE LOADS 


(in pounds per square foot) 


Use Live Load 

Uninhabitable attics without storage 10 
Uninhabitable attics with limited stor- 

age» 20 
Habitable attics and attics served with 

fixed stairs 30 
Balconies (exterior) and decks: 60 
Fire escapes 40 
Guards and handrailsé 2004 
Guard in-fill components! 505 
Passenger vehicle garages? 502 
Rooms other than sleeping rooms 40 
Sleeping rooms 30 
Stairs 40s 


(No change to footnotes) 


AMENDATORY SECTION (Amending WSR 14-24-088, 
filed 12/1/14, effective 5/1/15) 


WAC 51-51-0302 Section R302—Fire-resistant con- 
struction. 


R302.1 Exterior walls. Construction, projections, openings 
and penetrations of exterior walls of dwellings and accessory 
buildings shall comply with Table R302.1(1); or dwellings 
equipped throughout with an automatic sprinkler system 
installed in accordance with Section P2904 shall comply with 
Table R302.1(2). 


—— OS EXCEPTIONS: 1. Walls, projections, openings or penetrations in walls 
nate the salt water coastal areas within their jurisdiction. perpendicular to the line used to determine the fire sepa- 
ee ration distance. 

R301.2.2.3.1 Height limitations. Wood-framed buildings 2. Walls of dwellings and accessory structures located on 
shall be limited to three stories above grade plane or the lim- the same lot. 
its given in Table R602.10.3(3). Cold-formed, steel-framed 3. Detached tool sheds and storage sheds, playhouses 
buildings shall be limited to less than or equal to three stories and similar structures exempted from permits are not 
above grade plane in accordance with AISI $230. Mezza- tegured to proide protettion Based:onilocation on te 

; h 1 ith F hall : lot. Projections beyond the exterior wall shall not extend 
nines tt at comply with Section R328 s a not be considered over taedo ine: 
as stories. Structural insulated panel buildings shall be lim- 4. Detached garages accessory to a dwelling located 
ited to two stories above grade plane. within 2 feet (610 mm) of a lot line are permitted to have 

roof eave projections not exceeding 4 inches (102 mm). 
R301.5 Live load. The minimum uniformly distributed live 5. Foundation vents installed in compliance with this 
load shall be as provided in Table R301.5. code are permitted. 
((FABLER302465 
EXTERIOR WALLS 
Mini Fire Resi Mini Fire S z 
ASFM EHO or UE 263 with 
exposurefrom-both-sides 
Notfire-resistancerated Qhours >5feet 
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Mini Fire Resi Mini Fire S : 
Fire-resistance rated t+heourenthe undersides? >2 feette<5 feet 
Not fire-resistance rated O-heurs >5 feet 
Openings inawalls NetaHowed NA <3 feet 
2594 maximunefwallarea | hours 3-feet 
per story 
Unlimited O-heurs 5-feet 
AH Comphyawith Seetion R3024 <5 feet 
Nonerequired 5-feet 


ASTM-E-H9-or UL 263 with 

exposure_from the outside 
Netfire-resistance rated Ohours 3 feet 
Fire resistance rated t+houtonthe-anderside’* 2 feet* 
Netfire-tresistance rated Ohours 3-feet 

Openings inivalls NotaHowed NA <3 feet 

Unlimited Ohours 3 feet 
Att Complywith Section R302-4 <3 feet 

Nonerequired 3-feet* 


R302.2 Townhouses. Each townhouse shall be considered a 
separate building and shall be separated by one of the follow- 
ing methods: 

1. A common |-hour fire-resistance-rated wall assembly 
tested in accordance with ASTM E 119 or UL 263 and a fire 
sprinkler system in accordance with Section P2904 in both 
townhouses shall be provided. The cavity of the common 
wall shall not contain plumbing or mechanical equipment, 
ducts or vents. The wall shall be rated for fire exposure from 
both sides and shall extend to and be tight against exterior 
walls and the underside of the roof sheathing. Penetrations of 


electrical outlet boxes shall be in accordance with Section 
R302.4. 

2. A common 2-hour fire-resistance-rated wall assembly 
tested in accordance with ASTM E 119 or UL 263 shall be 
provided. The cavity of the common wall shall not contain 
plumbing or mechanical equipment, ducts or vents. The wall 
shall be rated for fire exposure from both sides and shall 
extend to and be tight against exterior walls and the underside 
of the roof sheathing. Penetrations of electrical outlet boxes 
shall be in accordance with Section R302.4. 

3. Two wall assemblies meeting the requirements of Sec- 
tion R302.1 for exterior walls shall be provided. 


R302.2.1 Continuity. The fire-resistance-rated wall or 
assembly separating townhouses shall be continuous from the 
foundation to the underside of the roof sheathing, deck or 
slab. The fire-resistance rating shall extend the full length of 
the wall or assembly, including wall extensions through and 
separating attached enclosed accessory structures. 

Where a story extends beyond the exterior wall of a story 
below: 

1. The fire-resistance-rated wall or assembly shall extend 
to the outside edge of the upper story (see Figure R302.2(1)); 
or 
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2. The underside of the exposed floor-ceiling assembly shall be protected as required for projections in Section R302 (see 


Figure R302.2(2)). 


Townhouse 
Units 


Townhouse 
Separation Wall 


Building Overhang 
(no protection required) 


mle 


FIGURE R302.2(1) 
EXTENDED TOWNHOUSE SEPARATION WALL 


Townhouse 


: Townhouse 
Units 


Separation Wall 


Building Overhang 

(1-hour protection 

required 4' ea side 
of wall) 


bpopopopopopopoposos 


FIGURE R302.2(2) 
TOWNHOUSE SEPARATION OVERHANG PROTECTION 


R302.2.4 Structural independence. Each individual town- 6. Floor sheathing may fasten to the floor framing of 

house shall be structurally independent. both units. 

EXCEPTIONS: _ 1. Foundation supporting exterior walls or common R302.3.1 Supporting construction. When floor assemblies 
walls. are required to be fire-resistance rated by Section R302.3, the 
2 eoireiutarootand wall sheathing igi each unit may supporting construction of such assemblies shall have an 


be fastened to the common wall framing. l ter fi idi ti 
3. Nonstructural wall and roof coverings. PAS Or ETEALET SITE Te sistance FAUNE: 


4. Flashing at termination of roof covering over common EXCEPTION: The supporting construction is not required to be fire- 
wall. resistance rated where((: 

5. Townhouses separated by a common wall as provided 4)) automatic fire sprinklers are installed in accordance 
in Section R302.2, Item 1 or 2. with Appendix ((R)) Q in both dwelling units((; 
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R302.13 Fire protection of floors. Floor assemblies that are 
not required elsewhere in this code to be fire-resistance rated, 
shall be provided with a 1/2-inch (12.7 mm) gypsum wall- 
board membrane, 5/8-inch (16 mm) wood structural panel 
membrane, or equivalent on the underside of the floor fram- 
ing member. Penetrations or openings for ducts, vents, elec- 
trical outlets, lighting, devices, luminaires, wires, speakers, 
drainage, piping and similar openings or penetrations shall be 


permitted. 
EXCEPTIONS: 


1. Floor assemblies located directly over a space pro- 
tected by an automatic sprinkler system in accordance 
with Appendix Q, NFPA 13D, or other approved equiva- 
lent sprinkler system. 

2. Floor assemblies located directly over a crawl space 
not intended for storage or fuel-fired appliances. 


3. Portions of floor assemblies shall be permitted to be 
unprotected when complying with the following: 


3.1. The aggregate area of the unprotected portions shall 
not exceed 80 square feet per story. 

3.2. Fire blocking in accordance with Section R302.11.1 
is installed along the perimeter of the unprotected por- 
tion to separate the unprotected portion from the remain- 
der of the floor assembly. 


4. Wood floor assemblies using dimensional lumber or 
structural composite lumber with a cross sectional area 
equal to or greater than 2-inch by 10-inch nominal 
dimension, or other approved floor assemblies demon- 
strating equivalent fire performance. 


AMENDATORY SECTION (Amending WSR 13-04-068, 
filed 2/1/13, effective 7/1/13) 


WAC 51-51-0303 Section R303—Light, ventilation 
and heating. 


R303.1 Natural light. All habitable rooms shall have an 
aggregate glazing area of not less than 8 percent of the floor 
area of such rooms. 


EXCEPTION: The glazed areas need not be installed in rooms where 

artificial light is provided capable of producing an aver- 
age illumination of 6 footcandles (65 lux) over the area 
of the room at a height of 30 inches (762 mm) above the 


floor level. 


R303.2 Adjoining rooms. For the purpose of determining 
light requirements, any room shall be considered as a portion 
of an adjoining room when at least one-half of the area of the 
common wall is open and unobstructed and provides an 
opening of not less than one-tenth of the floor area of the inte- 
rior room but not less than 25 square feet (2.3 m°). 


EXCEPTION: Openings required for light shall be permitted to open 
into a sunroom with thermal isolation or a patio cover, 
provided there is an openable area between the adjoining 
room and the sunroom or a patio cover of not less than 


one-tenth of the floor area of the interior room but not 


less than 20 square feet (2 mô). 


R303.3 Bathrooms. This section is not adopted. 
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R303.4 Minimum ventilation performance. Dwelling units 
shall be equipped with local exhaust and whole house venti- 
lation systems designed and installed as specified in Section 
M1507. 


EXCEPTION: Additions with less than 500 square feet of conditioned 


floor area are exempt from the requirements in this Code 
for Whole House Ventilation Systems. 


R303.5 Opening location. Outdoor intake and exhaust open- 
ings shall be located in accordance with Sections R303.5.1 
and R303.5.2. 


R303.5.1 Intake openings. Mechanical and gravity outdoor 
air intake openings shall be located a minimum of 10 feet 
(3048 mm) from any hazardous or noxious contaminant, such 
as vents, chimneys, plumbing vents, streets, alleys, parking 
lots and loading docks, except as otherwise specified in this 
code. ((Where-asouree-of contaminantisteeated within 10 
feet-3048-mm) of an intake opening, such epenine shal be 
lecated-_aminimunt of 3 feet (914 mm) below the-contamti- 
nantsouree-)) 

For the purpose of this section, the exhaust from dwell- 
ing unit toilet rooms, bathrooms and kitchens shall not be 
considered as hazardous or noxious. 


EXCEPTIONS: 


1. The 10-foot (3048 mm) separation is not required 
where the intake opening is located 3 feet (914 mm) or 
greater below the contaminant source. 


2. Vents and chimneys serving fuel-burning appliances 
shall be terminated in accordance with the applicable 
provisions of Chapters 18 and 24. 


3. Clothes dryer exhaust ducts shall be terminated in 
accordance with Section 1502.3. 


R303.5.2 Exhaust openings. Exhaust air shall not be 
directed onto walkways. All exhaust ducts shall terminate 
outside the building. Terminal elements shall have at least the 
equivalent net free area of the duct work. 


R303.5.2.1 Exhaust ducts. Exhaust ducts shall be equipped 
with back-draft dampers. All exhaust ducts in unconditioned 
spaces shall be insulated to a minimum of R-4. 


R303.7 Interior stairway illumination. ((At-interier-and 
exterior stairways shall be provided with aineanste amt 
natethe-stairs_inchidinge the landings and treads_Stairway 
tHhunination shal recetve_primary_powerfrom the building 
witing-)) Interior stairways shall be provided with an artifi- 
cial light source (( 


Ferinterterstairs the artifietat)) to 
illuminate the landings and treads. Stairway illumination 
shall receive primary power from the building wiring. The 
light source((s)) shall be capable of illuminating treads and 
landings to levels not less than 1 foot-candle (11 lux) mea- 
sured at the center of treads and landings. There shall be a 
wall switch at each floor level to control the light source 
where the stairway has six or more risers. 


EXCEPTION: 


A switch is not required where remote, central or auto- 
matic control of lighting is provided. 


R303.8 Exterior stairway illumination. Exterior stairways 
shall be provided with an artificial light source located ((i# 


the+mmediate-vicinity-ef)) at the top landing of the stairway. 


Stairway illumination shall receive primary power from the 
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building wiring. Exterior stairways providing access to a 
basement from the ((eutside)) outdoor grade level shall be 
provided with an artificial light source located ((nthe+mme- 
diate-vicinitty-ef)) at the bottom landing of the stairway. 


eee £ i 
R303.9 Required heating. When the winter design tempera- 
ture in Table R301.2(1) is below 60°F (16°C), every dwelling 
unit shall be provided with heating facilities capable of main- 
taining a minimum room temperature of 68°F (20°C) at a 
point 3 feet (914 mm) above the floor and 2 feet (610 mm) 
from exterior walls in all habitable rooms at design tempera- 


ture. The installation of one or more portable heaters shall not 
be used to achieve compliance with this section. 


EXCEPTION: Unheated recreational tents or yurts not exceeding 500 
square feet provided it is not occupied as a permanent 


dwelling. 


R303.9.1 Definitions. For the purposes of this section only, 
the following definitions apply. 


DESIGNATED AREAS are those areas designated by a county 
to be an urban growth area in chapter 36.70A RCW and those 
areas designated by the U.S. Environmental Protection 
Agency as being in nonattainment for particulate matter. 


SUBSTANTIALLY REMODELED means any alteration or resto- 
ration of a building exceeding 60 percent of the appraised 
value of such building within a 12 month period. For the pur- 
pose of this section, the appraised value is the estimated cost 
to replace the building and structure in kind, based on current 
replacement costs. 


R303.9.2 Primary heating source. Primary heating sources 
in all new and substantially remodeled buildings in desig- 
nated areas shall not be dependent upon wood stoves. 


R303.9.3 Solid fuel burning devices. No new or used solid 
fuel burning device shall be installed in new or existing build- 
ings unless such device is U.S. Environmental Protection 
Agency certified or exempt from certification by the United 
States Environmental Protection Agency and conforms with 
RCW 70.94.011, 70.94.450, 70.94.453, and 70.94.457. 


EXCEPTIONS: 1. Wood cook stoves. 


2. Antique wood heaters manufactured prior to 1940. 


NEW SECTION 


WAC 51-51-0307 Section R307—Toilet, bath and 
shower spaces. 


R307.1 Space required. Fixtures shall be spaced in accor- 
dance with Figure R307.1, and in accordance with the 
requirements of the state plumbing code Section 402.5. 


NEW SECTION 
WAC 51-51-0308 Section R308—Glazing. 


R308.4.4 Glazing in guards and railings. Glazing in guards 
and railings, including structural baluster panels and non- 
structural in-fill panels, regardless of area or height above a 
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walking surface shall be considered to be a hazardous loca- 
tion. 


R308.4.4.1 Structural glass baluster panels. Guards with 
structural glass baluster panels shall be installed with an 
attached top rail or handrail. The top rail or handrail shall be 
supported by a minimum of three glass baluster panels, or 
shall be otherwise supported to remain in place should one 
glass baluster panel fail. 


EXCEPTION: An attached top rail or handrail is not required where the 
glass baluster panels are laminated glass with two or 
more glass plies of equal thickness and of the same glass 


type. 


NEW SECTION 


WAC 51-51-0310 Section R310—Emergency escape 
and rescue openings. 


R310.1 Emergency escape and rescue opening required. 
Basements, habitable attics and every sleeping room shall 
have not less than one operable emergency escape and rescue 
opening. Where basements contain one or more sleeping 
rooms, an emergency escape and rescue opening shall be 
required in each sleeping room. Emergency escape and res- 
cue openings shall open directly into a public way, or to a 
yard or court that opens to a public way. 


EXCEPTIONS: 1. Storm shelters and basements used only to house 
mechanical equipment not exceeding a total floor area of 
200 square feet (18.58 mô. 

2. In dwelling units equipped throughout with an auto- 
matic sprinkler system installed in accordance with 
Appendix Q, sleeping rooms in basements shall not be 
required to have emergency escape and rescue openings 
provided that the basement has one of the following: 
2.1. One means of egress and one emergency escape and 
rescue opening. 

2.2. Two means of egress. 


AMENDATORY SECTION (Amending WSR 10-18-036, 
filed 8/25/10, effective 9/25/10) 


WAC 51-51-0313 Section R313—Automatic fire 
sprinkler systems. 


R313.1 Townhouse automatic fire sprinkler systems. An 
automatic residential fire sprinkler system shall be installed 
in townhouses. 


EXCEPTION: An automatic residential fire sprinkler system shall not 
be required where additions or alterations are made to 
existing townhouses that do not have an automatic resi- 


dential fire sprinkler system installed. 


R313.1.1 Design and installation. Automatic residential fire 
sprinkler systems for townhouses shall be designed and 
installed in accordance with Appendix Q or NFPA 13D. 


R313.2 One- and two-family dwellings automatic fire sys- 
tems. 


This section is not adopted. 
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AMENDATORY SECTION (Amending WSR 13-04-068, 
filed 2/1/13, effective 7/1/13) 


WAC 51-51-0314 Section R314—Smoke alarms. 


R314.2.2 Alterations, repairs and additions. Where alter- 
ations, repairs or additions requiring a permit occur, or where 


one or more sleeping rooms are added or created in existing 
dwellings, the individual dwelling unit shall be equipped 
with smoke alarms as required for new dwellings. 


EXCEPTIONS: 


1. Work involving the exterior surfaces of dwellings, 
such as the replacement of roofing or siding, the addition 
or replacement of windows or doors, or the addition of a 
porch or deck are exempt from the requirements of this 
section. 


2. Installation, alteration or repairs of plumbing, electri- 
cal or mechanical systems are exempt from the require- 
ments of this section. 


R314.3 Location. Smoke alarms shall be installed in the fol- 
lowing locations: 

1. In each sleeping room. 

2. Outside each separate sleeping area in the immediate 
vicinity of the bedrooms. 

3. On each additional story of the dwelling, including 
basements and habitable attics but not including crawl spaces 
and uninhabitable attics. In dwellings or dwelling units with 
split levels and without an intervening door between the adja- 
cent levels, a smoke alarm installed on the upper level shall 
suffice for the adjacent lower level provided that the lower 
level is less than one full story below the upper level. 


4. (Ge napping-areast-afamity_ heme child eare- 


Smoke alarms shall be installed not less than 3 feet (914 mm) 
horizontally from the door or opening of a bathroom that con- 
tains a bathtub or shower unless this would prevent place- 
ment of a smoke alarm required by Section R314.3. 

5. In napping areas in a family home child care. 


AMENDATORY SECTION (Amending WSR 13-04-068, 
filed 2/1/13, effective 7/1/13) 


WAC 51-51-0315 Section R315—Carbon monoxide 
alarms. 


R315.1 ved eaton-monoxide sl shal be installed out 
Bee piped Ca pop anon RA installed out 
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a ATHEROS ONED NTS Ny 
tained in-accerdance with this section for carben_ monoxide 
alarms-and NFPA -720-2012_shall be permitted Fhe-carben 
ies ae E OW ha ere 


a a ace 


when-alterations, repairs_or additions requitins a permit 
eceut or wher-one-or more sleeping rooms_are added _or-ere- 
ated. 


3-Owner-oceupied single-family residences tegally- 
occupied before July 26, 2009. RCW 19.27.530 (2)(b). 
- Single station carbon monex- 


ide dimi: shall beisted_as 

shal-beinstaled in-accordance with this-code NEPA 720- 
2042 and the manufacturer's instalation instructions.) Gen- 
eral. Carbon monoxide alarms shall comply with Section 
R315. 


R315.1.1 Listings. Carbon monoxide alarms shall be listed 
in accordance with UL 2034. Combination carbon monoxide 
and smoke alarms shall be listed in accordance with UL 2034 
and UL 217. 


R315.2 Where required. Carbon monoxide alarms shall be 
provided in accordance with Sections R315.2.1 and 
R315.2.2. 


R315.2.1 New construction. For new construction, an 
approved carbon monoxide alarm shall be installed outside of 
each separate sleeping area in the immediate vicinity of the 
bedrooms in dwelling units and on each level of the dwelling 
in accordance with the manufacturer's recommendation. 


R315.2.2 Alterations, repairs, and additions. Existing 
dwellings shall be equipped with carbon monoxide alarms in 
accordance with Section R315.2.1. An inspection will occur 
where alterations, repairs, or additions requiring a permit 
occur, or where one or more sleeping rooms are added or cre- 
ated. 
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EXCEPTIONS: 1. Work involving only the exterior surfaces of dwell- 
ings, such as the replacement of roofing or siding, or the 
addition or replacement of windows or doors, or the 
addition of a porch or deck, is exempt from the inspec- 


tion requirements of this section. 


2. Installation, alteration or repairs of nonfuel burning 
plumbing or mechanical systems or electrical systems 
are exempt from the inspection requirements of this sec- 
tion. 


3. Owner-occupied single-family residences legally 
occupied before July 26, 2009. RCW 19.27.530 (2)(b). 


R315.3 Location. Carbon monoxide alarms in dwelling units 
shall be installed outside of each separate sleeping area in the 
immediate vicinity of the bedrooms on each level of the 
dwelling and in accordance with the manufacturer's recom- 
mendations. Where a fuel burning appliance is located within 
a bedroom or its attached bathroom, a carbon monoxide 
alarm shall be installed within the bedroom. 


R315.4 Combination alarms. Combination carbon monox- 
ide and smoke alarms shall be permitted to be used in lieu of 
carbon monoxide alarms. 


AMENDATORY SECTION (Amending WSR 10-03-098, 
filed 1/20/10, effective 7/1/10) 


WAC 51-51-0322 ((Seetien-R322—Heeod-+esistant 
eonstruction:)) Reserved. 


((R322,2-4-Flevation Requirements: 
+ Buildings-and structures ntieed hazard areas not-des- 
EHATE E Spall evens i on OHER 


F laareas of shallow foodas (AO Zones): buildings 
and -structures-shall have the lowest floer_tnehidine base 


an pe age E ea a te ca 


NEW SECTION 


WAC 51-51-03240 Section R324—Solar energy sys- 
tems. 


R324.1 General. Solar energy systems shall comply with the 
provisions of this section. 


R324.2 Solar thermal systems. Solar thermal systems shall 
be designed and installed in accordance with Chapter 23 and 
the International Fire Code. 


R324.3 Photovoltaic systems. Installation, modification, or 
alteration of solar photovoltaic power systems shall comply 
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with this section and the International Fire Code. Section 
R104.11 alternate materials and methods of this code shall be 
considered when approving the installation of solar photovol- 
taic power systems. Photovoltaic systems shall be designed 
and installed in accordance with Sections R324.3.1 through 
R324.6 and chapter 19.28 RCW. Inverters shall be listed and 
labeled in accordance with UL 1741. Systems connected to 
the utility grid shall use inverters listed for utility interaction. 


EXCEPTION: Detached, nonhabitable Group U structures shall not be 


subject to the requirements of this section. 


R324.3.1 Equipment listing. Photovoltaic panels and mod- 
ules shall be listed and labeled in accordance with UL 1703. 


R324.4 Rooftop-mounted photovoltaic systems. Rooftop- 
mounted photovoltaic panel systems installed on or above the 
roof covering shall be designed and installed in accordance 
with Section 907. 


R324.4.1 Roof load. Portions of roof structures not covered 
with photovoltaic panel systems shall be designed for dead 
loads and roof loads in accordance with Sections R301.4 and 
R301.6. Portions of roof structures covered by photovoltaic 
panel systems shall be designed for the following load cases: 

1. Dead load (including photovoltaic panel weight) plus 
snow load in accordance with Table R301.2(1). 

2. Dead load (excluding photovoltaic panel weight), plus 
roof live load or snow load, whichever is greater, in accor- 
dance with Section R301.6. 


R324.4.2 Wind resistance. Rooftop-mounted photovoltaic 
panel or module systems and their supports shall be designed 
to resist the component and cladding loads specified in Table 
R301.2(2), adjusted for height and exposure in accordance 
with Table R301.2(3). 


EXCEPTION: The roof structure shall be deemed adequate to support 
the load of the rooftop solar photovoltaic system if all of 
the following requirements are met: 

1. The solar photovoltaic panel system shall be designed 
for the wind speed of the local area, and shall be installed 
per the manufacturer's specifications. 

2. The ground snow load does not exceed 70 pounds per 
square foot. 

3. The total dead load of modules, supports, mountings, 
raceways, and all other appurtenances weigh no more 
than four pounds per square foot. 

4. Photovoltaic modules are not mounted higher than 18 
inches above the surface of the roofing to which they are 
affixed. 

5. Supports for solar modules are to be installed to spread 
the dead load across as many roof-framing members as 
needed, so that no point load exceeds 50 pounds. 


R324.5 Building-integrated photovoltaic systems. Build- 
ing-integrated photovoltaic systems that serve as roof cover- 
ings shall be designed and installed in accordance with Sec- 
tion R905. 


R324.5.1 Photovoltaic shingles. Photovoltaic shingles shall 
comply with Section R905.16. 


R324.6 Ground-mounted photovoltaic systems. Ground- 
mounted photovoltaic systems shall be designed and installed 
in accordance with Section R301. 
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R324.7 This section is not adopted. 


AMENDATORY SECTION (Amending WSR 14-04-049, 
filed 1/27/14, effective 2/27/14) 


WAC 51-51-0325 Section R325—Adult family 
homes. 


SECTION R325 
ADULT FAMILY HOMES 


R325.1 General. This section shall apply to all newly con- 
structed adult family homes and all existing single family 
homes being converted to adult family homes. This section 
shall not apply to those adult family homes licensed by the 
state of Washington department of social and health services 
prior to July 1, 2001. 


R325.2 (Submittal standards._tn-additiontethese require- 
ments-in Section 106-4 the submittal shall identify the prop 


reoms-used for chents-and the sleepine room classification of 
each+eom-)) Reserved. 


R325.3 Sleeping room classification. Each sleeping room in 
an adult family home shall be classified as: 

1. Type S - Where the means of egress contains stairs, 
elevators or platform lifts. 

2. Type NS1 - Where one means of egress is at grade 
level or a ramp constructed in accordance with R325.9 is pro- 
vided. 

3. Type NS2 - Where two means of egress are at grade 
level or ramps constructed in accordance with R325.9 are 
provided. 


R325.4 Types of locking devices and door activation. All 
bedroom and bathroom doors shall be openable from the out- 
side when locked. 

Every closet shall be readily openable from the inside. 

Operable parts of door handles, pulls, latches, locks and 
other devices installed in adult family homes shall be opera- 
ble with one hand and shall not require tight grasping, pinch- 
ing or twisting of the wrist. Pocket doors shall have graspable 
hardware available when in the closed or open position. 

The force required to activate operable parts shall be 5.0 
pounds (22.2 N) maximum. Required exit doors shall have no 
additional locking devices. 

Required exit door hardware shall unlock inside and out- 
side mechanisms when exiting the building allowing reentry 
into the adult family home without the use of a key, tool or 
special knowledge. 


R325.5 Smoke and carbon monoxide alarm require- 
ments. All adult family homes shall be equipped with smoke 
and carbon monoxide alarms installed as required in Sections 
R314 and R315.1. Alarms shall be installed in such a manner 
so that the detection device warning is audible from all areas 
of the dwelling upon activation of a single alarm. 


R325.6 Escape windows and doors. Every sleeping room 
shall be provided with emergency escape and rescue win- 
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dows as required by Section R310. No alternatives to the sill 
height such as steps, raised platforms or other devices placed 
by the openings will be approved as meeting this require- 
ment. 


R325.7 Fire apparatus access roads and water supply for 
fire 

protection. Adult family homes shall be served by fire appa- 
ratus access roads and water supplies meeting the require- 
ments of the local jurisdiction. 


R325.8 Grab bar general requirements. Where facilities 
are designated for use by adult family home clients, grab bars 
for water closets, bathtubs and shower stalls shall be installed 
according to this section. 


R325.8.1 Grab bar cross section. Grab bars with a circular 
cross section shall have an outside diameter of 1 1/4 inches 
minimum and 2 inches maximum. Grab bars with noncircular 
cross section shall have a cross section dimension of 2 inches 
maximum and a perimeter dimension of 4 inches minimum 
and 4 5/8 inches maximum. 


R325.8.2 Grab bar installation. Grab bars shall have a spac- 
ing of 1 1/2 inches between the wall and the bar. Projecting 
objects, control valves and bathtub or shower stall enclosure 
features above, below and at the ends of the grab bar shall 
have a clear space of | 1/2 inches to the grab bar. 


EXCEPTION: Swing-up grab bars shall not be required to meet the 1 1/ 


2 inch spacing requirement. 


Grabs bars shall have a structural strength of 250 pounds 
applied at any point on the grab bar, fastener, mounting 
device or supporting structural member. Grab bars shall not 
be supported directly by any residential grade fiberglass bath- 
ing or showering unit. Acrylic bars found in bathing units 
shall be removed. 

Fixed position grab bars, when mounted, shall not rotate, 
spin or move and have a graspable surface finish. 


R325.8.3 Grab bars at water closets. Water closets shall 
have grab bars mounted on both sides. Grab bars can be a 
combination of fixed position and swing-up bars. Grab bars 
shall meet the requirements of R325.8. Grab bars shall mount 
between 33 inches and 36 inches above floor grade. Center- 
line distance between grab bars, regardless of type used, shall 
be between 25 inches minimum and 30 inches maximum. 


R325.8.3.1 Fixed position grab bars. Fixed position grab 
bars shall be a minimum of 36 inches in length and start 12 
inches from the rear wall. 


R325.8.3.2 Swing-up grab bars. Swing-up grab bars shall 
be a minimum of 28 inches in length from the rear wall. 


R325.8.4 Grab bars at bathtubs. Horizontal and vertical 
grab bars shall meet the requirements of R325.8. 


R325.8.4.1 Vertical grab bars. Vertical grab bars shall be a 
minimum of 18 inches long and installed at the control end 
wall and head end wall. Grab bars shall mount within 4 
inches of the exterior of the bath tub edge or within 4 inches 
within the bath tub. The bottom end of the bar shall start 
between 36 inches and 42 inches above floor grade. 
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EXCEPTION: The required vertical grab bar can be substituted with a 


floor to ceiling grab bar meeting the requirements of 
R325.8 at the control end and head end entry points. 


R325.8.4.2 Horizontal grab bars. Horizontal grab bars shall 
be provided at the control end, head end, and the back wall 
within the bathtub area. Grab bars shall be mounted between 
33 inches and 36 inches above floor grade. Control end and 
head end grab bars shall be 24 inches minimum in length. 
Back wall grab bar shall be 36 inches minimum in length. 


R325.8.5 Grab bars at shower stalls. Where shower stalls 
are provided to meet the requirements for bathing facilities, 
grab bars shall meet the requirements of R325.8. 


EXCEPTION: Shower stalls with permanent built-in seats are not 


required to have vertical or horizontal grab bars at the 
seat end wall. A vertical floor to ceiling grab bar shall be 
installed within 4 inches of the exterior of the shower 
aligned with the nose of the built-in seat. 


R325.8.5.1 Vertical grab bars. Vertical grab bars shall be 
18 inches minimum in length and installed at the control end 
wall and head end wall. Vertical bars shall be mounted within 
4 inches of the exterior of the shower stall or within 4 inches 
inside the shower stall. The bottom end of vertical bars mount 
between 36 inches and 42 inches above floor grade. 


R325.8.5.2 Horizontal grab bars. Horizontal grab bars shall 
be installed on all sides of the shower stall mounted between 
33 inches and 36 inches above the floor grade. Horizontal 
grab bars shall be a maximum of 6 inches from adjacent 
walls. Horizontal grab bars shall not interfere with shower 
control valves. 


R325.9 Ramps. All interior and exterior ramps, when pro- 
vided, shall be constructed in accordance with Section 
R311.8 with a maximum slope of | vertical to 12 horizontal. 
The exception to R311.8.1 is not allowed for adult family 
homes. Handrails shall be installed in accordance with 
R325.9.1. 


R325.9.1 Handrails for ramps. Handrails shall be installed 
on both sides of ramps between the slope of 1 vertical to 12 
horizontal and | vertical and 20 horizontal in accordance 
with R311.8.3.1 through R311.8.3.3. 


R325.10 Stair treads and risers. Stair treads and risers shall 
be constructed in accordance with R311.7.5. Handrails shall 
be installed in accordance with R325.10.1. 


R325.10.1 Handrails for treads and risers. Handrails shall 
be installed on both sides of treads and risers numbering from 
one riser to multiple risers. Handrails shall be installed in 
accordance with R311.7.8.1 through R311.7.8.4. 


R325.11 Shower stalls. Where provided to meet the require- 
ments for bathing facilities, the minimum size of shower 
stalls for an adult family home shall be 30 inches deep by 48 
inches long. 


AMENDATORY SECTION (Amending WSR 13-04-068, 
filed 2/1/13, effective 7/1/13) 


WAC 51-51-0328 Section R328—Mezzanines. 
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R328.1 General. Mezzanines shall comply with Section 
R328. 


R328.2 Mezzanines. The clear height above and below mez- 


zanine floor construction shall ((meettherequirements-of 
R305-4)) be not less than 7 feet (2134 mm). 


R328.3 Area limitation. The aggregate area of a mezzanine 
shall be not greater than one-third of the floor area of the 
room or space in which they are located. The enclosed por- 
tion of a room shall not be included in a determination of the 
floor area of the room in which the mezzanine is located. 


R328.4 Means of egress. The means of egress for mezza- 
nines shall comply with the applicable provisions of Section 
R311. 


R328.5 Openness. ((A)) Mezzanines shall be open and unob- 
structed to the room in which ((the#ezzanines)) they are 
located except for walls not more than 42 inches (1067 mm) 
in height, columns and posts. 


EXCEPTIONS: 1. Mezzanines or portions thereof are not required to be 
open to the room in which they are located, provided that 
the aggregate floor area of the enclosed space is not 
greater than 10 percent of the mezzanine area. 

2. Mezzanines that are no more than two stories above 
grade plane and equipped throughout with an automatic 
sprinkler system in accordance with NFPA 13R, NFPA 
13D or Appendix S, and having two or more means of 
egress, shall not be required to be open to the room in 
which the mezzanine is located. 


NEW SECTION 
WAC 51-51-0329 Section R329—Swimming pools, 
spas, and hot tubs. 


R329.1 General. The design and construction of pools and 
spas shall comply with the International Swimming Pool and 
Spa Code. 


AMENDATORY SECTION (Amending WSR 13-04-068, 
filed 2/1/13, effective 7/1/13) 


WAC 51-51-0403 ((Seetion R403—feeotings-)) 


Reserved. 


((FABEE R4034 
MINIMUM WIDTH OF CONCRETE, 
PRECAST OR MASONRY FOOTINGS 
Gnehes} 
LOAD-BEARING VALUE OF SOH-_ {psf} 

+500 2,000 3,000 24,000 
dfleer’* 42 42 t2 > 
2 floors? * 45 +2 12 12 
3-fleers®® 23 H H> 2 
+story +2 RB 12 12 
2-stery 24 46 L2 12 
3-stery 32 24 16 12 

; 7 a 
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LOAD-BEARING VALUE OF SOE (psf) 


Lstery 16 R R R 
2-stery 29 2 44 R 
32 24 


R40342 Continous Footing in Seismic Design Catego- 
ries-Dy,D.,-and-D...The braced-wall panels at exterior walls 
RR Seismie iat ae es 


AMENDATORY SECTION (Amending WSR 13-04-068, 
filed 2/1/13, effective 7/1/13) 


WAC 51-51-0404 ((Seetion R404—_Foundetionand 
retaining-walls.)) Reserved. 


Table R404 L2), E sci PO o bo iocided 
inacceordancewHh-Fabke R404 122) R404 423}, 
R404-4.2(4), R404-4.25), R404-4.26), R404-4.2¢+-0F 


retaining 4 feet 4219 mm) or more ofunbatanced backfitlis 
permitted tebe determined inaceordance with Fable 


bes Cheon Do. Bie pee eeo N EN 
shat-alse-comphyavith Section R404 4-4-2. 


fs scene 24 ves 160 nol als il 


the 6 rece a a a aa ar ast “Retain 


ing-owalls-shal be designed fora safety _factor-oft 5 against 
lateral siding and overturning )) 


AMENDATORY SECTION (Amending WSR 13-04-068, 
filed 2/1/13, effective 7/1/13) 


WAC 51-51-0501 ((Seetion R504+—Genereakh)) 
Reserved. 


[29] 
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((R5043-Fire-protection_of floors. Floorassembles not 
required_elsewhere this _ code tebe fire resistance rated, 


shall be provided -with-@ t/2-ineh_ (2-7 mm) gypsum wal- 
board membrane, 


PORET A EE 


AMENDATORY SECTION (Amending WSR 13-04-068, 
filed 2/1/13, effective 7/1/13) 


WAC 51-51-0507 Section R507—Decks. 


((R507-2-2AHernate-deektedgereonneetions:Decktedger 
connections not conforming to Table R5072 shall be 


lateral load connection required by Section R507.1 shall be 
permitted to be in accordance with Figure R507.2.3(1) or 
R507.2.3(2). Where the lateral load connection is provided in 
accordance with Figure R507.2.3(1), hold-down tension 
devices shall be installed in not less than two locations per 
deck, ((a#d)) within 24 inches of each end of the deck. Each 


device shall have an allowable stress design capacity of not 
less than 1500 pounds (6672 N). Where the lateral load con- 
nections are provided in accordance with Figure R507.2.3(2), 
the hold-down tension devices shall be installed in not less 
than four locations per deck, and each device shall have an 
allowable stress design capacity of not less than 750 pounds 


(3336 N). 


EXCEPTION((S)): ((4-)) Decks not more than 30 inches above grade at any 
point may be unattached. 


((2. Where a new deck is being added to an cxisting- 
structure, the lateralload- connection required by Section- 


ure R507.2-4.)) 
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(( 
Sheathing 
Note: Siding 
This detaiNs applicable where : 
floor joists aré.yarallel to deck J Flashing for 
joists. water tightness 
Decking 
O-N WNA Deck joists per Table R502.3.1(2) 
zow Approved joist hangers 
V 
2" min. MES Pressure treated 2x ledger 
caro with fasteners per IRC Table R507.2 
+ — 
o. al ~~ Holdown device min 750# capacity 
Floor joists at 4 locations, evenly distributed 
alonadeck & 1 within 2' of each 
end of theNedger. Holdown devices 
shall fully engage deck joist per 
holdown manufactirer. 
A fully threaded 3/8" diameter lag 
screw predrilled w/min 3" penetration 
to center of top plate, studs, or header. 
Figure R507.2.4)) 
Table 507.2.1 AMENDATORY SECTION (Amending WSR 13-04-068, 
Placement of Lag Screws and Bolts in Deck Ledgers and filed 2/1/13, effective 7/1/13) 
Band Joists WAC 51-51-0602 Section R602—Wood wall fram- 
MINIMUM END AND EDGE DISTANCES AND SPACING ing. 
BETWEEN ROWS 
TOP BOTTOM ROW R602.7.5 Supports for headers. This section is not adopted. 
EDGE EDOL ENDS SPACING R602.9 Foundation cripple walls. Foundation cripple walls 
Ledger? 2inches? | 3/4 inch 2inches? | 1 5/8 inches? shall be framed of studs not smaller than the studding above. 
Band joist? | 3/4 inch 2 inches® 2inches? | 1 5/8 inches? When exceeding 4 feet (1219 mm) in height, such walls shall 
be framed of studs having the size required for an additional 
For SI: 1 inch = 25.4 mm. story. 
a Lag screws or bolts shall be staggered from the top to the bottom Cripple walls supporting bearing walls or exterior walls 


along the horizontal run of the deck ledger in accordance with Fig- 
ure R507.2.1(1). 
b = Maximum 5 inches. 


or interior braced wall panels as required in Sections 
R403.1.2 and R602.10.9.1 with a stud height less than 14 
inches (356 mm) shall be continuously sheathed on one side 
with wood structural panels fastened to both the top and bot- 
tom plates in accordance with Table R602.3(1), or the cripple 
walls shall be constructed of solid blocking. All cripple walls 
shall be supported on continuous footings or foundations. 


c€ For engineered rim joists, the manufacturer's recommendations 
shall govern. 
d The minimum distance from bottom row of lag screws to the top 
edge of the ledger shall be in accordance with Figure R507.2.1(1). 
e The 2 inches may be reduced to 3/4 inch when the band joist is 
directly supported by a mudsill, a header or by double top wall EXCEPTION: Footings supporting cripple walls used to support inte- 
plates. rior braced wall panels as required in Sections R403.1.2 
and R602.10.9.1 shall be continuous for the required 
length of the cripple wall and constructed beyond the 
cripple wall for a minimum distance of 4 inches and a 
maximum distance of the footing thickness. The foot- 
ings extension is not required at intersections with other 
footings. 


R602.10.11 Cripple wall bracing. Cripple walls shall be 
constructed in accordance with Section R602.9 and braced in 


Reviser's note: The typographical error in the above section occurred 
in the copy filed by the agency and appears in the Register pursuant to the 
requirements of RCW 34.08.040. 
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accordance with this section. Cripple walls supporting bear- 
ing walls or exterior walls or interior braced wall panels as 
required in Section R403.1.2 shall be braced with the length 
and method of bracing used for the wall above in accordance 
with Tables R602.10.3(1) and R602.10.3(3), and the applica- 
ble adjustment factors in Table R602.10.3(2) or R602.10.3 
(4), respectively, except the length of the cripple wall bracing 
shall be multiplied by a factor of 1.15. ((Fhedistance 
between-adjacent edges_of braced-wall panels_shaH be 
reduced from 20 feet (6096-mm) to feet 426m); 


Eategery-D2-1s Seismic Design Category Pr eripplewals 
supporting bearing -=walls-_or exterior walls or interior braced 
waltpanels-as required in Section R403-1 2 shall be braced in 
accordance with Fables R692 1033) and R692103(4})) 
Where gypsum wall board is not used on the inside of the 
cripple wall bracing, the length adjustments for the elimina- 
tion of the gypsum wallboard, or equivalent, shall be applied 
as directed in Tables R602.10.3(2) and R602.10.3(4) to the 
length of cripple wall bracing required. This adjustment shall 
be taken in addition to the 1.15 increase. 


NEW SECTION 


WAC 51-51-0609 Section R609—Exterior windows 
and doors. 


R612.3 Testing and labeling. Exterior windows and sliding 
doors shall be tested by an approved independent laboratory, 
and bear a label identifying manufacturer, performance char- 
acteristics and approved inspection agency to indicate com- 
pliance with AAMA/WDMA/CSA 101/1.S.2/A440. Exterior 
side-hinged doors shall be tested and labeled as conforming 
to AAMA/WDMA/CSA 101/1.S.2/A440 or AMD 100, or 
comply with Section R609.5. 


EXCEPTIONS: _ 1. Decorative glazed openings. 

2. Custom exterior windows and doors manufactured by 
a small business shall be exempt from all testing require- 
ments in Section R609 provided they meet the applicable 
provisions of Chapter 24 of the International Building 


Code. 


AMENDATORY SECTION (Amending WSR 13-04-068, 
filed 2/1/13, effective 7/1/13) 


WAC 51-51-0612 ((Seetien- R612—Exteriorwindews 
and-deers-)) Reserved. 


((R642.3-Festing-andtabeling- Exterior windows and sted 
ine-deors-shall be tested by_an approved independentlabera- 
teryand bear atabelidentifyine manufacturer -performance 
characteristies-and approved inspection agency _te_indicate 
Comp Hordes with AAMA/WDMA/ESA+0HFES2/A446- 


formingto AAMA/WDMA/CSA 40444 s 21A.440-oF ee 


with Section R612-5. 
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AMENDATORY SECTION (Amending WSR 10-03-098, 
filed 1/20/10, effective 7/1/10) 


WAC 51-51-0702 Section R702—Interior covering. 


R702.5 Other finishes. Wood veneer paneling and hard- 
board paneling shall be placed on wood or cold-formed steel 
framing spaced not more than 16 inches (406 mm) on center. 
Wood veneer and hardboard paneling less than 1/4-inch (6 
mm) nominal thickness shall not have less than a 3/8-inch (10 
mm) gypsum board or gypsum panel product backer. Wood 
veneer paneling not less than 1/4-inch (6 mm) nominal thick- 
ness shall conform to ANSI/HPVA HP-1. Hardboard panel- 
ing shall conform to (ANSHAHA)) CPA/ANSI A135.5. All 
structural panel components within the conditioned space 
such as plywood, particle board, wafer board and oriented 
strand board shall be identified as "EXPOSURE 1," "EXTERIOR" 
or "HUD-APPROVED." 


AMENDATORY SECTION (Amending WSR 13-04-068, 
filed 2/1/13, effective 7/1/13) 


WAC 51-51-0703 Section R703—Exterior covering. 


R703.1 General. Exterior walls shall provide the building 
with a weather-resistant exterior wall envelope. The exterior 
wall envelope shall include flashing as described in Section 
((R793-8)) R703.4. 


EXCEPTION: 


Log walls designed and constructed in accordance with 
the provisions of ICC 400. 


R703.1.1 Water resistance. The exterior wall envelope shall 
be designed and constructed in a manner that prevents the 
accumulation of water within the wall assembly by providing 
a water-resistant barrier behind the exterior veneer as 
required by Section R703.2 and a means of draining water 
that enters the assembly to the exterior. Protection against 
condensation in the exterior wall assembly shall be provided 
in accordance with Section R702.7 of this code. 


EXCEPTIONS: 1. A weather-resistant exterior wall envelope shall not 
be required over concrete or masonry walls designed in 
accordance with Chapter 6 and flashed according to Sec- 
tion ((R703-7)) R703.4 or R703.8. 

2. Compliance with the requirements for a means of 
drainage, and the requirements of Sections R703.2 and 
((R703-8)) R703.4, shall not be required for an exterior 
wall envelope that has been demonstrated to resist wind- 
driven rain through testing of the exterior wall envelope, 
including joints, penetrations and intersections with dis- 
similar materials, in accordance with ASTM E 331 
under the following conditions: 


2.1. Exterior wall envelope test assemblies shall include 
at least one opening, one control joint, one wall/eave 
interface and one wall sill. All tested openings and pen- 
etrations shall be representative of the intended end-use 
configuration. 
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2.2. Exterior wall envelope test assemblies shall be at 
least 4 feet (1219 mm) by 8 feet (2438 mm) in size. 
2.3. Exterior wall assemblies shall be tested at a mini- 
mum differential pressure of 6.24 pounds per square foot 
(299Pa). 

2.4. Exterior wall envelope assemblies shall be sub- 
jected to a minimum test exposure duration of 2 hours. 
The exterior wall envelope design shall be considered to 
resist wind-driven rain where the results of testing indi- 
cate that water did not penetrate((=)) control joints in the 
exterior wall envelope; joints at the perimeter of opening 
penetration; or intersections of terminations with dissim- 
ilar materials. 

3. The requirement for a means of drainage shall not be 
construed to mean an air space cavity under the exterior 
cladding for an exterior wall clad with panel or lapped 
siding made of plywood, engineered wood, hardboard, 
or fiber cement. A water-resistive barrier as required by 
Section R703.2 ((and Fable R703-4)) will be required on 
exterior walls. 


((R703-8)) R703.4 Flashing. Approved corrosion-resistant 
flashing shall be applied shingle-fashion in a manner to pre- 
vent entry of water into the wall cavity or penetration of 
water to the building structure framing components. Self- 
adhered membranes used as flashing shall comply with 
AAMA 711. Fluid-applied membranes used as flashing in 
exterior walls shall comply with AAMA 714. The flashing 
shall extend to the surface of the exterior wall finish. 
Approved corrosion-resistant flashing shall be installed at all 
of the following locations: 


1. Exterior window and door openings. Flashing at exte- 
rior window and door openings shall extend to the surface of 
the exterior wall finish or to the water resistive barrier com- 
plying with Section 703.2 for subsequent drainage. Mechani- 
cally attached flexible flashings shall comply with AAMA 
712. 

2. At the intersection of chimneys or other masonry con- 
struction with frame or stucco walls, with projecting lips on 
both sides under stucco copings. 


3. Under and at the ends of masonry, wood or metal cop- 
ings and sills. 

4. Continuously above all projecting wood trim. 

5. Where exterior porches, decks or stairs attach to a wall 
or floor assembly of wood-frame construction. 

6. At wall and roof intersections. 

7. At built-in gutters. 


R703.10.2 Fiber-cement lap siding having a maximum width 
of 12 inches (305 mm) shall comply with the requirements of 
ASTM C 1186, Type A, minimum Grade II or ISO 8336, Cat- 
egory A, minimum Class 2. Lap siding shall be lapped a min- 
imum of 1 1/4 inches (32 mm) and lap siding shall be 
installed in accordance with the manufacturer's installation 
instructions or shall be designed to comply with Section 
R703.1. Lap siding courses shall be installed with the fas- 


tener heads exposed or concealed, in accordance with Table 
R703.3(1) or approved manufacturer's instructions. 
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AMENDATORY SECTION (Amending WSR 13-04-068, 
filed 2/1/13, effective 7/1/13) 


WAC 51-51-0903 Section R903—Weather protec- 
tion. 


R903.4.1 Secondary (emergency overflow) drains or 
scuppers. Where roof drains are required, secondary emer- 
gency overflow drains or scuppers shall be provided where 
the roof perimeter construction extends above the roof in 
such a manner that water will be entrapped if the primary 
drains allow buildup for any reason. Overflow drains having 
the same size as the roof drains shall be installed with the 
inlet flow line located 2 inches (51 mm) above the low point 
of the roof, or overflow scuppers having three times the size 
of the roof drains and having a minimum opening height of 4 
inches (102 mm) shall be installed in the adjacent parapet 
walls with the inlet flow located 2 inches (51 mm) above the 
low point of the roof served. The installation and sizing of 
overflow drains, leaders and conductors shall comply with 
Sections 1101 and 1103 of the state plumbing code. Overflow 
drains shall discharge to an approved location. 


AMENDATORY SECTION (Amending WSR 13-04-068, 
filed 2/1/13, effective 7/1/13) 


WAC 51-51-1002 Section R1002—Masonry heaters. 


R1002.2 Installation. Masonry heaters shall be installed in 
accordance with this section and shall be a masonry heater 
type approved by the department of ecology. Masonry heat- 
ers shall comply with one of the following: 

1. Masonry heaters shall comply with the requirements 
of ASTM E 1602; or 

2. Masonry heaters shall be listed and labeled in accor- 
dance with UL 1482 or CEN 15250 and installed in accor- 
dance with the manufacturer's installation instructions. 


R1002.2.1 Combustion air and doors. Masonry heaters 
shall be provided with both of the following: 

1. Primary combustion air ducted from the outside of the 
structure to the appliance. 

2. Tight fitting ceramic glass or metal doors. Flue damp- 
ers, when provided, shall have an external control and when 
in the closed position shall have a net free area of not less 
than 5% of the flue cross sectional area. 


NEW SECTION 


WAC 51-51-1307 Section M1307—Appliance instal- 
lation. 


M1307.2 Anchorage of appliances. Appliances designed to 
be fixed in position shall be fastened or anchored in an 
approved manner. Thermal storage units shall be anchored or 
strapped to resist horizontal displacement caused by earth- 
quake motion in accordance with one of the following: 

1. Anchorage and strapping shall be designed to resist a 
horizontal force equal to one-third of the operating weight of 
the water storage tank, acting in any horizontal direction. 

2. The anchorage strapping shall be in accordance with 
the appliance manufacturer's recommendations. 
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Seismic anchorage and strapping of water heaters shall 
be in accordance with Section 507.2 of the state plumbing 
code. 


NEW SECTION 


WAC 51-51-1413 Section M1413—Evaporative cool- 
ing equipment. 


M1413.1 General. Evaporative cooling equipment and 
appliances shall comply with UL 1995 of UL/CSA/ANCE 
60335-2-40 and shall be installed: 


1. In accordance with the manufacturer's instructions. 
2. On level platforms in accordance with M1305.1.4.1. 


3. So that openings in exterior walls are flashed in accor- 
dance with Section R703.4. 


4. So as to protect the potable water supply in accordance 
with Section 603 of the state plumbing code. 


5. So that air intake opening locations are in accordance 
with Section R303.5.1. 


NEW SECTION 


WAC 51-51-1505 Section M1505—Overhead 
exhaust hoods. 


M1505.1 General. Domestic open-top broiler units shall 
have a metal exhaust hood, having a minimum thickness of 
0.0157-inch (0.3950 mm) (No. 28 gage) with 1/4 inch (6.4 
mm) clearance between the hood and the underside of com- 
bustible material or cabinets. A clearance of not less than 24 
inches (610 mm) shall be maintained between the cooking 
surface and the combustible material or cabinet. The hood 
shall be not less than the width of the broiler unit, extend over 
the entire unit, and when located inside the building enve- 
lope, shall discharge to the outdoors and be equipped with a 
backdraft damper or other means to control infiltration/exfil- 
tration when not in operation. Broiler units incorporating an 
integral exhaust system, and listed and labeled for use with- 
out an exhaust hood, or broiler units permanently installed 
outside the building envelope and having the cooking surface 
at least 5'0" below a 1-hour fire resistance rated ceiling, need 
not have an exhaust hood. 


AMENDATORY SECTION (Amending WSR 13-04-068, 
filed 2/1/13, effective 7/1/13) 


WAC 51-51-1507 Section M1507—Mechanical ven- 
tilation. 


M1507.1 General. Local exhaust and whole-house mechan- 
ical ventilation systems and equipment shall be designed in 
accordance with this section. 


M1507.2 Recirculation of air. Exhaust air from bathrooms 
and toilet rooms shall not be recirculated within a residence 
or to another dwelling unit and shall be exhausted directly to 
the outdoors. Exhaust air from bathrooms and toilet rooms 
shall not discharge into an attic, crawl space or other areas of 
the building. 
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M1507.3 Whole-house mechanical ventilation system. 
Whole-house mechanical ventilation systems shall be 
designed in accordance with Sections M1507.3.1 through 
M1507.3.3. 


M1507.3.1 System design. Each dwelling unit or guestroom 
shall be equipped with a ventilation system complying with 
Section M1507.3.4, M1507.3.5, M1507.3.6 or M1507.3.7. 
Compliance is also permitted to be demonstrated through 
compliance with the International Mechanical Code or 
ASHRAE Standard 62.2. 


M1507.3.2 Control and operation. 


1. Location of controls. Controls for all ventilation sys- 
tems shall be readily accessible by the occupant. 


2. Instructions. Operating instructions for whole-house 
ventilation systems shall be provided to the occupant by the 
installer of the system. 


3. Local exhaust systems. Local exhaust systems shall be 
controlled by manual switches, dehumidistats, timers, or 
other approved means. 


4. Continuous whole-house ventilation systems. Contin- 
uous whole-house ventilation systems shall operate continu- 
ously((- i¢-system_fans—or-supphy fans 

: : )) and be 
equipped with an override control. A "fan on" switch shall be 
permitted as an override control. Controls shall be capable of 
operating the ventilation system without energizing other 
energy-consuming appliances. A clearly visible label shall be 
affixed to the controls that reads "Whole House Ventilation 
(see operating instructions)." 


> 
i i " T 


5. Intermittent whole-house ventilation systems. Inter- 
mittent whole-house ventilation systems shall comply with 
the following: 

5.1. They shall be capable of operating intermittently and 
continuously. 

5.2. They shall have controls capable of operating the 
exhaust fans, forced-air system fans, or supply fans without 
energizing other energy-consuming appliances. 

5.3. The ventilation rate shall be adjusted according to 
the exception in Section 403.8.5.1. 

5.4. The system shall be designed so that it can operate 
automatically based on the type of control timer installed. 

5.5. The intermittent mechanical ventilation system shall 
operate at least one hour out of every four. 

5.6. The system shall have a manual control and auto- 
matic control, such as a 24-hour clock timer. 

5.7. At the time of final inspection, the automatic control 
shall be set to operate the whole-house fan according to the 
schedule used to calculate the whole-house fan sizing. 

5.8. A label shall be affixed to the control that reads 
"Whole House Ventilation (see operating instructions)." 


M1507.3.2.1 Operating instructions. Installers shall pro- 
vide the manufacturer's installation, operating instructions, 
and a whole-house ventilation system operation description. 
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M1507.3.3 Mechanical ventilation rate. The whole-house 
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EXCEPTION: The whole-house mechanical ventilation system is per- 
mechanical ventilation system shall provide outdoor air to mitted to operate intermittently where the system has 
each G bitabl )) dwelling unit at a continuous rate of controls that enable operation for not less than 25 per- 

eweling unit . cent of each 4-hour segment and the ventilation rate pre- 
not less than that determined in accordance with Table scribed in Table M1507.3.3(1) is multiplied by the factor 
M1507.3.3(1). determined in accordance with Table M1507.3.3(2). 
Table M1507.3.3(1) 
Continuous Whole-House Mechanical Ventilation System Airflow Rate Requirements 
NUMBER OF BEDROOMS 
Dwelling Unit 
Floor Area (square feet) va or taa oe a 
Airflow in CFM 

< 1,500 30 45 60 75 90 

1,501 - 3,000 45 60 75 90 105 

3,001 - 4,500 60 75 90 105 120 

4,501 - 6,000 75 90 105 120 135 

6,001 - 7,500 90 105 120 135 150 

> 7,501 105 120 135 150 165 


For SI: 1 square foot = 0.0929 m°, 1 cubic foot per minute = 0.00047 19 m/S. 


Table M1507.3.3(2) 
Intermittent Whole-House Mechanical Ventilation Rate Factors* > 


Run-Time Percentage in Each 
4-Hour Segment 25% 


33% 50% 66% 75% 100% 


Factor? 4 


3 2 1.5 1.3 1.0 


a For ventilation system run time values between those given, the factors are permitted to be determined by interpolation. 


b Extrapolation beyond the table is prohibited. 


M1507.3.4 Whole-house ventilation using exhaust fans. 
This section establishes minimum prescriptive requirements 
for whole-house ventilation systems using exhaust fans. A 
system which meets all the requirements of this section shall 
be deemed to satisfy the requirements for a whole-house ven- 
tilation system. 


M1507.3.4.1 Whole-house ventilation fans. Exhaust fans 
providing whole-house ventilation shall have a flow rating at 
0.25 inches water gauge as specified in Table M1507.3.3(1). 
Manufacturers! fan flow ratings shall be determined accord- 
ing to HVI 916 or AMCA 210. 


M1507.3.4.2 Fan noise. Whole-house fans located 4 feet or 
less from the interior grille shall have a sone rating of 1.0 or 
less measured at 0.1 inches water gauge. Manufacturer's 
noise ratings shall be determined as per HVI 915 (March 
2009). Remotely mounted fans shall be acoustically isolated 
from the structural elements of the building and from 
attached duct work using insulated flexible duct or other 
approved material. 


M1507.3.4.3 Fan controls. The whole-house ventilation fan 
shall meet the requirements of Section M1507.3.2 and 
M1507.3.2.1. 


M1507.3.4.4 ((Outdeoraitiniets.Outdeoraizshal be-dis- 
teibutedte)) Ventilation openings. Each habitable space ((by 
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individual)) shall be provided with outdoor air inlets or oper- 
able windows with an openable area not less than 4 square 
inches of net free area of opening for each 10 cfm of outdoor 
air required by Table M1507.3.3(1). Where outdoor air sup- 
plies are separated from exhaust points by doors, provisions 
shall be made to ensure air flow by installation of distribution 
ducts, undercutting doors, installation of grilles, transoms, or 
similar means. Doors shall be undercut to a minimum of 1/2 
inch above the surface of the finish floor covering. 

Individual room outdoor air inlets shall: 

1. Have controllable and secure openings; 

2. Be sleeved or otherwise designed so as not to compro- 
mise the thermal properties of the wall or window in which 
they are placed, 


3. (( 

-)) Any inlet or combina- 
tion of inlets which provide 10 cfm at 10 Pascals are deemed 
equivalent to 4 square inches net free area. 

((ntets)) Ventilation opening shall be screened or other- 
wise protected from entry by leaves or other material. ((Qut- 
doerairintets)) Openings shall be controllable, securable and 
shall be designed to not compromise the thermal properties of 
the building envelope. Ventilation openings shall be located 
so as not to take air from the following areas: 

1. Closer than 10 feet from an appliance vent outlet, 
unless such vent outlet is 3 feet above the outdoor air inlet. 
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2. Where it will pick up objectionable odors, fumes or 
flammable vapors. 

3. A hazardous or unsanitary location. 

4. A room or space having any fuel-burning appliances 
therein. 

5. Closer than 10 feet from a vent opening of a plumbing 
drainage system unless the vent opening is at least 3 feet 
above the air inlet. 

6. Attic, crawl spaces, or garages. 

7. Asphalt roofs unless it is shown that no other location 
is permissible. In such cases the inlet opening shall be located 
a minimum of 2 feet from the nearest surface of the asphalt 
roofing, measured from the intake opening. 


M1507.3.5 Whole-house ventilation integrated with a 
forced-air system. This section establishes minimum pre- 
scriptive requirements for whole-house ventilation systems 
integrated with forced-air ventilation systems. A system 
which meets all the requirements of this section shall be 
deemed to satisfy the requirements for a whole-house venti- 
lation system. 


M1507.3.5.1 Integrated whole-house ventilation systems. 
Integrated whole-house ventilation systems shall provide 
outdoor air at the rate calculated using Section M1507.3.3. 
Integrated forced-air ventilation systems shall distribute out- 
door air to each habitable space through the forced-air system 
ducts. Integrated forced-air ventilation systems shall have an 
outdoor air inlet duct connecting a terminal element on the 
outside of the building to the return air plenum of the forced- 
air system, at a point within 4 feet upstream of the air handler. 
The outdoor air inlet duct connection to the return air stream 
shall be located upstream of the forced-air system blower and 
shall not be connected directly into a furnace cabinet to pre- 
vent thermal shock to the heat exchanger. The system will be 
equipped with a motorized damper connected to the auto- 
matic ventilation control as specified in Section M1507.3.2. 
The required flow rate shall be verified by field testing with a 
flow hood or a flow measuring station. 


M1507.3.5.2 Ventilation duct insulation. All supply ducts 
in the conditioned space shall be insulated to a minimum of 
R-4. 


M1507.3.5.3 Outdoor air inlets. Inlets shall be screened or 
otherwise protected from entry by leaves or other material. 
Outdoor air inlets shall be located so as not to take air from 
the following areas: 

1. Closer than 10 feet from an appliance vent outlet, 
unless such vent outlet is 3 feet above the outdoor air inlet. 

2. Where it will pick up objectionable odors, fumes or 
flammable vapors. 

3. A hazardous or unsanitary location. 

4. A room or space having any fuel-burning appliances 
therein. 

5. Closer than 10 feet from a vent opening of a plumbing 
drainage system unless the vent opening is at least 3 feet 
above the air inlet. 

6. Attic, crawl spaces, or garages. 


M1507.3.6 Whole-house ventilation using a supply fan. 
This section establishes minimum prescriptive requirements 
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for whole-house ventilation systems using an inline supply 
fan. A system which meets all the requirements of this sec- 
tion shall be deemed to satisfy the requirements for a whole- 
house ventilation system. 


M1507.3.6.1 Outdoor air. Supply fan ventilation systems 
shall distribute outdoor air to each habitable space through 
the forced-air system ducts or through dedicated ducts to 
each habitable space. Supply fans shall have the capacity to 
provide the amount of outdoor air specified in Table 
M1507.3.3(1) at 0.40 inches water gauge as per HVI 916. 
The outdoor air must be filtered before it is delivered to hab- 
itable spaces. The filter may be located at the intake device, 
in line with the fan, or, in the case of a connection to the 
return plenum of the air handler, using the furnace filter. An 
outdoor air inlet shall be connected to either the supply or 
return air stream. 


M1507.3.6.2 Ducts. An outdoor air inlet duct connection to 
the supply air stream shall be located downstream of the 
forced-air system blower. An outdoor air inlet duct connec- 
tion to the return air stream shall be located at least 4 feet 
upstream of the forced-air system blower and its filter. Nei- 
ther type of duct shall be connected directly into a furnace 
cabinet to prevent thermal shock to the heat exchanger. The 
outdoor air inlet duct shall be prescriptively sized in accor- 
dance with Table M1507.3.6.2. The terminal element on the 
outside of the building shall be sized 2 inches in diameter 
larger than the outdoor air inlet duct. 


Table M1507.3.6.2 
Prescriptive Supply Fan Duct Sizing 


Supply Fan Tested cfm at 0.40" wg 
Specified Minimum Minimum 
Volume from Smooth Duct Flexible Duct 

Table 1507.3.3(1) Diameter Diameter 
50 - 90 cfm 4 inch 5 inch 
90 - 150 cfm 5 inch 6 inch 
150 - 250 cfm 6 inch 7 inch 
250 - 400 cfm 7 inch 8 inch 


M1507.3.6.3 Dampers. The system shall be equipped with a 
back-draft damper and one of the following: 

1. A calibrated manual volume damper installed and set 
to meet the measured flow rates specified in Table 
M1507.3.3(1) by field testing with a pressure gauge and/or 
following manufacturer's installation instructions; or 

2. A manual volume damper installed and set to meet the 
measured flow rates specified in Table M1507.3.3(1) by field 
testing with a flow hood or a flow measuring station; or 

3. An automatic flow-regulating device sized to the spec- 
ified flow rates in Table M1507.3.3(1) which provides con- 
stant flow over a pressure range of 0.20 to 0.60 inches water 
gauge. 


M1507.3.6.4 Ventilation duct insulation. All supply ducts 
in the conditioned space shall be insulated to a minimum of 
R-4. 


Proposed 


WSR 15-16-086 


M1507.3.6.5 Outdoor air inlets. Inlets shall be screened or 
otherwise protected from entry by leaves or other material. 
Outdoor air inlets shall be located so as not to take air from 
the following areas: 

1. Closer than 10 feet from an appliance vent outlet, 
unless such vent outlet is 3 feet above the outdoor air inlet. 

2. Where it will pick up objectionable odors, fumes or 
flammable vapors. 

3. A hazardous or unsanitary location. 

4. A room or space having any fuel-burning appliances 
therein. 

5. Closer than 10 feet from a vent opening of a plumbing 
drainage system unless the vent opening is at least 3 feet 
above the air inlet. 

6. Attic, crawl spaces, or garages. 


M1507.3.7 Whole-house ventilation using a heat recovery 
ventilation system. This section establishes minimum pre- 
scriptive requirements for whole-house ventilation using a 
heat recovery ventilation system. 


M1507.3.7.1 Heat recovery ventilation systems. All duct 
work in heat recovery systems shall be sized and installed per 
the manufacturer's instructions. System minimum flow rating 
shall be not less than that specified in Table M1507.3.3(1). 
Heat recovery ventilation systems shall have a filter on the 
upstream side of the heat exchanger in both the intake and 
exhaust airstreams with a minimum efficiency rating value 
(MERV) of 6. 


M1507.3.7.2 Ventilation duct insulation. All supply ducts 
in the conditioned space installed upstream of the heat 
exchanger shall be insulated to a minimum of R-4. 


M1507.3.7.3 Outdoor air inlets. Inlets shall be screened or 
otherwise protected from entry by leaves or other material. 
Outdoor air inlets shall be located so as not to take air from 
the following areas: 

1. Closer than 10 feet from an appliance vent outlet, 
unless such vent outlet is 3 feet above the outdoor air inlet. 

2. Where it will pick up objectionable odors, fumes or 
flammable vapors. 

3. A hazardous or unsanitary location. 

4. A room or space having any fuel-burning appliances 
therein. 

5. Closer than 10 feet from a vent opening of a plumbing 
drainage system unless the vent opening is at least 3 feet 
above the air inlet. 

6. Attic, crawl spaces, or garages. 


M1507.4 Local exhaust. Local exhaust shall be provided in 
each kitchen, bathroom, water closet, laundry room, indoor 
swimming pool, spa, and other rooms where water vapor or 
cooking odor is produced. Local exhaust systems shall be 
designed to have the capacity to exhaust the minimum air 
flow rate determined in accordance with Table M1507.4. 
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Table M1507.4 
Minimum Required Local Exhaust Rates 
For One- and Two-Family Dwellings 


Area to Be 
Exhausted Exhaust Rates 
Kitchens 100 cfm intermittent or 25 cfm 
continuous 


Bathrooms - Toilet 
rooms 

Laundry rooms, 
indoor swimming 
pools, and spas 


Mechanical exhaust capacity of 
50 cfm intermittent or 
20 cfm continuous 


For SI: 1 cubic foot per minute = 0.0004719 m/s. 


M1507.4.1 Local exhaust fans. Exhaust fans providing local 
exhaust shall have a minimum fan flow rating not less than 50 
cfm at 0.25 inches water gauge for bathrooms, laundries, or 
similar rooms and 100 cfm at 0.25 inches water gauge for 
kitchens. Manufacturers’ fan flow ratings shall be determined 
as per HVI 916 (April 1995) or AMCA 210. 

EXCEPTION: Where a range hood or down draft exhaust fan is used to 
satisfy the local exhaust requirements for kitchens, the 
range hood or down draft exhaust shall not be less than 
100 cfm at 0.10 inches water gauge. 


M1507.4.2 Local exhaust controls. Local exhaust systems 
shall be controlled by manual switches, dehumidistats, tim- 
ers, or other approved means. Local exhaust system controls 
shall be readily accessible. 


AMENDATORY SECTION (Amending WSR 13-04-068, 
filed 2/1/13, effective 7/1/13) 


WAC 51-51-1600 Chapter 16—Duct systems. 


M1601.1.1 Above-ground duct systems. Above-ground 
duct systems shall conform to the following: 

1. Equipment connected to duct systems shall be 
designed to limit discharge air temperature to a maximum of 
250°F (121°C). 

2. Factory-made ((ait)) ducts shall be ((censtructed—of 
Class—O-er-Classt j i i 
M4604444))) listed and labeled in accordance with UL 181 
and installed in accordance with the manufacturer's instruc- 
tions. 

3. Fibrous duct construction shall conform to the 
SMACNA Fibrous Glass Duct Construction Standards or 
NAIMA Fibrous Glass Duct Construction Standards. 

4. (Minimum thiekness-of metal duet material shal be 
asisten- Fable M1601412)- Galvanized steel shall eon- 
formteASTM A-653—Metalie-ducts-shall be fabricated in 
accordance with SMACNA Duet Construction standards 
Metatand—lexible-)) Field-fabricated and shop-fabricated 
metal and flexible duct constructions shall conform to the 
SMACNA HVAC Duct Construction Standards—Metal and 
Flexible, except as allowed by Table M1601.1.1. Galvanized 
steel shall conform to ASTM A 653. 

5. Use of gypsum products to construct return air ducts 
or plenums is permitted, provided that the air temperature 


Washington State Register, Issue 15-16 


does not exceed 125°F (52°C) and exposed surfaces are not 
subject to condensation. 

6. Duct systems shall be constructed of materials having 
a flame spread index not greater than 200. 

7. Stud wall cavities and the spaces between solid floor 
joists shall not be used as a duct or an air plenum in new con- 
struction. For existing systems, stud wall cavities and the 
spaces between solid floor joists to be used as air plenums 
shall comply with the following: 

7.1. These cavities or spaces shall not be used as a ple- 
num for supply air. 

7.2. These cavities or spaces shall not be part of a 
required fire-resistance-rated assembly. 

7.3. Stud wall cavities shall not convey air from more 
than one floor level. 

7.4. Stud wall cavities and joist-space plenums shall be 
isolated from adjacent concealed spaces by tight-fitting fire 
blocking in accordance with Section R602.8. 

7.5. Stud wall cavities in the outside walls of building 
envelope assemblies shall not be utilized as air plenums. 


AMENDATORY SECTION (Amending WSR 13-04-068, 
filed 2/1/13, effective 7/1/13) 


WAC 51-51-2000 Chapter 20—Boilers and water 
heaters. Informational Note: Boilers, water heaters and pres- 
sure vessels are regulated by chapter 70.79 RCW and chapter 
296-104 WAC in addition to the requirements of this code. 


Section M2005.1 General. Water heaters shall be installed 
in accordance with Chapter 5 of the state plumbing code, the 
manufacturer's instructions and the requirements of this code. 
Water heaters installed in an attic shall comply with the 
requirements of Section M1305.1.3. Gas-fired water heaters 
shall comply with the requirements in Chapter 24. Domestic 
electric water heaters shall comply with UL 174. Oil-fired 
water heaters shall comply with UL 732. Thermal solar water 


heaters shall comply with Chapter 23 and UL 174. Solid fuel- 
fired water heaters shall comply with UL 2523. 


NEW SECTION 


WAC 51-51-2101 Section M2101—Hydronic piping 
systems installation. 


M2101.3 Protection of potable water. The potable water 
system shall be protected from backflow in accordance with 
the provisions listed in Section 603 of the state plumbing 
code. 


M2101.7 Prohibited tee applications. This section is not 
adopted. 


NEW SECTION 


WAC 51-51-2103 Section M2103—Floor heating sys- 
tems. 


M2103.3 Piping joints. Copper and copper alloy systems 
shall be soldered in accordance with ASTM B 828. Fluxes for 
soldering shall be in accordance with ASTM B 813. Brazing 
fluxes shall be in accordance with AWS A5.31. Piping joints 
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that are embedded shall be installed in accordance with the 
following requirements: 

1. Steel pipe joints shall be welded. 

2. Copper tubing shall be joined by brazing complying 
with Section 605.3.1 of the state plumbing code. 

3. Polybutylene pipe and tubing joints shall be installed 
with socket-type heat-fused polybutylene fittings. 

4. CPVC tubing shall be joined using solvent cement 
joints. 

5. Polyproylene pipe and tubing joints shall be installed 
with socket-type heat-fused polypropylene fittings. 

6. Cross-linked polyethylene (PEX) tubing shall be 
joined using cold expansion, insert or compression fittings. 

7. Raised temperature polyethylene (PE-RT) tubing shall 
be joined using insert or compression fittings. 


NEW SECTION 


WAC 51-51-2105 Section M2105—Ground-source 
heat-pump system loop piping. 


M2105.9 CPVC plastic pipe. Joints between CPVC plastic 
pipe or fittings shall be solvent-cemented in accordance with 
Section 605.2.2 of the state plumbing code. Threaded joints 
between fittings and CPVC plastic pipe shall be in accor- 
dance with Section M2105.9.1. 


M2105.14 PVC plastic pipe. Joints between PVC plastic 
pipe or fittings shall be solvent-cemented in accordance with 
Section 605.12.2 of the state plumbing code. Threaded joints 
between fittings and PVC plastic pipe shall be in accordance 
with Section M2105.9.1. 


M2105.18 Protection of potable water. Where ground- 
source heat-pump ground-loop systems have a connection to 
a potable water supply, the potable water system shall be pro- 
tected from backflow in accordance with Section 603 of the 
state plumbing code. 


M2105.19 Pipe penetrations. Openings for pipe penetra- 
tions in walls, floors and ceilings shall be larger than the pen- 
etrating pipe. Openings through concrete or masonry build- 
ing elements shall be sleeved. The annular space surrounding 
pipe penetrations shall be protected in accordance with Sec- 
tion 312 of the state plumbing code. 


AMENDATORY SECTION (Amending WSR 14-24-092, 
filed 12/1/14, effective 5/1/15) 


WAC 51-51-2300 ((Seetien-¥42302—Phetorveltaie 


solatenerey—systems-)) Section M2301—Solar thermal 
energy systems. 


Sel ht ap lac oer eal ee 


shall comply with theine 
turer's-instruetions-sections-M2302-2-Hhrough M2302223; 
NFPA-70-and the FC-as- amended by_Washingten state; 


photeveltaic_panels-and modules-are installed on +eefs_the 
reef shall be constructed to-suppert the leads imposed by 


such medules. 
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EXCEPTION: 


required forthe reef construction.)) M2301.2.3 Pressure 
and temperature relief valves and system components. 
System components containing fluids shall be protected with 
temperature and pressure relief valves or pressure relief 
valves. Relief devices shall be installed in sections of the sys- 
tem so that a section cannot be valved off or isolated from a 
relief device. Direct systems and the potable water portion of 
indirect systems shall be equipped with a relief valve in 
accordance with Section 504 of the state plumbing code. For 
indirect systems, pressure relief valves in solar loops shall 
comply with SRCC 300. System components shall have a 
working pressure rating of not less than the setting of the 
pressure relief device. 


M2301.2.5 Piping insulation. Piping shall be insulated in 
accordance with the requirements of the state energy code. 
Exterior insulation shall be protected from ultraviolet degra- 
dation. The entire solar loop shall be insulated. Where split- 
style insulation is used, the seam shall be sealed. Fittings 
shall be fully insulated. 


M2301.4 Heat transfer gasses or liquids and heat 
exchangers. Essentially toxic transfer liquids, ethylene gly- 


col, flammable gasses and flammable liquids shall not be 
used as heat transfer fluids. Heat transfer gasses and liquids 
shall be rated to withstand the system's maximum design 
temperature under operating conditions without degradation. 
Heat exchangers used in solar thermal systems shall comply 
with Section 603.5.4 of the state plumbing code and SRCC 
300. 

Heat transfer fluids shall be in accordance with SRCC 
300. The flash point of the heat transfer fluids utilized in solar 
thermal systems shall be not less than 50 degrees F above the 
design maximum nonoperating or no-flow temperature 
attained by the fluid in the collector. 


M2301.7 Solar thermal systems for heating potable water. 
Where a solar thermal system heats potable water to supply a 


potable hot water distribution system, the solar thermal sys- 
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tem shall be in accordance with Sections M2301.7.1, 
M2301.7.2 and the state plumbing code. 


M2301.7.1 Indirect systems. Heat exchangers that are com- 
ponents of indirect solar thermal heating systems shall com- 
ply with the state plumbing code. 


M2301.7.2 Direct systems. Where potable water is directly 
heated by a solar thermal system, the pipe, fittings, valves 
and other components that are in contact with the potable 
water in the solar heating system shall comply with the 
requirements of Chapter 6 of the state plumbing code. 


AMENDATORY SECTION (Amending WSR 13-04-068, 
filed 2/1/13, effective 7/1/13) 


WAC 51-51-4400 ((Chapter44—Referenced-stan- 
dards.)) Reserved. 


(NEPA 
720-42 Standard forthe Installed ° Carbon M id 


AMENDATORY SECTION (Amending WSR 13-04-068, 
filed 2/1/13, effective 7/1/13) 


WAC 51-51-60105 Appendix ((R)) Q—Dwelling unit 
fire sprinkler systems. The design and installation of resi- 
dential fire sprinkler systems shall be in accordance with the 
(22) 2015 International Residential Code Section P2904 
Dwelling Unit Fire Sprinkler Systems. 


NEW SECTION 


WAC 51-51-60106 Appendix U—Solar-ready provi- 
sions-detached one-and two-family dwellings, multiple 
single-family dwellings (townhouses). The provisions con- 
tained in this appendix are not mandatory unless specifically 
referenced in the adopting ordinance. 


U101 Scope. 


U101.1 General. These provisions shall be applicable for 
new construction where solar-ready provisions are required. 


U102 General definitions. Solar-ready zone. A section or 
sections of the roof or building overhang designated and 
reserved for the future installation of a solar photovoltaic or 
solar water-heating system. 


U103 Solar ready zone. 


U103.1 General. New detached one- and two-family dwell- 
ings, and multiple single-family dwellings (townhouses) with 
not less than 600 square feet (55.74 m?) of roof area oriented 
between 90 degrees and 270 degrees of true north shall com- 
ply with Sections U103.2 through U103.10. 


EXCEPTIONS: 1. New residential buildings with a permanently installed 
on-site renewable energy system. 

2. A building where all areas of the roof that would oth- 
erwise meet the requirements of Section U103 are in full 
or partial shade for more than 70 percent of daylight 


hours annually. 
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U103.2 Construction document requirements for solar 
ready zone. Construction documents shall indicate the solar 
ready zone. 


U103.3 Solar-ready zone area. The total solar-ready zone 
area shall be not less than 300 square feet (27.87 m?) exclu- 
sive of mandatory access or set back areas as required by this 
code. New multiple single-family dwellings (townhouses) 
three stories or less in height above grade plane and with a 
total floor area less than or equal to 2,000 square feet (185.8 
m°) per dwelling shall have a solar-ready zone area of not less 
than 150 square feet (13.94 m?). The solar-ready zone shall be 
composed of areas not less than 5 feet (1.52 m) in width and 
not less than 80 square feet (7.44 m?) exclusive of access or 
set back areas as required in this code or the applicable provi- 
sions of the International Fire Code. No portion of the solar 
zone shall be located on a roof slope greater than 2:12 that 
faces within 45 degrees of true north. 


U103.4 Obstructions. Solar-ready zones shall be free from 
obstructions including, but not limited to, vents, chimneys, 
and roof-mounted equipment. 


U103.5 Shading. The solar-ready zone shall be set back from 
any existing or new permanently affixed object on the build- 
ing or site that is located south, east, or west of the solar zone 
a distance at least two times the object's height above the 
nearest point on the roof surface. Such objects include, but 
are not limited to, taller portions of the building itself, para- 
pets, chimneys, antennas, signage, rooftop equipment, trees 
and roof plantings. 


U103.6 Capped roof penetration sleeve. A capped roof 
penetration sleeve shall be provided adjacent to a solar-ready 
zone located on a roof slope of 2:12 or less. The capped roof 
penetration sleeve shall be sized to accommodate the future 
photovoltaic system conduit, but shall have an inside diame- 
ter not less than 1 1/4 inches. 


U103.7 Roof load documentation. The structural design 
loads for roof dead load and roof live load shall be clearly 
indicated on the construction documents. 


U103.8 Interconnection pathway. Construction documents 
shall indicate pathways for routing of conduit or plumbing 
from the solar-ready zone to the electrical service panel or 
service hot water system. 


U103.9 Electrical service reserved space. The main electri- 
cal service or feeder panel for each dwelling unit shall have a 
reserved space to allow installation of a dual pole circuit 
breaker for future solar electric installation and shall be 
labeled "For Future Solar Electric." The reserved space shall 
be positioned at the opposite (load) end from the input feeder 
location or main circuit location. 


U103.10 Construction documentation certificate. A per- 
manent certificate, indicating the solar-ready zone and other 
requirements of this section, shall be posted near the electri- 
cal distribution panel, water heater or other conspicuous loca- 
tion by the builder or registered design professional. 
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AMENDATORY SECTION (Amending WSR 10-03-098, 
filed 1/20/10, effective 7/1/10) 


WAC 51-51-60107 Appendix ((S)) V—Fire sprin- 
klers. The provisions contained in this appendix are not man- 
datory unless specifically referenced in the adopting ordi- 
nance. 


(ASHZÐ) AV107.1 Fire sprinklers. An approved auto- 
matic fire sprinkler system shall be installed in new one-fam- 
ily and two-family dwellings ((and+ewsheuses)) in accor- 
dance with Appendix ((R)) Q. 


WSR 15-16-098 
PROPOSED RULES 
BUILDING CODE COUNCIL 
[Filed August 4, 2015, 8:38 a.m.] 


Original Notice. 

Preproposal statement of inquiry was filed as WSR 15- 
10-076. 

Title of Rule and Other Identifying Information: Adop- 
tion and amendment of the 2015 International Mechanical 
Code, chapter 51-52 WAC. 

Hearing Location(s): Fire Department Training Center, 
1618 South Rebecca Street, Spokane, WA, on September 11, 
2015, at 10 a.m.; and at the DES Presentation Room, 1500 
Jefferson S.E., Olympia, WA 98504, on October 16, 2015, at 
10 a.m. 

Date of Intended Adoption: November 13, 2015. 

Submit Written Comments to: Dave Kokot, Chair, State 
Building Code Council (SBCC), P.O. Box 41449, Olympia, 
WA 98504-1449, e-mail sbcc@ga.wa.gov, fax (360) 586- 
9088, by October 23, 2015. 

Assistance for Persons with Disabilities: Contact Peggy 
Bryden by August 24, 2015, (360) 407-9280. 

Purpose of the Proposal and Its Anticipated Effects, 
Including Any Changes in Existing Rules: The proposed 
tules adopt the most recently published edition of the Interna- 
tional Mechanical Code and make changes to the state 
amendments to this code. 

1. References to the code edition were updated to and the 
expected effective date cited in 003/008. 

2. Section 101.2 was updated to cite the most recent code 
editions for the National Fuel Gas Code and Liquefied Petro- 
leum Gas Code. This same change was also made to Section 
101.2 of the International Fuel Gas Code (WAC 51-52- 
21101). 

3. The exception in Section 102.4 was moved to Section 
403.8.5. 

4. A new definition for Permanent Construction was 
added to coordinate with the new Section 306.6. 

5. The state amendment to Section 301.3 was removed, 
as it was felt to be unnecessary. This change was also made to 
Section 401.9 of the International Fuel Gas Code (WAC 51- 
52-21401). 

6. Section 306.6 was added to clarify access require- 
ments for installations in ceilings. 
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7. Section 307.2.4.1 is a new section in the model code 
that was amended to allow for any type of condensate trap 
allowed by the ductless mini-split manufacturer. 

8. Chapter 4 was reorganized slightly in the 2015 Inter- 
national Model Code, so there are instances of updating sec- 
tion citations. The Washington state residential ventilation 
provisions were left as Section 403.8 for convenience; how- 
ever, there are no longer any Sections 403.4 through 403.7 in 
the model code. Those sections were moved to be subsections 
of Section 403.3.1.1, Outdoor airflow rate. 

9. The new residential ventilation section of the model 
code, Section 403.3.2 is not adopted and a pointer to the 
Washington state amendment is added to Section[s] 401.2, 
401.3 and 403.1 in addition to Section 403.3.2. 

10. The model code also introduced a new section for 
ventilation in health care facilities in Section 407. This sec- 
tion was amended to cite the department of health require- 
ments for licensed health care facilities. Coordinating 
changes were also made to Section 401.2. 

11. The change in Section 403.2 is editorial to match the 
2015 International Mechanical Code language. 

12. Section 403.3 was renumbered by the model code as 
Section 403.3.1.1 under the chapter reorganization. Table 
403.3 was also renumbered accordingly, and all the refer- 
ences were changed to reflect this. There was also some clar- 
ifying language added to match the changes in the model 
code. Table 403.3.1.1 was modified to: 

(1) A footnote was added to the kitchens line in the 
offices category that clarifies that hoods are not required for 
microwaves in office kitchenettes; 

(2) Remove the ventilation rate for single dwelling 
garages, mirroring a change in the model code; 

(3) Add an increased ventilation rate for residential cor- 
ridors where the dwelling units are ventilated per the option 
in 403.8.6, to increase the pressure differential to keep infil- 
tration of odors from the dwellings from entering the corri- 
dor; 

(4) Include ventilation rates for elevator lobbies in park- 
ing garages; 

(5) Include ventilation requirements for freezer[s]; 

(6) The other changes shown added in the body of the 
table mirror requirements in the model code and have not 
been changed from the 2012 requirements; 

(7) Footnote b was updated to coordinate with the 2015 
model code language, as was footnote h, which clarifies that 
ventilation is required at each workstation in a nail salon and 
coordinates with new model code language in Section 
502.20. Footnote k coordinates with the change described in 
item (1). 

13. A new ventilation rate table from ASHRAE 62.1 was 
substituted for the previous Table 403.8.1. The new table is 
specifically formulated for multi-family dwellings, whereas 
the previous table was intended for single-family dwellings. 

14. Section 403.8.2, item 4 was modified to allow flexi- 
bility in the types of controls used for whole house ventila- 
tion, along with clarification that it needs to be labeled. 

15. Section 403.8.3, item 8 was added to specify that out- 
door air intakes are not permitted to be on asphalt roofs 
unless there are no other options, and criteria to be met if this 
is the case. This will help prevent fumes and chemicals from 
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off-gassing roofing materials to contaminate the indoor air 
quality. 

16. Section 403.8.5 - see item 1, above. 

17. Section 403.8.6.1 was modified to allow windows 
and other operable openings to be used for outdoor air in lieu 
of outdoor air inlets in all building types, not just high-rises. 

18. The current language in Section 403.8.6.1, item 3 is 
copied over to Sections 403.8.7.1, 403.8.8.1 and 403.8.9.1 to 
allow all whole house ventilation methods to use the same 
options for ventilating interior rooms and spaces. 

19. Sections 403.8.7.2 and 403.8.9.2 were modified to 
clarify that each habitable space needs to be served by the 
forced air system or energy recovery ventilator. 

20. Section 407 - see item 10, above. 

21. The state amendment to Section 504.6.4.1 was 
deleted, as this requirement was integrated into the model 
code in 2015 edition. 

22. The state amendment to Section 504.7.1 was deleted, 
as this requirement was integrated into the model code in the 
2015 edition. 

23. Sections 504.4 and 505.1 were both modified to clar- 
ify that residential dryer, range and local exhausts are 
allowed to terminate at a common plenum as long as each has 
their own damper. 

24. The changes to Section 506.3.11 reflect changes 
made to the model code to make it explicit that fire and 
smoke dampers are prohibited from being installed in grease 
ducts. 

25. In the 2015 edition of the International Mechanical 
Code, the commercial kitchen hood Section 507 was reorga- 
nized, with many of the general sections that were previously 
repeated in both the Type 1 [I] and Type II hood subsections 
pulled out and placed in Section 507.1. Existing sections 
were renumbered and moved around but remain essentially 
unchanged. 

26. A new Section 515 was added to specify that chute 
venting needed to comply with NFPA 82 or be located out- 
side the building. 

27. In Section 602.1, the model code added a sentence 
stating that air systems must be ducted from the air handler to 
the area served. Washington state clarified this amendment to 
specify that this was true if the system served multiple fire 
areas. 

28. The model code added language to require filters 
upstream of all coils and heat exchangers. The state amended 
that language with an exception for chilled beams. 

29. The amendment to Section 606.2 clarifies that smoke 
detectors are not required on the supply or return/exhaust air 
on dedicated outside air systems since this air is not recircu- 
lated into any other portion of the building. 

30. The Washington state amendment to Section 928 is 
deleted; it was deemed unnecessary with the change in lan- 
guage in the 2015 Model Code. 

31. A Washington state amendment to Section 1107.2 
attempts to clarify language prohibiting refrigerant piping in 
certain locations. 

32. Two amendments are proposed to the hydronic pip- 
ing section. Section 1209.5.1 amends the insulation require- 
ments to be consistent with the energy code. Section 1210.7.6 
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requires a means of draining expansion tanks downstream of 
the shutoff valve. 

Reasons Supporting Proposal: RCW 19.27.031 and 
19.27.074. 

Statutory Authority for Adoption: RCW 19.27.031 and 
19.27.074. 

Statute Being Implemented: Chapters 19.27 and 34.05 
RCW. 

Rule is not necessitated by federal law, federal or state 
court decision. 

Agency Comments or Recommendations, if any, as to 
Statutory Language, Implementation, Enforcement, and Fis- 
cal Matters: SBCC is seeking comments on the issues pro- 
posed in the rules shown below. 

Name of Proponent: SBCC, governmental. 

Name of Agency Personnel Responsible for Drafting 
and Implementation: Krista Braaksma, 1500 Jefferson S.E., 
P.O. Box 41449, Olympia, WA, (360) 407-9278. 

A small business economic impact statement has been 
prepared under chapter 19.85 RCW. 


Small Business Economic Impact Statement 


Description: SBCC is filing a proposed rule to adopt the 
updated 2015 edition of the International Building Code 
(chapter 51-50 WAC). Since 1985 SBCC has been responsi- 
ble to update new editions of the building code through RCW 
19.27.074. 

The administrative compliance requirements are under 
the authority of the local government. RCW 19.27.050. Com- 
pliance activities, including permit issuance, plan review and 
approval, and inspections occur at the local level. Require- 
ments for construction document submittal and other report- 
ing requirements are determined by the local jurisdiction and 
are consistent with previously established policies. The pro- 
posed amendments to chapter 51-52 WAC include specific 
technical requirements for building construction to be consis- 
tent with national standards. 

The IMC is updated every three years by the Interna- 
tional Code Council (ICC). The code development process 
conducted by the model code organization is open to all inter- 
est groups within the design and construction industry and 
from governmental organizations. See www.iccsafe.org for 
more information about the model code development pro- 
cess. 

Professional Services: Washington has had a statewide 
building code in effect since 1974. The local enforcement 
authority having jurisdiction administers the codes through 
the building departments. Administrative procedures for state 
building code compliance are established and will not be 
changed by the adoption of the update to the current building 
codes. Small businesses will employ the same types of pro- 
fessional services for the design and construction of buildings 
and systems to comply with the state building code. 

The proposed rule updates the state building code and 
does not require additional equipment, supplies, labor or 
other services. Services needed to comply with the building 
code are existing within the construction industry as required 
by the local authority having jurisdiction. 

Costs of Compliance for Businesses: The cost of com- 
pliance incurred by Washington businesses includes training 
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and educational materials. A complete set of the 2015 model 
codes on CD rom costs $985 for ICC members. The cost for 
just the 2015 IMC is $62. These publications are also avail- 
able online at http://codes.iccsafe.org/I-Codes.html. The ICC 
chapters offer training for continuing education credits to 
architects, engineers and building inspectors for $285. 

The 2015 edition of the IMC, with state amendments, 
contains four significant amendments with a cost impact. 
These items were identified through the model code develop- 
ment process, and reviewed by the SBCC Mechanical Code 
technical advisory group and the economic workgroup. 

1. Table 403.3.1.1 was modified by state amendment to 
provide an increase in the minimum ventilation rate for corri- 
dors in residential multi-family dwellings where the whole 
house ventilation is provided through whole house exhaust 
fans and trickle vents, to ensure the corridor maintains posi- 
tive pressure in relation to each residence, minimizing con- 
taminates. The increased rate is not an increase over the typi- 
cal ventilation rate provided under the current code, but could 
result in increased energy use over the life of the building. 

2. Table 403.3.1.1 was also modified to clarify that ele- 
vator lobbies in parking garages are required to be ventilated. 
This is currently only implied by the codes and may not have 
been enforced by all jurisdictions. 

3. Section 1209.5.1 was modified to require that 
hydronic piping systems include a means of draining the 
expansion tank after the shutoff valve. This would increase 
the initial cost of the system, but significantly reduce the cost 
of system maintenance. 

4. Section 908.8 of the 2015 IMC requires that cooling 
towers and evaporative condensers include automatic bleed 
controls for conservation of water. The proponent of this 
change estimates considerable water savings achieved in the 
first year, with a similar savings in energy use, based on a 
California utility study. The initial cost of this added control 
is estimated to be $1,500. 

Loss of Sales or Revenue: The proposed rules make the 
state code for building construction consistent with national 
standards. Businesses with new products or updated test or 
design standards are recognized in the updated code. 

The update will result in some cost outlay for some small 
businesses for specific projects, for a transition period. Other 
small businesses would see an increase in revenue. Amend- 
ments to the building codes affect over twenty-five thousand 
small businesses in the state, where construction activity 
occurs. The primary intent of the amendments is to improve 
the safety features in buildings and provide consistency and 
fairness across the state, for a predictable business environ- 
ment. The amendments should result in enhanced safety and 
value in buildings. 

Cost of Compliance for Small Businesses: Determine 
whether the proposed rule will have a disproportionate cost 
impact on small businesses, compare the cost of compliance 
for small business with the cost of compliance for the ten per- 
cent of businesses that are the largest businesses. 

The majority of businesses affected by the updates to the 
building codes are small businesses; over ninety-five percent 
of those listed in the construction and related industries have 
under fifty employees. The costs per employee are compara- 
ble between the largest businesses and the majority of small 
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businesses. The cost to comply with the updated codes is not 
a disproportionate impact on small business. Where SBCC 
found the cost of compliance for small businesses to be dis- 
proportionate, the proposed rule mitigates the cost. The pro- 
posed rules include a definition of small business and provide 
exceptions for compliance with the updated rule. 

Reducing the Costs of the Rule on Small Businesses: 
The revision history for the 2015 model code amendments 
includes over two hundred amendments proposed by industry 
and local governments which add flexibility and clarity to the 
code and coordinate rules. The majority of the changes show 
no impact to cost, and a number of them represent a savings 
for small business building owners and operators. Some 
examples of these savings are noted below: 

A state amendment to Table 403.3.1.1 clarifies that 
microwaves in office kitchenettes are not required to be pro- 
vided with additional ventilation. 
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Section 504.8 specifically allows common exhaust sys- 
tems for multi-story buildings. 

Sections 908.5 and 928.1 allow the use of alternate water 
sources for cooling towers if approved by the code official 
and the manufacturer. 

Small Businesses Involved in the Development of the 
Rule: The SBCC conducted twelve open public meetings of 
the mechanical code technical advisory group, available via 
telephone conference bridge and over the internet, and 
allowed comment on every item on every agenda. The SBCC 
appointed over one hundred representatives of all segments 
of the business and construction community to serve on the 
technical advisory groups. 

List of Industries: Below is a list of industries required 
to comply with the mechanical code: 


Businesses with fewer | Businesses with 50 or 
NAICS # | Type of Business than 50 employees more employees 
236116 New multifamily housing construction 69 4 
236210 Industrial building construction 88 8 
236220 Commercial and institutional building construction 1151 40 
238220 Plumbing, heating, and air-conditioning contractors 2245 66 
238290 Other building equipment contractors 315 6 
238990 All other specialty trade contractors 1141 15 
332322 Sheet metal work manufacturing 69 8 
333415 Air-conditioning and warm air heating equipment 13 2 
423390 Other construction material merchant wholesalers 78 0 
423720 Plumbing and heating equipment and supplies (hydronics) 99 6 
423730 Warm air heating and air-conditioning equipment and sup- 48 1 
plies 
531120 Lessors of nonresidential buildings (except miniwarehouse) 2046 T 
541310 Architectural services 579 19 
541330 Engineering services 2351 82 
541340 Drafting services 69 0 
541350 Building inspection services 168 1 
922160 Fire protection 246 31 
Total 10,775 296 
Estimate of the Number of Jobs That Will Be Created 
or Lost: The adoption of the latest code edition is not Wage and salary workers 2015 2014 
expected to significantly impact the number of jobs in the Residential building con- 25,600 22,400 
construction industry. These rules are likely to be job neutral struction 
overall, i.e., they will not result in any job gains or losses. The Nonresidential building 18,700 16,500 
scheduled effective date of the new edition is July 1, 2016. construction 
Building permits issued prior to that date will be vested under Specialty trade contractors 114,200 101,400 


the 2012 code. Permits issued for projects under the 2015 
code edition will start with the 2017 construction season. 

The construction industry has experienced growth over 
the period June 2014 to June 2015. (Data from Current 
Employment Statistics (CES).) 
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A copy of the statement may be obtained by contacting 
Tim Nogler, SBCC, P.O. Box 41449, Olympia, WA 98504- 
1449, phone (360) 407-9280, fax (360) 586-9088, e-mail 
sbec@ga.wa.gov. SBCC is not one of the agencies identified 
as required to prepare a school district impact statement. 
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A cost-benefit analysis is not required under RCW 
34.05.328. SBCC is not one of the agencies identified as 
required to prepare an analysis. 


August 4, 2015 
David F. Kokot 
Council Chair 


Chapter 51-52 WAC 


STATE BUILDING CODE ADOPTION AND AMEND- 
MENT OF THE ((2042)) 2015 EDITION OF THE 
INTERNATIONAL MECHANICAL CODE 


AMENDATORY SECTION (Amending WSR 13-04-053, 
filed 2/1/13, effective 7/1/13) 


WAC 51-52-003 International Mechanical Code. The 
((2042)) 2015 edition of the International Mechanical Code 
published by the International Code Conference is hereby 
adopted by reference with the exceptions noted in this chap- 
ter of the Washington Administrative Code (WAC). 


AMENDATORY SECTION (Amending WSR 13-04-053, 
filed 2/1/13, effective 7/1/13) 


WAC 51-52-008 Implementation. The International 
Mechanical Code adopted by chapter 51-52 WAC shall 
become effective in all counties and cities of this state on July 
1, (2048)) 2016. 


AMENDATORY SECTION (Amending WSR 13-04-053, 
filed 2/1/13, effective 7/1/13) 


WAC 51-52-0101 Section 101—General. 


101.2 Scope. This code shall regulate the design, installation, 
maintenance, alteration and inspection of mechanical sys- 
tems that are permanently installed and utilized to provide 
control of environmental conditions and related processes 
within buildings. This code shall also regulate those mechan- 
ical systems, system components, equipment and appliances 
specifically addressed herein. The installation of fuel gas dis- 
tribution piping and equipment, fuel gas-fired appliances and 
fuel gas-fired appliance venting systems shall be regulated by 
the International Fuel Gas Code. 


EXCEPTIONS: 1. Detached one- and two-family dwellings and multiple 
single-family dwellings (townhouses) not more than 
three stories high with separate means of egress and their 
accessory structures shall comply with the International 
Residential Code. 

2. The standards for liquefied petroleum gas installations 
shall be the ((2044)) 2014 Edition of NFPA 58 (Lique- 
fied Petroleum Gas Code) and the ((2042)) 2015 Edition 
of ANSI Z223.1/NFPA 54 (National Fuel Gas Code). 


AMENDATORY SECTION (Amending WSR 13-04-053, 
filed 2/1/13, effective 7/1/13) 


WAC 51-52-0102 Section 102—Applicability. 


102.4 Additions, alterations or repairs. Additions, alter- 
ations, renovations or repairs to a mechanical system shall 
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conform to that required for a new mechanical system with- 
out requiring the existing mechanical system to comply with 
all of the requirements of this code. Additions, alterations or 
repairs shall not cause an existing mechanical system to 
become unsafe, hazardous or overloaded. 

Minor additions, alterations, renovations and repairs to 
existing mechanical systems shall meet the provisions for 
new construction, unless such work is done in the same man- 
ner and arrangement as was in the existing system, is not haz- 
ardous and is approved. 

((EXCEPTION: Additions alterations renevations_orrepairs tea 
poenrnic ar ches en iia Hiang adaton n 
tiomsystems-Section403-8-5-)) 


AMENDATORY SECTION (Amending WSR 13-04-053, 
filed 2/1/13, effective 7/1/13) 


WAC 51-52-0202 Section 202—General definitions. 


LOCAL EXHAUST. An exhaust system that uses one or more 
fans to exhaust air from a specific room or rooms within a 
dwelling. 


PERMANENT CONSTRUCTION. Construction that, if removed, 
would disturb the structural integrity of the building or the 
fire-resistance rating of a building assembly. 


WHOLE HOUSE VENTILATION SYSTEM. A mechanical venti- 
lation system, including fans, controls, and ducts, which 
replaces, by direct or indirect means, air from the habitable 
rooms with outdoor air. 


AMENDATORY SECTION (Amending WSR 13-04-053, 
filed 2/1/13, effective 7/1/13) 


WAC 51-52-0301 Section 301—General. 


((304+3-Hentifieation,Eachteneth-of pipe and tubing and 
each-pipe fitting utilized in ainechanical system-shal bear 
he identificati e4 ; i 


les shall hpi halli ated onthe fi 
ing or nipple packaging or provided documentation.)) 


AMENDATORY SECTION (Amending WSR 13-04-053, 
filed 2/1/13, effective 7/1/13) 


WAC 51-52-0306 Section 306—Access and service 
space. 


306.5 Equipment and appliances on roofs or elevated 
structures. Where equipment requiring access or appliances 
are located on an elevated structure or the roof of a building 
such that personnel will have to climb higher than 16 feet 
(4877 mm) above grade to access such equipment or appli- 
ances, an interior or exterior means of access shall be pro- 
vided. Such access shall not require climbing over obstruc- 
tions greater than 30 inches (762 mm) in height or walking on 
roofs having a slope greater than 4 units vertical in 12 units 
horizontal (33 percent slope). Such access shall not require 
the use of portable ladders. Where access involves climbing 
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over parapet walls, the height shall be measured to the top of 
the parapet wall. 

Permanent ladders installed to provide the required 
access shall comply with the following minimum design cri- 
teria: 

1. The side railing shall extend above the parapet or roof 
edge not less than 42 inches (1067 mm). 

2. Ladders shall have rung spacing not to exceed 12 
inches (305 mm) on center. The uppermost rung shall be a 
maximum of 24 inches below the upper edge of the roof 
hatch, roof or parapet, as applicable. 

3. Ladders shall have a toe spacing not less than 7 inches 
(178 mm) deep. 

4. There shall be a minimum of 18 inches (457 mm) 
between rails. 

5. Rungs shall have a minimum 0.75-inch (19 mm) 
diameter and be capable of withstanding a 300-pound (136.1 
kg) load. 

6. Ladders over 30 feet (9144 mm) in height shall be pro- 
vided with offset sections and landings capable of withstand- 
ing 100 pounds (488.2 kg/m?) per square foot. Landing 
dimensions shall be not less than 18 inches and not less than 
the width of the ladder served. A guardrail shall be provided 
on all open sides of the landing. 

7. Climbing clearances. The distance from the centerline 
of the rungs to the nearest permanent object on the climbing 
side of the ladder shall be a minimum of 30 inches measured 
perpendicular to the rungs. This distance shall be maintained 
from the point of ladder access to the bottom of the roof 
hatch. A minimum clear width of 15 inches shall be provided 
on both sides of the ladder measured from the midpoint of 
and parallel with the rungs except where cages or wells are 
installed. 

8. Landing required. The ladder shall be provided with a 
clear and unobstructed bottom landing area having a mini- 
mum dimension of 30 inches by 30 inches centered in front of 
the ladder. 

9. Ladders shall be protected against corrosion by 
approved means. 

10. Access to ladders shall be provided at all times. 

Catwalks installed to provide the required access shall be 
not less than 24 inches (610 mm) wide and shall have railings 
as required for service platforms. 


EXCEPTION: This section shall not apply to Group R-3 occupancies. 


306.6 Appliances above ceilings. Appliances that are 
located above the ceiling shall be accessible for inspection, 


service and repair without removing permanent construction. 
Appliances shall be accessible from an access panel or 
removable ceiling tile with minimum nominal dimensions of 
24 inches by 24 inches (609 mm x 609 mm). 

The appliance is not required to be removable or replace- 
able through the access panel or removable ceiling tile. The 
appliance may be removed or replaced by removing the ceil- 
ing or wall assemblies adjacent to the appliance as long as 
they are not permanent construction. 

EXCEPTIONS: 


1. This section shall not apply to replacement appliances 
installed in existing compartments and alcoves where the 
working space clearances are in accordance with the 
equipment or appliance manufacturer's installation 
instructions. 
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2. A smaller access panel or removable ceiling tile shall 
be permitted when allowed by the equipment or appli- 
ance manufacturer's installation instructions. 


AMENDATORY SECTION (Amending WSR 13-04-053, 
filed 2/1/13, effective 7/1/13) 


WAC 51-52-0307 Section 307—Condensate disposal. 


307.2.3 Auxiliary and secondary drain systems. In addi- 
tion to the requirements of Section 307.2.1, where damage to 
any building components could occur as a result of overflow 
from the equipment primary condensate removal system, one 
of the following auxiliary protection methods shall be pro- 
vided for each cooling coil or fuel-fired appliance that pro- 
duces condensate: 


1. An auxiliary drain pan with a separate drain shall be 
provided under the coils on which condensation will occur. 
The auxiliary pan drain shall discharge to a conspicuous 
point of disposal to alert occupants in the event of a stoppage 
of the primary drain. The pan shall have a minimum depth of 
1 1/2 inches (38 mm), shall not be less than 3 inches (76 mm) 
larger than the unit or the coil dimensions in width and length 
and shall be constructed of corrosion-resistant material. Gal- 
vanized sheet steel pans shall have a minimum thickness of 
not less than 0.0236 inch (0.6010 mm) (No. 24 gage). Non- 
metallic pans shall have a minimum thickness of not less than 
0.0625 inch (1.6 mm). 


2. A separate overflow drain line shall be connected to 
the drain pan provided with the equipment. Such overflow 
drain shall discharge to a conspicuous point of disposal to 
alert occupants in the event of a stoppage of the primary 
drain. The overflow drain line shall connect to the drain pan 
at a higher level than the primary drain connection. 


3. An auxiliary drain pan without a separate drain line 
shall be provided under the coils on which condensate will 
occur. Such pan shall be equipped with a water-level detec- 
tion device conforming to UL 508 that will shut off the equip- 
ment served prior to overflow of the pan. The auxiliary drain 
pan shall be constructed in accordance with Item 1 of this 
section. 


4. A water-level detection device conforming to UL 508 
shall be provided that will shut off the equipment served in 
the event that the primary drain is blocked. The device shall 
be installed in the primary drain line, the overflow drain line, 
or in the equipment-supplied drain pan, located at a point 
higher than the primary drain line connection and below the 
overflow rim of such pan. 


EXCEPTIONS: 1. Fuel-fired appliances that automatically shut down 
operation in the event of a stoppage in the condensate 
drainage system. 

2. Unducted fan coil units where there is no factory 
option available for water-level detection devices and 


which are installed directly within the occupied space. 


307.2.4.1 Ductless mini-split system traps. Ductless mini- 
split equipment that produces condensate shall be provided 


with an inline check valve located in the drain line, a trap, or 
other means of trapping in accordance with the manufac- 
turer's instructions. 
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AMENDATORY SECTION (Amending WSR 10-03-099, 
filed 1/20/10, effective 7/1/10) 


WAC 51-52-0401 Section 401—General. 


401.2 Ventilation required. Every occupied space other 
than enclosed parking garages and buildings used for repair 
of automobiles shall be ventilated in accordance with Section 
((4922+ ef)) 401.2.1, 401.2.2 or 401.2.3. Enclosed parking 
garages and buildings used for repair of automobiles shall be 
ventilated by mechanical means in accordance with Sections 
403 and 404. 


401.2.1 Group R occupancies. Ventilation in Group R occu- 
pancies shall be provided in accordance with Section 403.8. 


401.2.2 Ambulatory care facilities and Group I-2 occu- 
pancies. Ambulatory care facilities and Group I-2 occupan- 


cies shall be ventilated by mechanical means in accordance 
with Section 407. 


401.2.3 All other occupancies. Ventilation in all other occu- 
pancies shall be provided by natural means in accordance 
with Section 402 or by mechanical means in accordance with 
Sections 403.1 to 403.7. 


401.3 When required. Group R occupancies shall be vented 
continuously or intermittently in accordance with Section 
403.8. Ventilation in all other occupancies shall be provided 
during the periods that the room or space is occupied. 


401.7 Testing and balancing. At the discretion of the build- 
ing official, flow testing may be required to verify that the 
mechanical system(s) satisfies the requirements of this chap- 
ter. Flow testing may be performed using flow hood measur- 
ing at the intake or exhaust points of the system, in-line pitot 
tube, or pitot-traverse type measurement systems in the duct, 
short term tracer gas measurements, or other means approved 
by the building official. 


AMENDATORY SECTION (Amending WSR 13-04-053, 
filed 2/1/13, effective 7/1/13) 


WAC 51-52-0403 Section 403—Mechanical ventila- 
tion. 


403.1 Ventilation system. Mechanical ventilation shall be 
provided by a method of supply air and return or exhaust air. 
The amount of supply air shall be approximately equal to the 
amount of return and exhaust air. The system shall not be pro- 
hibited from producing negative or positive pressure. The 
system to convey ventilation air shall be designed and 
installed in accordance with Chapter 6. 


403.2 Outdoor air required. The minimum ((ventHation 
rate-of)) outdoor ((ait)) flow rate shall be determined in 


accordance with Section 403.3. 
EXCEPTIONS: 


1. Where the registered design professional demonstrates 
that an engineered ventilation system design will prevent 
the maximum concentration of contaminants from 
exceeding that obtainable by the rate of outdoor air ven- 
tilation determined in accordance with Section 403.3, the 
minimum required rate of outdoor air shall be reduced in 
accordance with such engineered system design. 
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2. Alternate systems designed in accordance with 
ASHRAE Standard 62.1 Section 6.2, Ventilation Rate 
Procedure, shall be permitted. 


403.2.1 Recirculation of air. The air required by Section 
403.3 shall not be recirculated. Air in excess of that required 
by Section 403.3 shall not be prohibited from being recircu- 
lated as a component of supply air to building spaces, except 
that: 


1. Ventilation air shall not be recirculated from one 
dwelling to another or to dissimilar occupancies. 


2. Supply air to a swimming pool and associated deck 
areas shall not be recirculated unless such air is dehumidified 
to maintain the relative humidity of the area at 60 percent or 
less. Air from this area shall not be recirculated to other 
spaces where 10 percent or more of the resulting supply air- 
stream consists of air recirculated from these spaces. 


3. Where mechanical exhaust is required by Note b in 
Table 403.3, recirculation of air from such spaces shall be 
prohibited. All air supplied to such spaces shall be exhausted, 
including any air in excess of that required by Table 403.3. 


(Item 4 is not adopted.) 


403.3 Outdoor air and local exhaust airflow rates. Group 
R-2, R-3 and R-4 occupancies three stories and less in height 


above grade plan shall be provided with outdoor air and local 
exhaust in accordance with Section 403.8. All other buildings 
intended to be occupied shall be provided with outdoor air 
and local exhaust in accordance with Section 403.3.1. 


403.3.1.1 Outdoor airflow rate. Ventilation systems shall be 
designed to have the capacity to supply the minimum outdoor 
airflow rate determined in accordance with this section. In 
each occupiable space, the ventilation system shall be 
designed to deliver the required rate of outdoor airflow to the 
breathing zone. The occupant load utilized for design of the 
ventilation system shall not be less than the number deter- 
mined from the estimated maximum occupant load rate indi- 
cated in Table ((403-3)) 403.3.1.1. Ventilation rates for occu- 
pancies not represented in Table ((463-3)) 403.3.1.1 shall be 
those for a listed occupancy classification that is most similar 
in terms of occupant density, activities and building construc- 
tion; or shall be determined by an approved engineering anal- 
ysis. The ventilation system shall be designed to supply the 
required rate of ventilation air continuously during the period 
the building is occupied, except as otherwise stated in other 
provisions of the code. 


With the exception of smoking lounges, the ventilation 
rates in Table ((403-3)) 403.3.1.1 are based on the absence of 
smoking in occupiable spaces. Where smoking is anticipated 
in a space other than a smoking lounge, the ventilation sys- 
tem serving the space shall be designed to provide ventilation 
over and above that required by Table ((493-3)) 403.3.1.1 in 
accordance with accepted engineering practice. 


EXCEPTION: Where occupancy density is known and documented in 
the plans, the outside air rate may be based on the design 
occupant density. Under no circumstance shall the occu- 
pancies used result in outside air less than one-half that 
resulting from application of Table ((403-3)) 403.3.1.1 


estimated maximum occupancy rates. 
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Table ((493:3)) 403.3.1.1 
REQUIRED OUTDOOR VENTILATION AIR 


People Outdoor Airflow 


Area Outdoor 
Airflow Rate in 


Occupant Density #/1000 | Rate in Breathing Zone R, | Breathing Zone Ra | Exhaust Airflow 
Occupancy Classification fte cfm/Person cfm/ft?* Rate cfm/ft? 
Offices 
Conference rooms 50 5 0.06 — 
Kitchenettes — i = 0.30 
Office spaces 5 5 0.06 — 
Reception areas 30 5 0.06 — 
Telephone/data entry 60 5 0.06 — 
Main entry lobbies 10 5 0.06 — 
Private dwellings, single and multiple 
Garages, common for multiple units? — — = 0.75 
(Garages; separate for each dwelling” — — = 400-efm-per-ear)) 
Kitchens” — — — 25/1008 
Living areas® Based on the number of bed- See Tables 403.8.1 and — — 
rooms. First bedroom, 2; each 403.8.5.1 
additional bedroom, 1 
Toilet rooms, bathrooms and laundry areas®! = = — 20/50° 
Public spaces 
Corridors serving other than Group R occu- — = 0.06 — 
pancies 
Corridors serving Group R dwelling or — = 0.12 — 
sleeping units with whole house exhaust 
Corridors serving Group R dwelling or — = 0.06 — 
sleeping units with other than whole house 
exhaust 
Courtrooms 70 5 0.06 — 
Elevator car = za = 1 
Elevator lobbies in parking garage — — 1.0 — 
Legislative chambers 50 5 0.06 — 
Libraries 10 5 0.12 — 
Museums (children's) 40 ao 0.12 — 
Museums/galleries 40 7.5 0.06 — 
Places of religious worship 120 5 0.06 — 
Shower room (per showerhead)#* = = = = 
Smoking lounges? 70 60 — 
Toilet rooms—Public®« = = = 50/20! 
Sports and amusement 
Disco/dance floors 100 20 0.06 — 
Bowling alleys (seating areas) 40 10 0.12 — 
Game arcades 20 75 0.18 — 
Ice arenas, without combustion engines! — — 0.30 0.5 
Gym, stadium, arena (play area)! = — 0.30 — 
Spectator areas 150 7.5 0.06 — 
Swimming pools (pool and deck area) — — 0.48 — 
Health club/aerobics room 40 20 0.06 — 
Health club/weight room 10 20 0.06 = 
Storage 
Janitor closets, trash rooms, recycling rooms — — — 1.0 
Repair garages, enclosed parking garage 4 — — _ 0.75 


Proposed 


[46] 


Washington State Register, Issue 15-16 WSR 15-16-098 
Area Outdoor 
People Outdoor Airflow Airflow Rate in 
Occupant Density #/1000 | Rate in Breathing Zone R, | Breathing Zone R, | Exhaust Airflow 
Occupancy Classification fte cfm/Person cfm/ft?* Rate cfm/ft? 
Storage rooms, chemical — — — 1.5 
Warehouses — 0.06 — 
Workrooms 
Bank vaults/safe deposit 5 5 0.06 — 
Darkrooms — — — 1.0 
Copy, printing rooms 4 5 0.06 0.5 
Freezer and refrigerated spaces (<50°F) 0 10 0 0 
Meat processing? 10 I5 = = 
Pharmacy (prep. area) 10 5 0.18 — 
Photo studios 10 5 0.12 = 
Computer (without printing) 4 5 0.06 — 


For SI: 


1 cubic foot per minute = 0.0004719 m/s, 1 ton = 908 kg, 1 
cubic foot per minutes per square foot = 0.00508 m?/(s*m?), 
°C = [(°F) -32)/1.8, 1 square foot - 0.0929 m?. 

Based upon net occupiable floor area. 

Mechanical exhaust required and the recirculation of air from 
such spaces is prohibited. Recirculation of air that is contained 
completely within such spaces shall not be prohibited (see Sec- 
tion 403.2.1, Item 3). 

Spaces unheated or maintained below 50°F are not covered by 
these requirements unless the occupancy is continuous. 


Ventilation systems in enclosed parking garages shall comply 
with Section 404. 

Rates are per water closet or urinal. The higher rate shall be pro- 
vided where the exhaust system is designed to operate intermit- 
tently. The lower rate shall be permitted only where the exhaust 
system is designed to operate continuously while occupied. 
Rates are per room unless otherwise indicated. The higher rate 
shall be provided where the exhaust system is designed to oper- 
ate intermittently. The lower rate shall be permitted only where 
the exhaust system is designed to operate continuously while 
occupied. 

Mechanical exhaust is required and recirculation is prohibited. 


For nail salons, each ((naitstatien-shall be previdedsvith a- 


efaa-per-statien)) manicure and pedicure station shall be pro- 
vided with a source capture system capable of exhausting not 
less than 50 cfm per station. Exhaust inlets shall be located in 
accordance with Section 502.20. Where one or more required 
source capture systems operate continuously during occupancy, 
the exhaust rate from such systems shall be permitted to be 
applied to the exhaust flow rate required by Table 403.3.1.1 for 
the nail salon. 


A laundry area within a kitchen or bathroom is not required to 
have local exhaust. For the laundry area to qualify as being 
within the kitchen, the laundry room door must open directly 
into the kitchen and not into an adjacent corridor. Where there 
are doors that separate the laundry area from the kitchen or 
bathroom the door shall be louvered. 

When combustion equipment is intended to be used on the play- 
ing surface, additional dilution ventilation and/or source control 
shall be provided. 
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k. Kitchenettes require exhaust when they contain a domestic 
cooking appliance range or oven that is installed in accordance 
with Table 507.2.2. Kitchenettes that only contain a microwave 
oven are not required to have mechanical exhaust. A kitchenette 
may not contain commercial cooking appliances that require 
Type I or Type II exhaust as these occupancies are required to be 
exhausted to the kitchen category in Table 403.1.1. 


403.3.2 Group R-2, R-3 and R-4 occupancies. This section 
is not adopted. See Section 403.8. 


403.3.2.1 Outdoor air for dwelling units. This section is not 
adopted. 


403.3.2.2 Outdoor air for other spaces. This section is not 
adopted. 


403.3.2.3 Local exhaust. This section is not adopted. 


403.8 Ventilation systems for Group R occupancies. Each 
dwelling unit or sleeping unit shall be equipped with local 
exhaust and whole house ventilation systems and shall com- 
ply with Sections 403.8.1 through 403.8.11. All public corri- 
dors and other than Group R occupied spaces that support the 
Group R occupancy shall meet the ventilation requirements 
of Section 402 or Sections 403.1 to 403.7. 


403.8.1 Minimum ventilation performance. Ventilation 
systems shall be designed and installed to satisfy the ventila- 
tion requirements of Table 403.3 or Table 403.8.1. Breathing 
zone ventilation rates from Table 403.3 shall be calculated 
per Section 403.3.1.1 and corrected per zone air distribution 
effectiveness requirements per Section 403.3.1.2. 
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Table 403.8.1 


VENTILATION RATES FOR ALL GROUP R PRIVATE DWELLINGS, SINGLE AND MULTIPLE 
(CONTINUOUSLY OPERATING SYSTEMS) 


Floor Area Bedrooms! 
0-1 2-3 4-5 6-7 (CD) 
(ft) 25 
((<1500 30 45 60 5 90 
4504—3900 45 60 B 99 495 
3004—4500 60 45 90 +05 120 
4504—6000 B 99 +05 +20 BS 
600+—7500 90 495 420 +S 450 
>7500 105 120 135 150 165)) 
<500 30 40 45 55 60 
500 - 1000 45 55 60 70 75 
1001 - 1500 60 70 75 85 90 
1501 - 2000 75 85 90 100 105 
2001 - 2500 90 100 105 115 120 
2501 - 3000 105 115 120 130 135 
3001 - 3500 120 130 135 145 150 
>3500 135 145 150 160 165 


'Ventilation rates in table are minimum outdoor airflow rates measured in cfm. 


403.8.2 Control and operation. 

1. Location of controls. Controls for all ventilation sys- 
tems shall be readily accessible by the occupant. 

2. Instructions. Operating instructions for whole house 
ventilation systems shall be provided to the occupant by the 
installer of the system. 

3. Local exhaust ventilation systems. Local exhaust ven- 
tilation systems shall be controlled by manual switches, 
dehumidistats, timers, or other approved means. 

4. Continuous whole house ventilation systems. Contin- 
uous whole house ventilation systems shall operate continu- 
ously(( Exhaust fans, foreed-air-systemtans_orsupphy fans 
shall-be-equipped with “fan on" as override controls)) and be 
equipped with an override control. A "fan on" switch shall be 
permitted as an override control. Controls shall be capable of 
operating the ventilation system without energizing other 
energy-consuming appliances. A clearly visible label shall be 
affixed to the controls that reads "Whole House Ventilation 
(see operating instructions)." 

5. Intermittent whole house ventilation systems. Inter- 
mittent whole house ventilation systems shall comply with 
the following: 

5.1 They shall be capable of operating intermittently and 
continuously. 

5.2 They shall have controls capable of operating the 
exhaust fans, forced-air system fans, or supply fans without 
energizing other energy-consuming appliances. 

5.3 The ventilation rate shall be adjusted according to the 
exception in Section 403.8.5.1. 

5.4 The system shall be designed so that it can operate 
automatically based on the type of control timer installed. 

5.5 The intermittent mechanical ventilation system shall 
operate at least one hour out of every four. 

5.6 The system shall have a manual control and auto- 
matic control, such as a 24-hour clock timer. 
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5.7 At the time of final inspection, the automatic control 
shall be set to operate the whole house fan according to the 
schedule used to calculate the whole house fan sizing. 

5.8 A label shall be affixed to the control that reads 
"Whole House Ventilation (see operating instructions)." 


EXCEPTION: Engineered central ventilation systems serving dwelling 


units or sleeping units are not required to have individual 
controls for each dwelling unit or sleeping unit when 
designed for continuous operation and approved by the 
code official. 


403.8.3 Outdoor air intake locations. Outdoor air intakes 
shall be classified as either operable openings or mechanical 
air intakes and shall be located per the following criteria. The 
intake locations for operable openings and mechanical air 
intakes shall comply with the following: 

1. Openings for mechanical air intakes shall comply with 
Section 401.4. Operable openings shall comply with Section 
401.4 items 2 and 4 only. 

2. Intake openings shall not be located closer than 10 feet 
from an appliance vent outlet unless such vent outlet is 3 feet 
above the outdoor air inlet. The vent shall be permitted to be 
closer if specifically allowed by Chapter 8 or by the Interna- 
tional Fuel Gas Code. 

3. Intake openings shall be located where they will not 
pick up objectionable odors, fumes, or flammable vapors. 

4. Intake openings shall be located where they will not 
take air from a hazardous or unsanitary location. 

5. Intake openings shall be located where they will not 
take air from a room or space having a fuel-burning appli- 
ances. 

6. Intake openings shall not be located closer than 10 feet 
from a vent opening of a plumbing drainage system unless 
the vent opening is at least 3 feet above the air inlet. 

7. Intake openings shall not be located where they will 
take air from an attic, crawl space, or garage. 
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8. Intake openings shall not be located on asphalt roofs 
unless it is shown that no other location is permissible. In 
such cases, the inlet opening shall be located a minimum of 2 
feet from the nearest surface of the asphalt roofing, measured 
from the intake opening. 


403.8.4 Local exhaust ventilation requirements. Local 
exhaust ventilation systems shall exhaust at least the volume 
of air required for exhaust in Table 403.3. Exhaust shall be 
provided in each kitchen, bathroom, water closet, laundry 
area, indoor swimming pool, spa, and other room where 
water vapor or cooking odor is produced. 


403.8.4.1 Local exhaust systems. Exhaust systems shall be 
designed and installed to meet all of the criteria below: 

1. Local exhaust shall be discharged outdoors. 

2. Exhaust outlets shall comply with Section 501.3. 

3. Pressure equalization shall comply with Section 
501.4. 

4. Exhaust ducts in systems which are designed to oper- 
ate intermittently shall be equipped with back-draft dampers. 

5. All exhaust ducts in unconditioned spaces shall be 
insulated to a minimum of R-4. 

6. Terminal outlet elements shall have at least the equiv- 
alent net free area of the ductwork. 

7. Terminal outlet elements shall be screened or other- 
wise protected as required by Section 501.3.2. 

8. Exhaust fans in separate dwelling units or sleeping 
units shall not share common exhaust ducts unless the system 
is engineered for this operation. 

9. Where permitted by Chapter 5, multiple local exhaust 
ducts may be combined. If more than one of the exhaust fans 
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in a dwelling unit or sleeping unit shares a common exhaust 
duct then each exhaust fan shall be equipped with a back- 
draft damper to prevent the recirculation of exhaust air from 
one room to another room via the exhaust ducting system. 


403.8.4.2 Local exhaust fans. Exhaust fan construction and 
sizing shall meet the following criteria. 

1. Exhaust fans shall be tested and rated in accordance 
with the airflow and sound rating procedures of the Home 
Ventilating Institute (HVI 915, HVI Loudness Testing and 
Rating Procedure, HVI 916, HVI Airflow Test Procedure, 
and HVI 920, HVI Product Performance Certification Proce- 
dure). 


EXCEPTION: Where a range hood or down draft exhaust fan is used for 
local exhaust for a kitchen, the device is not required to 


be rated per these standards. 


2. Installation of the system or equipment shall be carried 
out in accordance with manufacturers' installation instruc- 
tions. 

3. Fan airflow rating and duct system shall be designed 
and installed to deliver at least the exhaust airflow required 
by Table 403.3. The airflows required refer to the delivered 
airflow of the system as installed and tested using a flow 
hood, flow grid, or other airflow measurement device. 


EXCEPTIONS: 1. An exhaust airflow rating at a pressure of 0.25 in. w.g. 
may be used, provided the duct sizing meets the prescrip- 
tive requirements of Table 403.8.4.2. 

2. Where a range hood or down draft exhaust fan is used 
to satisfy the local exhaust requirements for kitchens, the 
range hood or down draft exhaust shall not be less than 


100 cfm at 0.10 in. w.g. 


TABLE 403.8.4.2 
PRESCRIPTIVE EXHAUST DUCT SIZING 


Fan Tested cfm at 0.25 Minimum Flex Maximum Length Minimum Smooth Maximum Length in Maximum 
inches w.g. Diameter in Feet Diameter Feet Elbows! 
50 4 inches 25 4 inches 70 3 
50 5 inches 90 5 inches 100 3 
50 6 inches No Limit 6 inches No Limit 3 
80 4 inches? NA 4 inches 20 3 
80 5 inches 15 5 inches 100 3 
80 6 inches 90 6 inches No Limit 3 
100 5 inches” NA 5 inches 50 3 
100 6 inches 45 6 inches No Limit 3 
125 6 inches 15 6 inches No Limit 3 
125 7 inches 70 7 inches No Limit 3 


1. For each additional elbow, subtract 10 feet from length. 
2. Flex ducts of this diameter are not permitted with fans of this size. 


403.8.5 Whole house ventilation requirements. Each 
dwelling unit or sleeping unit shall be equipped with one of 
the following four types of mechanical whole house ventila- 
tion systems: A system using exhaust fans (see Section 
403.8.6); a system integrated with forced-air systems (see 
Section 403.8.7); a system using supply fans (see Section 
403.8.8); or a heat or energy recovery ventilation system (see 
Section 403.8.9). The whole house exhaust system is permit- 
ted to be one of the local exhaust systems required by Section 
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403.8.4 as long as the requirements of this section, in addition 
to the requirements of Section 403.8.5, are met. 

EXCEPTION: Additions, alterations, renovations or repairs to a 
mechanical system that is part of a building addition with 
less than 500 square feet of conditioned floor area are 
exempt from the requirements for whole house ventila- 
tion systems, Section 403.8.5. 


403.8.5.1 Outdoor air. Outdoor air shall be distributed to 
each habitable space. 

Where outdoor air supply intakes are separated from 
exhaust vents by doors, means shall be provided to ensure 
airflow to all separated habitable spaces by installing distri- 
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bution ducts, installed grilles, transoms, doors undercut to a 
minimum of 1/2-inch above the surface of the finish floor 
covering, or other similar means where permitted by the 
International Building Code. 

The mechanical system shall operate continuously to 
supply at least the volume of outdoor air required in Table 
403.3 or Table 403.8.1. 


Washington State Register, Issue 15-16 


EXCEPTION: Intermittently operating ventilation systems: The whole 
house mechanical ventilation system is permitted to 
operate intermittently where the system has controls that 
enable operation for not less than 25 percent of each 4- 
hour segment and the ventilation rate prescribed in Table 
403.3 or Table 403.8.1 is multiplied by the factor deter- 


mined in accordance with Table 403.8.5.1. 


TABLE 403.8.5.1 
INTERMITTENT WHOLE HOUSE MECHANICAL VENTILATION RATE FACTORS® P 


RUN-TIME PERCENTAGE IN EACH 
4-HOUR SEGMENT 25% 33% 


50% 66% 75% 100% 


Factor? 4 3 


2 1.5 1.3 1.0 


* For ventilation system run-time values between those given, the factors are permitted to be determined by interpolation. 


ki Extrapolation beyond the table is prohibited. 


403.8.5.2 Whole house supply system general require- 
ments. Whole house ventilation systems integrated with a 
forced-air system, systems using supply fans and systems 
using a heat or energy recovery ventilation system shall com- 
ply with the following. 


1. Outdoor air louvers shall be adequately sized for the 
required airflow and shall comply with Section 401.5. Out- 
door air intake locations shall comply with mechanical air 
intakes requirements of Section 403.8.3. 


2. Outdoor air ducts for dedicated or central supply sys- 
tems and exhaust ducts for heat or energy recovery systems 
shall be provided with a means for balancing the system to 
the required airflow via balance dampers or other devices. 


3. Outdoor air ducts for dedicated or central systems 
shall be provided with motorized dampers. 


EXCEPTIONS: 1. Outdoor air ducts at heat or energy recovery ventila- 
tion systems are not required to have motorized dampers. 
2. Outdoor air ducts at continuous ventilation systems 


are not required to have motorized dampers. 


4. Outdoor air ducts in the conditioned space shall be 
insulated to a minimum of R-4. In heat or energy recovery 
ventilation systems, ducts upstream of the heat exchanger 
shall also be insulated to at least R-4. 


5. All outdoor air ducts shall be designed and installed to 
deliver at least the outdoor airflow required by Section 
403.8.5.1. The airflows required refer to the delivered airflow 
of the system as installed and tested using a flow hood, flow 
grid, or other airflow measurement device. 


EXCEPTION: The outdoor air duct for supply fan systems and heat or 
energy recovery systems may be prescriptively sized per 
Table 403.8.5.2 for dedicated outdoor air ducts upstream 
of the supply fan. Supply fans shall have the capacity to 
provide the amount of outdoor air required by Section 
403.8.5.1 at 0.40 in. w.g. as per HVI 916 (April 1995). 
When prescriptively sized the system shall be tested and 
balanced using a flow hood, flow-grid, or other airflow 
measurement device. 


6. Whole house ventilation controls for intermittent 
operation shall allow concurrent operation of the forced-air 
fan and the associated outdoor air motorized damper. 


7. Whole house ventilation controls for continuous oper- 
ation shall be provided at the forced-air fan. 


Proposed [50] 


EXCEPTION: Engineered central ventilation systems serving dwelling 
units or sleeping units are not required to have individual 
controls for each dwelling or sleeping unit when 

designed for continuous operation and approved by the 


code official. 


TABLE 403.8.5.2 
PRESCRIPTIVE SUPPLY FAN DUCT SIZING 
Supply Fan Tested cfm at 0.40" w.g. 
Specified Volume from Minimum Smooth Minimum Flexible 
Table 408.1 Duct Diameter Duct Diameter 
50 - 90 cfm 4 inch 5 inch 
90 - 150 cfm 5 inch 6 inch 
150 - 250 cfm 6 inch 7 inch 
250 - 400 cfm 7 inch 8 inch 


403.8.6 Whole house ventilation with exhaust fan systems. 
This section establishes minimum requirements for mechani- 
cal whole house ventilation systems using exhaust fans. 


403.8.6.1 Outdoor air. Exhaust fan only ventilation systems 
shall provide outdoor air to each occupiable space through 
one of the following methods: 

1. Outdoor air may be drawn through air inlets installed 
in exterior walls or windows. The air inlets shall comply with 
all of the following: 

1.1. Inlets shall have controllable, secure openings and 
shall be designed to not compromise the thermal properties of 
the building envelope. 

1.2. Inlets shall be accessible to occupants, including 
compliance with Section 1109.13 of the International Build- 
ing Code for designated accessible units, Type A units and 
Type B units. 

1.3. Inlets shall be screened or otherwise protected from 
entry by insects, leaves, or other material. 

1.4. Inlets shall provide not less than 4 square inches of 
net free area of opening for each 10 cfm of outdoor air 
required in Table 403.3 or Table 403.8.1. 

1.5. Any inlet or combination of inlets which provide 10 
cfm at 10 Pascals as determined by the Home Ventilation 
Institute Air Flow Test Standard (HVI 901 (November 
1996)) are deemed equivalent to 4 square inches of net free 
area. 
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1.6. Each occupiable space shall have a minimum of one 
air inlet that has a minimum of 4 square inches of net free 
area. 


2. (Ge-high-tise-buildings.)) Outdoor air may be drawn 
in through ((operable-windows; deorsteuvers_orother)) 


operable openings to the audor, E aa 


area bone n ed) Each E space shall bë pi 


vided with operable openings with an openable area of not 
less than 4 square inches of net free area of opening for each 
10 cfm of outdoor air required by Table 403.3.1.1 or Table 
403.8.1. Doors exiting to a corridor, court or public way shall 
not be used to provide outdoor air. The operable openings 
shall comply with the following: 

2.1. Openings shall be controllable, securable, and shall 
be designed to not compromise the thermal properties of the 
building envelope. 

2.2. Openings shall be accessible to occupants, including 
compliance with Section 1109.13 of the International Build- 
ing Code for designated accessible units, Type A units and 
Type B units. 

2.3 Openings shall be screened or otherwise protected 
from entry by leaves or other material. 

3. For interior adjoining spaces without outdoor air 
openings, one of the following two options shall be used to 
ventilate the interior adjoining space: 

3.1. Provide a whole house transfer fan at the interior 
adjoining space sized to provide a minimum of the ventila- 
tion rate required per Section 403.8.5.1. The transfer fan shall 
circulate air between the interior room or space and the adja- 
cent habitable space. The transfer fan may operate continu- 
ously or intermittently using controls per Section 403.8.2. 

3.2. Provide a permanent opening to the interior adjoin- 
ing space. Opening shall be unobstructed and shall have an 
area of not less than 8 percent of the floor area of the interior 
adjoining space, but not less than 25 square feet. 


403.8.6.2 Outside air intake locations. All outside air 
intake opening types described in Section 403.8.6.1 shall be 
classified operable openings and shall not be classified as 
mechanical air intakes. The intake locations shall comply 
with Section 403.8.3. 


403.8.6.3 Whole house exhaust system. Whole house 
exhaust system shall be designed and installed to meet all of 
the applicable criteria below: 

1. Whole house ventilation exhaust shall be discharged 
outdoors. 

2. Exhaust outlets shall comply with Section 501.2. 

3. Exhaust ducts in systems which are designed to oper- 
ate intermittently shall be equipped with back-draft dampers. 

4. All exhaust ducts in unconditioned spaces shall be 
insulated to a minimum of R-4.5. Terminal outlet elements 
shall have at least the equivalent net free area of the 
ductwork. 

5. Terminal outlet elements shall be screened or other- 
wise protected as required by Section 501.2.2. 

6. One of the required local exhaust fans for the laundry 
room or bathroom may be designated as the whole house 
exhaust fan. 
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7. Exhaust fans in separate dwelling units or sleeping 
units shall not share common exhaust ducts unless the system 
is engineered for this operation. 

8. Where permitted by Chapter 5 whole house exhaust 
ducts may be combined with other local exhaust ducts. If 
more than one of the exhaust fans in a dwelling unit or sleep- 
ing unit shares a common exhaust duct then each exhaust fan 
shall be equipped with a back-draft damper to prevent the 
recirculation of exhaust air from one room to another room 
via the exhaust ducting system. 


403.8.6.4 Whole house exhaust and transfer fans. Exhaust 
fan construction and sizing shall meet the following criteria. 

1. Exhaust and transfer fans shall be tested and rated in 
accordance with the airflow and sound rating procedures of 
the Home Ventilating Institute (HVI 915, HVI Loudness 
Testing and Rating Procedure, HVI 916, HVI Airflow Test 
Procedure, and HVI 920, HVI Product Performance Certifi- 
cation Procedure). 

2. Installation of system or equipment shall be carried 
out in accordance with manufacturers' design requirements 
and installation instructions. 

3. Fan airflow rating and duct system shall be designed 
and installed to deliver at least the outdoor airflow required 
by Table 403.3 or Table 403.8.1. The airflows required refer 
to the delivered airflow of the system as installed and tested 
using a flow hood, flow grid, or other airflow measurement 
device. 


EXCEPTION: An airflow rating at a pressure of 0.25 in. w.g. may be 


used, provided the duct sizing meets the prescriptive 
requirements of Table 403.8.5.2. 


403.8.6.5 Fan noise. Whole house exhaust and transfer fans 
located 4 feet or less from the interior grille shall have a sone 
rating of 1.0 or less measured at 0.10 inches water gauge. 
Manufacturer's noise ratings shall be determined as per HVI 
915. Remotely mounted fans shall be acoustically isolated 
from the structural elements of the building and from 
attached ductwork using insulated flexible duct or other 
approved material. 


403.8.7 Whole house ventilation integrated with forced- 
air systems. This section establishes minimum requirements 
for mechanical whole house ventilation systems using 
forced-air system fans. 


403.8.7.1 Outdoor air. Forced-air system fan ventilation 
systems shall provide outdoor air through one of the follow- 
ing methods: 

1. A dedicated outdoor air louver and outdoor air duct 
for each dwelling unit or sleeping unit shall supply outdoor 
air to the return side of the forced-air system fan; or 

2. A central outdoor air delivery system that supplies 
multiple dwelling units or sleeping units shall supply outdoor 
air to the return side of the forced air system fan. 

3. For interior adjoining spaces without outdoor air 
openings, one of the following two options shall be used to 
ventilate the interior adjoining space: 

3.1. Provide a whole house transfer fan at the interior 
adjoining space sized to provide a minimum of the ventila- 
tion rate required per Section 403.8.5.1. The transfer fan shall 
circulate air between the interior room or space and the adja- 
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cent habitable space. The transfer fan may operate continu- 
ously or intermittently using controls per Section 403.8.2. 

3.2. Provide a permanent opening to the interior adjoin- 
ing space. Opening shall be unobstructed and shall have an 
area of not less than 8 percent of the floor area of the interior 
adjoining space, but not less than 25 square feet. 


403.8.7.2 Whole house forced-air system. Where outdoor 
air is provided to each habitable dwelling unit or sleeping 
unit by a forced-air system, the outdoor air duct shall be con- 
nected to the return air stream at a point within 4 feet 
upstream of the forced-air unit. It shall not be connected 
directly to the forced-air unit cabinet in order to prevent ther- 
mal shock to the heat exchanger. At a minimum, filtration of 
the outdoor air shall be provided at the forced-air unit. The 
filter shall be accessible for regular maintenance and replace- 
ment. The filter shall have a Minimum Efficiency Rating 
Value (MERV) of at least 6. 

Each habitable space in the dwelling or sleeping unit 
shall be served by a forced-air system with outdoor air con- 
nection. 


403.8.8 Whole house ventilation with supply fan systems. 
This section establishes minimum requirements for mechani- 
cal whole house ventilation systems using supply fan sys- 
tems. 


403.8.8.1 Outdoor air. Supply fan ventilation systems shall 
provide outdoor air through one of the following methods: 

1. A dedicated outdoor air louver and outdoor air duct 
for each dwelling unit or sleeping unit shall supply outdoor 
air to a supply fan; or 

2. A central outdoor air supply fan system shall distrib- 
ute unconditioned or conditioned air to multiple dwelling 
units or sleeping units. 

3. For interior adjoining spaces without outdoor air 
openings, one of the following two options shall be used to 
ventilate the interior adjoining space: 

3.1. Provide a whole house transfer fan at the interior 
adjoining space sized to provide a minimum of the ventila- 
tion rate required per Section 403.8.5.1. The transfer fan shall 
circulate air between the interior room or space and the adja- 
cent habitable space. The transfer fan may operate continu- 
ously or intermittently using controls per Section 403.8.2. 

3.2. Provide a permanent opening to the interior adjoin- 
ing space. Opening shall be unobstructed and shall have an 
area of not less than 8 percent of the floor area of the interior 
adjoining space, but not less than 25 square feet. 


403.8.8.2 Whole house supply system. Where outdoor air is 
provided to each habitable dwelling unit or sleeping unit by 
supply fan systems the outdoor air shall be filtered. 

The system filter may be located at the intake device or 
inline with the fan. The filter shall be accessible for regular 
maintenance and replacement. The filter shall have a Mini- 
mum Efficiency Rating Value (MERV) of at least 6. 


403.8.9 Whole house ventilation with heat recovery or 
energy recovery ventilation systems. This section estab- 
lishes minimum requirements for mechanical whole house 
ventilation systems using heat recovery or energy recovery 
ventilation systems. 
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403.8.9.1 Outdoor air. Heat recovery or energy recovery 
ventilation systems shall provide outdoor air through one of 
the following methods: 

1. A dedicated outdoor air louver and outdoor air duct 
for each dwelling unit or sleeping unit shall supply outdoor 
air to the heat recovery or energy recovery ventilator; or 

2. A central outdoor air heat recovery or energy recovery 
unit shall distribute conditioned air to multiple dwelling units 
or sleeping units. 

3. For interior adjoining spaces without outdoor air 
openings, one of the following two options shall be used to 
ventilate the interior adjoining space: 

3.1. Provide a whole house transfer fan at the interior 
adjoining space sized to provide a minimum of the ventila- 
tion rate required per Section 403.8.5.1. The transfer fan shall 
circulate air between the interior room or space and the adja- 
cent habitable space. The transfer fan may operate continu- 
ously or intermittently using controls per Section 403.8.2. 

3.2. Provide a permanent opening to the interior adjoin- 
ing space. Opening shall be unobstructed and shall have an 
area of not less than 8 percent of the floor area of the interior 
adjoining space, but not less than 25 square feet. 


403.8.9.2 Whole house heat recovery ventilator system. 
Where outdoor air is provided to each habitable dwelling 
unit or sleeping unit by heat recovery or energy recovery ven- 
tilator the outdoor air shall be filtered. The filter shall be 
located on the upstream side of the heat exchanger in both the 
intake and exhaust airstreams with a Minimum Efficiency 
Rating Value (MERV) of at least 6. The system filter may be 
located at the intake device or inline with the fan. The filter 
shall be accessible for regular maintenance and replacement. 


Each habitable space in the dwelling or sleeping unit 


shall be served by a heat recovery ventilator with outdoor air 
connection. 


403.8.10 Local exhaust ventilation and whole house venti- 
lation alternate performance or design requirements. In 
lieu of complying with Sections 403.8.4 or 403.8.5 compli- 
ance with the section shall be demonstrated through engi- 
neering calculations by an engineer licensed to practice in the 
state of Washington or by performance testing. Documenta- 
tion of calculations or performance test results shall be sub- 
mitted to and approved by the building official. Performance 
testing shall be conducted in accordance with approved test 
methods. 


403.8.11 Alternate systems. When approved by the code 
official, systems designed in accordance with ASHRAE 
Standard 62.2 shall be permitted. 


Reviser's note: The brackets and enclosed material in the text of the 
above section occurred in the copy filed by the agency and appear in the Reg- 
ister pursuant to the requirements of RCW 34.08.040. 


NEW SECTION 


WAC 51-52-0407 Section 407—Ambulatory care 
facilities and Group I-2 occupancies. 


407.1 General. Mechanical ventilation for health care facili- 
ties licensed by Washington state shall be designed and 
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installed in accordance with this code and the following pro- 
visions of the Washington Administrative Code (WAC): 

1. Mechanical ventilation in ambulatory care facilities 
shall comply with chapter 246-330 WAC. 

2. Mechanical ventilation for acute care hospitals shall 
comply with chapter 246-320 WAC. 

3. Mechanical ventilation for nursing homes shall com- 
ply with chapter 388-97 WAC. 

Mechanical ventilation for unlicensed ambulatory care 
facilities shall be designed and installed in accordance with 
this code and ASHRAE 170. 


AMENDATORY SECTION (Amending WSR 13-04-053, 
filed 2/1/13, effective 7/1/13) 


WAC 51-52-0504 Section 504—Clothes dryer 
exhaust. 


((504-6-441-Speeifiedtensth, The maximunttensth ofthe 
exhaust duet shall be 35 feet 40668 41m) from the -connee- 
: , ena ees hed ; : 


duet shall-bereduced-inaccordance-with- Table 


504-8)) 504.4 Exhaust installation. Dryer exhaust ducts for 
clothes dryers shall terminate on the outside of the building 


and shall be equipped with a backdraft damper located where 
the duct terminates. Dryer exhaust ducts may terminate at 
exterior wall louvers with openings spaced not less than 1/2- 
inch in any direction. 

Screens shall not be installed at the duct termination. 
Ducts shall not be connected or installed with sheet metal 
screws or other fasteners that will obstruct the exhaust flow. 


Clothes dryer exhaust ducts shall not be connected to a vent 
connector, vent or chimney. Clothes dryer exhaust ducts shall 


not extend into or through ducts or plenums. 

Domestic dryer exhaust ducts may terminate at a com- 
mon exhaust transition piece where each duct has an indepen- 
dent back-draft damper. 


504.10 Common exhaust systems for clothes dryers 
located in multistory structures. Where a common multi- 
story duct system is designed and installed to convey exhaust 
from multiple clothes dryers, the construction of the system 
shall be in accordance with all of the following: 

1. The shaft in which the duct is installed shall be con- 
structed and fire-resistance rated as required by the /nterna- 
tional Building Code. 

2. Dampers shall be prohibited in the exhaust duct. Pen- 
etrations of the shaft and ductwork shall be protected in 
accordance with Section 607.5.5, Exception 2. 

3. Rigid metal ductwork shall be installed within the 
shaft to convey the exhaust. The ductwork shall be con- 
structed of sheet steel having a minimum thickness of 0.0187 
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inch (0.4712 mm) (No. 26 gage) and in accordance with 
SMACNA Duct Construction Standards. 

4. The ductwork within the shaft shall be designed and 
installed without offsets. 

5. The exhaust fan motor design shall be in accordance 
with Section 503.2. 

6. The exhaust fan motor shall be located outside of the 
airstream. 

7. The exhaust fan shall run continuously, and shall be 
connected to a standby power source. 

8. Exhaust fan operation shall be monitored in an 
approved location and shall initiate an audible or visual sig- 
nal when the fan is not in operation. 

9. Makeup air shall be provided for the exhaust system to 
maintain the minimum flow for the exhaust fan when the dry- 
ers are not operating. Additionally, makeup air shall be pro- 
vided when required by Section 504.5. 

10. A cleanout opening shall be located at the base of the 
shaft to provide access to the duct to allow for cleaning and 
inspection. The finished opening shall be not less than 12 
inches by 12 inches (305 mm by 305 mm). 

11. Screens shall not be installed at the termination. 

12. The common multistory duct system shall serve only 
clothes dryers and shall be independent of other exhaust sys- 
tems. 


AMENDATORY SECTION (Amending WSR 13-04-053, 
filed 2/1/13, effective 7/1/13) 


WAC 51-52-0505 Section 505—Domestic kitchen 
exhaust equipment. 


505.1 Domestic systems. Where domestic range hoods and 
domestic appliances equipped with downdraft exhaust are 
((lecated-within-deline units)) provided, such hoods and 
appliances shall discharge to the outdoors through sheet 
metal ducts constructed of galvanized steel, stainless steel, 
aluminum or copper. Such ducts shall have smooth inner 
walls, shall be air tight, shall be equipped with a backdraft 
damper and shall be independent of all other exhaust systems. 

Domestic kitchen exhaust ducts may terminate with 
other domestic dryer exhaust and residential local exhaust 
ducts at a common exhaust transition piece where each duct 
has an independent back-draft damper. 

Listed and labeled exhaust booster fans shall be permit- 
ted when installed in accordance with the manufacturer's 
installation instructions. 


EXCEPTIONS: 


1. In other than Group I-1 and I-2, where installed in 
accordance with the manufacturer's installation instruc- 
tions and where mechanical ventilation is otherwise pro- 
vided in accordance with Chapter 4, listed and labeled 
ductless range hoods shall not be required to discharge to 
the outdoors. 


2. Ducts for domestic kitchen cooking appliances 
equipped with downdraft exhaust systems shall be per- 
mitted to be constructed of Schedule 40 PVC pipe and 
fittings provided that the installation complies with all of 
the following: 

2.1. The duct shall be installed under a concrete slab 
poured on grade. 

2.2. The underfloor trench in which the duct is installed 
shall be completely backfilled with sand or gravel. 
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2.3. The PVC duct shall extend not more than 1 inch (25 
mm) above the indoor concrete floor surface. 

2.4. The PVC duct shall extend not more than 1 inch (25 
mm) above grade outside of the building. 

2.5. The PVC ducts shall be solvent cemented. 


AMENDATORY SECTION (Amending WSR 13-04-053, 
filed 2/1/13, effective 7/1/13) 


WAC 51-52-0506 Section 506—Commercial kitchen 
hood ventilation system ducts and exhaust equipment. 


506.3.9 Grease duct cleanout location, spacing and instal- 
lation. 


506.3.9.1 Grease duct horizontal cleanout. Cleanouts 
located on horizontal sections of ducts shall: 

1. Be spaced not more than 20 feet (6096 mm) apart. 

2. Be located not more than 10 feet (3048 mm) from 
changes in direction that are greater than 45 degrees (0.79 
rad). 

3. Be located on the bottom only where other locations 
are not available and shall be provided with internal dam- 
ming of the opening such that grease will flow past the open- 
ing without pooling. Bottom cleanouts and openings shall be 
approved for the application and installed liquid-tight. 

4. Not be closer than 1 inch (25.4 mm) from the edges of 
the duct. 

5. Have dimensions of not less than 12 inches by 12 
inches (305 mm by 305 mm). Where such dimensions pre- 
clude installation, the openings shall be not less than 12 
inches (305 mm) on one side and shall be large enough to 
provide access for cleaning and maintenance. 

6. Shall be located at grease reservoirs. 


506.3.9.2 Grease duct vertical cleanouts. Where ducts pass 
vertically through floors, cleanouts shall be provided. A min- 
imum of one cleanout shall be provided on each floor. Clea- 
nout openings shall be not less than 1 1/2 inches (38 mm) 
from all outside edges of the duct or welded seams. 


506.3.11 Grease duct enclosures. A commercial kitchen 
grease duct serving a Type I hood that penetrates a ceiling, 
wall, floor or any concealed spaces shall be enclosed from the 
point of penetration to the outlet terminal. In-line exhaust 
fans not located outdoors shall be enclosed as required for 
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International Building Code. The duct enclosure shall serve a 
single grease duct and shall not contain other ducts, piping or 
wiring systems. Duct enclosures shall be ((either)) a shaft 
enclosure in accordance with Section 506.3.11.1, a field- 
applied enclosure assembly in accordance with Section 
506.11.2 or a factory-built enclosure assembly in accordance 
with Section 506.3.11.3. Duct enclosures shall have a fire- 
resistance rating of not less than that of the assembly pene- 
trated. The duct enclosure need not exceed 2 hours but shall 
not be less than | hour. ((Duet-ernelesures-shal be-as_pre- 
sertbed by Section 5063-144 5063-142 6450633) 
Fire dampers and smoke dampers shall not be installed in 
grease ducts. 


EXCEPTION: 


A duct enclosure shall not be required for a grease duct 
that penetrates only a nonfire-resistance-rated roof/ceil- 
ing assembly. 


AMENDATORY SECTION (Amending WSR 13-04-053, 
filed 2/1/13, effective 7/1/13) 


WAC 51-52-0507 Section 507—Commercial kitchen 
hoods. 


shal be-instaHed 


$072,3)) 507.1.2 Domestic cooking appliances used for 
commercial purposes. Domestic cooking appliances uti- 
lized for commercial purposes shall be provided with Type I, 
Type II or residential hoods as required for the type of appli- 
ances and processes in accordance with Table (($0722)) 
507.1.2 and Sections 507.2((,50#42-+- and 5072.2,)) and 


grease ducts. A duct shall penetrate exterior walls only at 
locations where unprotected openings are permitted by the 


507.3. Domestic cooking appliances utilized for domestic 
purposes shall comply with Section 505. 


TABLE ((5872:2)) 507.1.2 
TYPE OF HOOD REQUIRED FOR DOMESTIC COOKING APPLIANCES 


IN THE FOLLOWING SPACES* > 


Type of Space Type of Cooking Type of Hood 
Church 1. Boiling, steaming and warming precooked food | Type II hood 
2. Roasting, pan frying and deep frying Type I hood 
Community or party room in 1. Boiling, steaming and warming precooked food | Residential hood‘ or Type II hood‘ 
apartment and condominium 2. Roasting, pan frying and deep frying Type I hood 
Day care 1. Boiling, steaming and warming precooked food | Residential hood* or Type II hood’ 
2. Roasting, pan frying and deep frying Type I hood 
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Type of Space 


Type of Cooking 


Type of Hood 


Dormitory, boarding home, nurs- 
ing home 


2. Roasting, pan frying and deep frying 


1. Boiling, steaming and warming precooked food | Type I hood 


Type I hood 


Office lunch room 


2. Roasting, pan frying and deep frying 


1. Boiling, steaming and warming precooked food | Residential hood* or Type II hood’ 


Type I hood 


* Commercial cooking appliances shall comply with Section 507.2. 


b Requirements in this table apply to electric or gas fuel appliances only. Solid fuel appliances or charbroilers require Type I hoods. 


€ Residential hood shall ventilate to the outside. 

d Type II hood required when more than one appliance is used. 
507.2 Type I hoods. Type I hoods shall be installed where 
cooking appliances produce grease or smoke as a result of the 


cooking process. Type I hoods shall be installed over 
medium-duty, heavy-duty and extra-heavy-duty cooking 


appliances. 
EXCEPTIONS: 


1. A Type I hood shall not be required for an electric 
cooking appliance where an approved testing agency 
provides documentation that the appliance effluent con- 


tains 5 mg/m or less of grease when tested at an exhaust 
flow rate of 500 cfm in accordance with Section 17 of 
UL 710B. 

2. A Type I hood shall not be required in an R-2 type 
occupancy with not more than 16 residents. 


NEW SECTION 


WAC 51-52-0515 Section 515—Waste or linen chute 
venting. 


515.1 General. Waste or linen chutes shall be gravity vented 
per NFPA 82. 


EXCEPTION: Waste or linen chutes may be mechanically ventilated by 


an exhaust fan. The exhaust fan shall be located outside 
the building at the top of the chute. 


AMENDATORY SECTION (Amending WSR 13-04-053, 
filed 2/1/13, effective 7/1/13) 


WAC 51-52-0601 Section 601—General. 


601.2 Air movement in egress elements. Corridors shall not 
serve as supply, return, exhaust, relief or ventilation air ducts. 


EXCEPTIONS: 1. Use ofa corridor as a source of makeup air for exhaust 
systems in rooms that open directly onto such corridors, 
including toilet rooms, bathrooms, dressing rooms, 
smoking lounges and janitor closets, shall be permitted 
provided that each such corridor is directly supplied with 
outdoor air at a rate greater than the rate of makeup air 
taken from the corridor. 

2. Where located within a dwelling unit, the use of corri- 
dors for conveying return air shall not be prohibited. 

3. Where located within tenant spaces of one thousand 


square feet (93 m?) or less in area, utilization of corridors 
for conveying return air is permitted. 

4. Incidental air movement from pressurized rooms 
within health care facilities, provided that the corridor is 
not the primary source of supply or return to the room. 
5. Where such air is part of an engineered smoke control 
system. 


6. Air supplied to corridors serving residential occupan- 
cies shall not be considered as providing ventilation air 
to the dwelling units and sleeping units subject to the fol- 
lowing: 

6.1 The air supplied to the corridor is one hundred per- 
cent outside air; and 

6.2 The units served by the corridor have conforming 
ventilation air independent of the air supplied to the cor- 
ridor; and 

6.3 For other than high-rise buildings, the supply fan will 
automatically shut off upon activation of corridor smoke 
detectors which shall be spaced at no more than thirty 
feet (9,144 mm) on center along the corridor; or 

6.4 For high-rise buildings, corridor smoke detector acti- 
vation will close required smoke/fire dampers at the sup- 
ply inlet to the corridor at the floor receiving the alarm. 


NEW SECTION 


WAC 51-52-0602 Section 602—Duct construction 
and installation. 


602.1 General. Supply, return, exhaust, relief and ventilation 
air plenums shall be limited to uninhabited crawl spaces, 
areas above a ceiling or below the floor, attic spaces and 
mechanical equipment rooms. Plenums shall be limited to 
one fire area. Air systems that serve multiple fire areas shall 
be ducted from the boundary of the fire area served directly to 
the air-handling equipment. Fuel-fired appliances shall not be 
installed within a plenum. 


AMENDATORY SECTION (Amending WSR 13-04-053, 
filed 2/1/13, effective 7/1/13) 


WAC 51-52-0605 Section 605—Air filters. 


605.1 General. Heating and air-conditioning systems shall 
be provided with approved air filters. Filters shall be installed 
such that all return air, outdoor air and makeup air is filtered 
upstream from any heat exchanger or coil. Filters shall be 
installed in an approved convenient location. Liquid adhesive 
coatings used on filters shall have a flash point not lower than 


325°F (163°C). 


EXCEPTION: 


Chilled beams that are designed to operate above the 
space dew point temperature do not require filtration at 
the terminal device. 


605.4 Particulate matter removal. Particulate matter filters 
or air cleaners having a minimum efficiency reporting value 
(MERV) of not less than 6 for ducted air handlers and not less 
than 4 for ((andueted-aihandiers)) ductless mini-split sys- 
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tems shall be provided upstream of all cooling coils or other 
devices with wetted surfaces through which air is supplied to 
an occupiable space. 


AMENDATORY SECTION (Amending WSR 10-03-099, 
filed 1/20/10, effective 7/1/10) 


WAC 51-52-0606 Section 606—Smoke detection sys- 
tems control. 


606.2.1 Return air systems. Smoke detectors shall be 


installed in return air systems with a design capacity greater 
than 2,000 cfm (0.9 m/s), in the return air duct or plenum 
upstream of any filters, exhaust air connections, outdoor air 
connections, or decontamination equipment and appliances. 


EXCEPTIONS: 


1. Smoke detectors are not required in the return air sys- 
tem where all portions of the building served by the air 
distribution system are protected by area smoke detec- 
tors connected to a fire alarm system in accordance with 
the International Fire Code. The area smoke detection 
system shall comply with Section 606.4. 


2. Smoke detectors are not required in the return air sys- 
tem where all of the return air is exhausted and not recir- 
culated back to any portion of the building. Additionally, 
smoke detectors are not required in the supply system 
that provides the make-up air for the exhaust system. 


606.2.2 Common supply and return air systems. Where 
multiple air-handling systems share common supply or return 
air ducts or plenums with a combined design capacity greater 
than 2,000 cfm (0.9 m?/s), the return air system shall be pro- 
vided with smoke detectors in accordance with Section 
606.2.1. 


EXCEPTION: Individual smoke detectors shall not be required for each 
fan-powered terminal unit, provided that such units do 
not have an individual design capacity greater than 2,000 
cfm (0.9 m?/s) and will be shut down by activation of 
one of the following: 

1. Smoke detectors required by Sections 606.2.1 and 
606.2.3. 

2. An approved area smoke detector system located in 
the return air plenum serving such units. 

3. An area smoke detector system as prescribed in the 
exception to Section 606.2.1. 


In all cases, the smoke detectors shall comply with Sec- 
tions 606.4 and 606.4.1. 

The shut down of fan-powered terminal units may be 
performed by a building automation system upon activation 
of smoke detection as described in Section 606.2.2, Excep- 
tion Items 1, 2, or 3. The building automation system is not 
required to be listed as a smoke control system and is not 
required to comply with UL Standard 864: Standard for Con- 
trol Units and Accessories for Fire Alarm Systems. 


AMENDATORY SECTION (Amending WSR 13-04-053, 
filed 2/1/13, effective 7/1/13) 


WAC 51-52-0928 Section 928—Evaporative cooling 
equipment. 


((928.4-General Evaporative cooling equipment shal— 
+ Benstaled 4naceordance with the manufacturer's 
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2Be-instalted_entevel _platformsin_ accordance with 

3-Have-openingsin-exteriorwalls_or roofs _flashedin 
accordance with the ternational Building Code, 

4-Be providedavith potableswater backflow protection +t 
accordance with backflow requirements inthe plumbing 
eode- 


Seetion-4044.)) 


NEW SECTION 
WAC 51-52-1107 Section 1107—Refrigerant piping. 


1107.2 Piping location. Refrigerant piping that crosses an 
open space that affords passageway in any building shall be 
not less than 7 feet 3 inches (2210 mm) above the floor unless 
the piping is located against the ceiling of such space. Refrig- 
erant piping shall not be placed in the following locations: 

1. A fire-resistance-rated exit access corridor. 

2. An interior exit stairway or ramp. 

3. An exit passageway. 

4. Any elevator, dumbwaiter, or other shaft containing a 
moving object. 

5. A shaft that has openings to a dwelling unit or sleeping 
unit. 

6. A shaft that has openings to a fire-resistance-rated exit 
access corridor, interior exit stairway or ramp, or exit pas- 
sageway. 


NEW SECTION 
WAC 51-52-1200 Chapter 12—Hydronic piping. 


1209.5.1 Slab-on-grade installation. Radiant piping utilized 
in slab-on-grade applications shall be provided with insulat- 
ing materials installed beneath the piping as required by the 
Washington State Energy Code. 


1210.7.6 Expansion tanks. Shutoff valves shall be installed 
at connections to expansion tanks. A method of draining the 
expansion tank downstream of the shutoff valve shall be pro- 
vided. 


AMENDATORY SECTION (Amending WSR 13-04-053, 
filed 2/1/13, effective 7/1/13) 


WAC 51-52-1500 Chapter 15—Referenced stan- 
dards. The following referenced standards are added to 
Chapter 15. 


ASHRAE 
((62-2-2040)) 62.2-2013 Ventilation and Acceptable Indoor 
Air Quality in Low-Rise Residential Buildings 


AMENDATORY SECTION (Amending WSR 13-04-053, 
filed 2/1/13, effective 7/1/13) 


WAC 51-52-21101 Section 101—General. 


101.2 Scope. This code shall apply to the installation of fuel 
gas piping systems, fuel gas utilization equipment, gaseous 
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hydrogen systems and regulated accessories in accordance 
with Section 101.2.1 through 101.2.5. 


EXCEPTIONS: 1. Detached one- and two-family dwellings and multiple 
single-family dwellings (townhouses) not more than 
three stories high with separate means of egress and their 
accessory structures shall comply with the Jnternational 
Residential Code. 

2. The standards for liquefied petroleum gas installations 
shall be the ((20H)) 2014 Edition of NFPA 58 (Lique- 
fied Petroleum Gas Code) and the ((2042)) 2015 Edition 
of ANSI Z223.1/NFPA 54 (National Fuel Gas Code). 


AMENDATORY SECTION (Amending WSR 13-04-053, 
filed 2/1/13, effective 7/1/13) 


WAC 51-52-21401 Chapter 4—Gas piping installa- 
tions. 
((404+9-Identifieation, Eachtensth of pipe andtubing and 
each_-pipe fitting utilized in-a-mechanical system shal bear 

he identificati i ; j 


lesshalh hpi halj ated onthef 
ing or nipple packaging or provided documentation.)) 


AMENDATORY SECTION (Amending WSR 13-04-053, 
filed 2/1/13, effective 7/1/13) 


WAC 51-52-21601 Chapter 6—Specific appliances. 


((644.7-4 Protection required, Protective shield plates-shaH 
be-provided in accordance with Section 644.63.)) 


WSR 15-16-099 
PROPOSED RULES 
BUILDING CODE COUNCIL 
[Filed August 4, 2015, 8:39 a.m.] 


Original Notice. 

Preproposal statement of inquiry was filed as WSR 15- 
10-078. 

Title of Rule and Other Identifying Information: Adop- 
tion and amendment of the 2015 Uniform Plumbing Code 
(UPC), chapter 51-56 WAC. 

Hearing Location(s): Fire Department Training Center, 
1618 South Rebecca Street, Spokane, WA, on September 11, 
2015, at 10 a.m.; and at the DES Presentation Room, 1500 
Jefferson S.E., Olympia, WA 98504, on October 16, 2015, at 
10 a.m. 

Date of Intended Adoption: November 13, 2015. 

Submit Written Comments to: Dave Kokot, Chair, State 
Building Code Council (SBCC), P.O. Box 41449, Olympia, 
WA 98504-1449, e-mail sbec@ga.wa.gov, fax (360) 586- 
9088, by October 23, 2015. 

Assistance for Persons with Disabilities: Contact Peggy 
Bryden by August 24, 2015, (360) 407-9280. 

Purpose of the Proposal and Its Anticipated Effects, 
Including Any Changes in Existing Rules: The proposed 
rules adopt the most recently published edition of the UPC 
and make changes to the state amendments to this code. 


WSR 15-16-099 


1. The referenced edition of the model code, the UPC, 
was changed to the 2015 edition. The 2015 UPC was reorga- 
nized to move the referenced standards chapter to the end of 
the document, from Chapter 14 to Chapter 17. This change 
also renumbered Chapters 15 (Firestop Protection), 16 
(Alternate Water Sources) and 17 (Nonpotable Rainwater 
Catchment) to Chapters 14, 15 and 16, respectively. 

2. The language in WAC 51-56-008 was modified to be 
consistent with the same section in other state building code 
adoption documents (1.e., building code, residential code, 
etc.). 

3. Chapter 1 was reorganized and the state amendments 
were renumbered as a result. 

4. The state amendment for the definition of plumbing 
system was modified to reflect changes in the model code ter- 
minology. A new section, 301.3.2, was added to make it more 
explicit that local jurisdictions may adopt amendments for 
alternate means and methods, as allowed by chapter 19.27 
RCW. 

5. Section 301.3 was modified to use the same language 
as that found in other portions of the state code (i.e., building 
code, residential code, etc.). 

6. Section 310.4 was modified to include reference to the 
new section on circuit venting. 

7. Section 312.6 was modified to be consistent with the 
insulation requirements in the Washington State Energy 
Code (WSEC). 

8. Chapter 4 was another chapter that was significantly 
reorganized. The 2015 edition of the UPC no longer has a 
dedicated water conservation section. The majority of the 
changes in this chapter are the result of moving the state 
amendment language into the appropriate model code sec- 
tion. The only technical changes to the state amendments 
within this chapter are in Sections 402.5 and 415.2. Section 
402.5 was previously modified for consistency with the Inter- 
national Residential Code. That modification created an 
inconsistency with the International Building Code. The lan- 
guage now has separate fixture placement spacing for resi- 
dential and nonresidential occupancies. In Section 415.2, 
new language on the use of alternates to drinking fountains 
was not adopted because the building code requirements take 
precedence over the plumbing code. 

9. Section 501.0 was modified at the national level to 
provide clarity and better direction of the installation of water 
heaters. 

10. Section 507.2 was amended to provide clarity and 
make it explicit that water heaters must be anchored. Previ- 
ously, this section had cited seismic zones where strapping 
was required. All of Washington state fell within the cited 
zones. The amendment just removed the zone citation. 

11. Section 601.1 was modified to include references to 
backflow devices and assemblies, which are also regulated by 
this chapter. 

12. Section 603.5.13 was renumbered to become Section 
603.4.9. The language was updated to reflect that in the 2015 
UPC ("... with atmospheric vents or ports" added). 

13. The state amendment to Section 604.11 was deleted, 
since this language was adopted into the 2015 edition of the 
UPC. 
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14. A title was added to Section 604.14 to match the for- 
matting of the model code. 


15. Section 606.5 was amended to change the require- 
ment from having shutoff valves for parallel water systems 
being "readily accessible" to just "accessible." This item was 
identified as having a potential for increasing cost with little 
gain. There would be no hindrance in having the shutoff 
being behind a panel door or similar circumstance. 


16. Section 608.3 was modified to specify that expansion 
tanks were only necessary on instantaneous/on demand hot 
water systems when required by the manufacturer, such as 
when used on a hydronic heating system. The model code 
language was split into two separate sections as part of the 
modification. 


17. Item 4 of Section 609.9 was modified to correlate 
with department of health (DOH) rules, specifying that test- 
ing of a potable water system must be done by an approved 
lab. 


18. Section 613.0 was renumbered as 609.11 to coordi- 
nate with a new section added to the model code. This new 
section was not adopted; instead, the existing language, 
which coordinates with WSEC, is retained and moved to the 
new location. 


19. A title was added to Section 610.4 to match the for- 
matting of the model code. 


20. Section 611.1 was modified to include an indication 
that some drinking water treatment systems could be regu- 
lated by DOH as a public water system. 


21. The 2015 UPC contains new specifications for the 
design of residential fire sprinklers. This new section is not 
adopted. Instead, the existing state amendment is retained, 
pointing users to the International Residential Code for those 
specifications. 


22. State amendments to Sections 705.4.2 and 710.3 
were deleted. It was determined that changes made to the 
2015 model code adequately covered the concerns repre- 
sented in the amendments. 


23. The amendment to Section 707.4 deletes a new 
requirement in the 2015 UPC to require cleanouts on all uri- 
nals, regardless of location. It was felt this requirement was 
costly and unnecessary. 


24. The amendment to Section 707.9 reinstates require- 
ments from the 2012 edition of the UPC regarding distance of 
the cleanouts to the access point for those cleanouts. It was 
felt that the change in distance, from twenty feet down to five 
feet, could pose a serious hardship and cost, especially for 
residential applications. 


25. The state amendment to Section 908.2 was deleted. 
The state amendment had added bidets to the list of fixtures 
allowed to be connected to a horizontal wet vent. The 2015 
language went from listing the fixtures to using the defined 
term "bathroom group," which includes bidets. 


26. The new Section 908.2.4 in the 2015 UPC is not 
adopted. This section would require that the water closet con- 
nection be downstream of other connections. The new Sec- 
tion 911 on circuit venting would allow the water closet to be 
upstream and be compliant, so this section adds an element of 
confusion that is not necessary. 
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27. The state amendment to Section 1014.1.3 was 
deleted. The concerns raised were adequately addressed by 
changes to this section by the model code. 

28. Chapter 11 was reorganized slightly and the number- 
ing was changed to match the model code. Section 1101.4 
was modified to coordinate with changes to the model code 
that replaced "brass" with "copper alloy" and also added 
stainless steel. 

29. Chapter 13 was significantly reorganized to correlate 
better with NFPA 99. The majority of the state amendments 
were deleted, as they were no longer necessary. The state 
amendment to Section 1321.3 (which really should have been 
1312.3) was relocated to 1305.3 and updated with the appro- 
priate DOH WAC references. 

30. A new state amendment was added to Section 
1303.8, to clarify that the intent of the requirement was for 
two approved mains into a hospital, not necessarily coming 
from two different sources or purveyors, to ensure water sup- 
ply when maintenance was necessary on the line. 

31. The referenced standards were relocated to Chapter 
17 and remain unchanged. 

32. Chapter 15, in addition to be [being] relocated, was 
also reorganized into a more coherent chapter. Redundancies 
were mostly eliminated with the creation of an initial general 
requirements section. The majority of the existing state 
amendments were deleted, with the exception of Section 
1603.11.2.3/1603.12.2.3 which became 1501.11.2.3, Section 
1502.0 which became Section 1602.0, 1603.4 which became 
1503.4, and 1604.1 which became 1504.1. In addition, the 
following new amendments were added for consistency with 
other state regulations: 

(1) Section 1501.1.1 was modified for consistency with 
DOH rules for use of reclaimed water. This amendment pro- 
hibits the use of reclaimed water to flush toilets in residential 
applications where the residents have the ability to modify or 
repair the system. 

(2) Section 1501.2 was also amended to harmonize with 
DOH standards for gray water. This amendment deletes 
exceptions allowing designs for small systems to be per- 
formed by someone other than a registered design profes- 
sional. 

(3) Section 1501.7 was amended to reference DOH 
requirements for treatment of gray water. 

(4) Section 1501.13.1 incorporates the previous state 
amendment to 1601.10 on system abandonment with new 
model code language. 

(5) Section 1504.10.2 was amended, again to harmonize 
with DOH requirements, to reference specific treatment crite- 
ria for nonpotable water. 

(6) Finally, Section 1504.10.2 was deleted. This is a 
redundant water quality section and is adequately covered by 
Section 1501.7 in the general section. 

33. Chapter 16 was modified by the model code in a 
manner similar to Chapter 15. Two existing state amend- 
ments were deleted entirely - 1702.2, Permits, and 1702.2.3 
Plan Submission. The remaining existing amendments were 
renumbered and retained. The amendment to former Section 
1702.12, on abandonment, was renumbered as Section 
1601.11.1 and modified with new model code language. 

34. Chapter 17 - See item 1. 
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Reasons Supporting Proposal: RCW 19.27.031 and 
19.27.074. 

Statutory Authority for Adoption: RCW 19.27.031 and 
19.27.074. 

Statute Being Implemented: Chapters 19.27 and 34.05 
RCW. 

Rule is not necessitated by federal law, federal or state 
court decision. 

Agency Comments or Recommendations, if any, as to 
Statutory Language, Implementation, Enforcement, and Fis- 
cal Matters: SBCC is seeking comments on the issues pro- 
posed in the rules shown below. 

Name of Proponent: SBCC, governmental. 

Name of Agency Personnel Responsible for Drafting 
and Implementation: Krista Braaksma, 1500 Jefferson S.E., 
P.O. Box 41449, Olympia, WA, (360) 407-9278; and 
Enforcement: Local jurisdictions. 

No small business economic impact statement has been 
prepared under chapter 19.85 RCW. As part of the review 
process, the technical advisory group examined all changes to 
the plumbing code and found no items with a disproportional 
impact on small businesses. Five items with possible cost 
impact were both amended to remove any impact. 

Section 418.3 does not require a floor drain for all boiler 
rooms. 

Section 606.5 was amended to require the valves be 
"accessible" but not "readily accessible." 

Section 608.3 provides exemptions from the requirement 
for thermal expansion tanks. 

Section 707.4 does not require cleanouts on all urinals. 

Section 707.9 does not adopt the decreased distance for 
access to cleanouts. 

SBCC is not one of the agencies identified as required to 
prepare a school district impact statement. 

A cost-benefit analysis is not required under RCW 
34.05.328. SBCC is not one of the agencies identified as 
required to prepare an analysis. 


August 4, 2015 
David F. Kokot 
Council Chair 


Chapter 51-56 WAC 


STATE BUILDING CODE ADOPTION AND AMEND- 
MENT OF THE ((2642)) 2015 EDITION OF THE UNI- 
FORM PLUMBING CODE 


AMENDATORY SECTION (Amending WSR 13-04-054, 
filed 2/1/13, effective 7/1/13) 


WAC 51-56-003 Uniform Plumbing Code. The 
((2042)) 2015 edition of the Uniform Plumbing Code, includ- 
ing Appendices A, B, and I, published by the International 
Association of Plumbing and Mechanical Officials, is hereby 
adopted by reference with the following additions, deletions 
and exceptions: Provided that chapters 12 and ((45)) 14 of 
this code are not adopted. Provided further, that those 
requirements of the Uniform Plumbing Code relating to vent- 
ing and combustion air of fuel fired appliances as found in 


WSR 15-16-099 


chapter 5 and those portions of the code addressing building 
sewers are not adopted. 


AMENDATORY SECTION (Amending WSR 13-04-054, 
filed 2/1/13, effective 7/1/13) 


WAC 51-56-008 Implementation. The Uniform 
Plumbing Code adopted by chapter 51-56 WAC shall 
become effective in all counties and cities of this state on July 


1, (2043 mlesstoeal government residential amendments 
have-been approved bythe state building ecode-counet)) 
2016. 


AMENDATORY SECTION (Amending WSR 13-04-054, 
filed 2/1/13, effective 7/1/13) 


WAC 51-56-0100 Chapter 1—Administration. 


((464-4-4-4)) 102.1 Conflict Between Codes. Delete para- 
graph. 


((403-43)) 103.3.1 Certification. State rules and regulations 
concerning certification shall apply. 


AMENDATORY SECTION (Amending WSR 13-23-094, 
filed 11/20/13, effective 4/1/14) 


WAC 51-56-0200 Chapter 2—Definitions. 


205.0 Certified Backflow Assembly Tester - A person cer- 
tified by the Washington state department of health under 
chapter 246-292 WAC to inspect (for correct installation and 
approval status) and test (for proper operation), maintain and 
repair (in compliance with chapter 18.106 RCW) backflow 
prevention assemblies, devices and air gaps. 


210.0 Hot Water - Water at a temperature exceeding or 
equal to 100°F. 


211.0 Insanitary - A condition that is contrary to sanitary 
principles or is injurious to health. 

Conditions to which "insanitary" shall apply include the fol- 
lowing: 

(1) A trap that does not maintain a proper trap seal. 

(2) An opening in a drainage system, except where law- 
ful, that is not provided with an approved liquid-sealed trap. 

(3) A plumbing fixture or other waste discharging recep- 
tor or device that is not supplied with water sufficient to flush 
and maintain the fixture or receptor in a clean condition, 
except as otherwise provided in this code. 

(4) A defective fixture, trap, pipe, or fitting. 

(5) A trap, except where in this code exempted, directly 
connected to a drainage system, the seal of which is not pro- 
tected against siphonage and backpressure by a vent pipe. 

(6) A connection, cross-connection, construction, or 
condition, temporary or permanent, that would permit or 
make possible by any means whatsoever for an unapproved 
foreign matter to enter a water distribution system used for 
domestic purposes. 

(7) The foregoing enumeration of conditions to which 
the term "insanitary" shall apply, shall not preclude the appli- 
cation of that term to conditions that are, in fact, insanitary. 
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218.0 Plumbing System - Includes all potable water, build- 
ing supply and distribution pipes, all reclaimed or other alter- 
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materials or methods, the code official shall have the author- 
ity to require tests as evidence of compliance to be made at no 


nate source water systems, all rainwater systems, all plumb- 
ing fixtures and traps, all drainage and vent pipe(s), and all 
building drains including their respective joints and connec- 
tion, devices, receptors, and appurtenances within the prop- 
erty lines of the premises and shall include potable water pip- 
ing, potable water treating or using equipment, medical gas 
and medical vacuum systems, and water heaters: Provided, 
That no certification shall be required for the installation of a 
plumbing system within the property lines and outside a 
building. 


225.0 Water/Wastewater Utility - A public or private 
entity, including a water purveyor as defined in chapter 246- 
290 WAC, which may treat, deliver, or do both functions to 
reclaimed (recycled) water, potable water, or both to whole- 
sale or retail customers. 


AMENDATORY SECTION (Amending WSR 13-04-054, 
filed 2/1/13, effective 7/1/13) 


WAC 51-56-0300 Chapter 3—General regulations. 


301.1.2 Standards. Standards listed or referred to in this 
chapter or other chapters cover materials which will conform 
to the requirements of this code, when used in accordance 
with the limitations imposed in this or other chapters thereof 
and their listing. Where a standard covers materials of vari- 
ous grades, weights, quality, or configurations, the portion of 
the listed standard that is applicable shall be used. Design and 
materials for special conditions or materials not provided for 
herein ((are-aHewed)) shall be permitted to be used by special 
permission of the authority having jurisdiction after the 
authority having jurisdiction has been satisfied as to their 
adequacy in accordance with Section 301.2. 


301.3 Alternative Materials, Design and Methods of Con- 
struction and Equipment. The provisions of this code are 
not intended to prevent the installation of any material or to 
prohibit any design or method of construction not specifically 
prescribed by this code, provided that any such alternative 
has been approved. An alternative material, design or method 
of construction shall be approved where the code official 
finds that the proposed design is satisfactory and complies 
with the intent of the provisions of this code, and that the 
material, method or work offered is, for the purpose intended, 
at least the equivalent of that prescribed in this code in qual- 
ity, strength, effectiveness, fire resistance, durability and 
safety. Where the alternate material, design or method of con- 
struction is not approved, the code official shall respond in 
writing, stating the reasons why the alternative was not 


approved. 


301.3.1 Research Reports. Supporting data, where neces- 
sary to assist in the approval of materials or assemblies not 
specifically provided for in this code, shall consist of valid 
research reports from approved sources. 


301.3.2 Tests. Whenever there is insufficient evidence of 
compliance with the provisions of this code, or evidence that 
a material or method does not conform to the requirements of 
this code, or in order to substantiate claims for alternative 
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expense to the jurisdiction. Test methods shall be as specified 
in this code or by other recognized test standards. In the 
absence of recognized and accepted test methods, the code 
official shall approve the testing procedures. Tests shall be 
performed by an approved agency. Reports of such tests shall 
be retained by the code official for the period required for 
retention of public records. 


301.3.3 Material Use and Energy Efficiency. Jurisdictions 
are permitted to adopt or approve the use of material efficient 


and energy efficient methods of plumbing installation as rec- 
ognized or prescribed by national codes and standards. 


310.4 Use of Vent and Waste Pipes. Except as hereinafter 
provided in Sections 908.0((,-969-0-940-9;)) through 911.0 
and Appendix C, no vent pipe shall be used as a soil or waste 
pipe, nor shall any soil or waste pipe be used as a vent. 


312.6 Freezing Protection. No water, soil, or waste pipe 
shall be installed or permitted outside of a building, in attics 
or crawl spaces, or in an exterior wall unless, where neces- 
sary, adequate provision is made to protect such pipe from 
freezing. All hot and cold water pipes installed outside the 
conditioned space shall be insulated to a minimum ((R-4)) R- 
3. 


312.7 Fire-Resistant Construction. All pipe penetrating 
floor/ceiling assemblies and fire-resistance rated walls or par- 
titions shall be protected in accordance with the requirements 
of the building code. 


AMENDATORY SECTION (Amending WSR 13-04-054, 
filed 2/1/13, effective 7/1/13) 


WAC 51-56-0400 Chapter 4—Plumbing fixtures and 
fixture fittings. 


402.5 Setting. Fixtures shall be set level and in proper align- 
ment with reference to adjacent walls. No water closet or 
bidet shall be set closer than fifteen (15) inches (381 mm) 
from its center to any side wall or obstruction nor closer than 
thirty (30) inches (762 mm) center to center to any similar 
fixture. The clear space in front of any water closet or bidet 
shall be not less than ((#yenty-ene-2h inehes_S533-mm))) 
twenty-four (24) inches (610 mm). No urinal shall be set 
closer than twelve (12) inches (305 mm) from its center to 
any side wall or partition nor closer than twenty-four (24) 
inches (610 mm) center to center. 


EXCEPTIONS: 


grab bars shall not be considered obstructions.)) 1. The 
clear space in front of a water closet, lavatory or bidet in 
dwelling units and sleeping units shall be not less than 
21 inches (533 mm). 

2. The installation of paper dispensers or accessibility 
grab bars shall not be considered obstructions. 
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403.6.2)) 405.4 Application. No individual, public or private 
corporation, firm, political subdivision, government agency, 
or other legal entity, may, for purposes of use in the state of 
Washington, distribute, sell, offer for sale, import, install, or 
approve for installation any plumbing fixtures or fittings 
unless the fixtures or fittings meet the standards as provided 
for in this ((seetien)) chapter. 


407.2 Water Consumption. The maximum water use 
allowed in gallons per minute (gpm) or liters per minute 
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(lpm) for any of the following faucets and replacement aera- 
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No water closet that operates on a continuous flow or contin- 


tors is the following: 


Lavatory faucets 2.5 gpm/9.5 lpm 
Kitchen faucets 2.5 gpm/9.5 lpm 
Replacement aerators 2.5 gpm/9.5 Ipm 


Public lavatory faucets other than 
metering 


407.4 Metering Valves. Lavatory faucets located in 
restrooms intended for use by the general public shall be 
equipped with a metering valve designed to close by spring or 
water pressure when left unattended (self-closing). 


0.5 gpm/1.9 Ipm 


EXCEPTIONS: 


uous flush basis shall be permitted. 


EXCEPTIONS: 1. Water closets located in day care centers, intended for 
use by young children may have a maximum water use 


of 3.5 gallons per flush or 13.25 liters per flush. 


2. Water closets with bed pan washers may have a maxi- 
mum water use of 3.5 gallons per flush or 13.25 liters per 
flush. 

3. Blow out bowls, as defined in ANSI/ASME 
A112.19.2M, Section 5.1.2.3 may have a maximum 
water use of 3.5 gallons per flush or 13.25 liters per 
flush. 


412.1 Application. Urinals shall comply with ASME 
A112.19.2/CSA B45.1, ASME A112.19.19, or CSA B45.5/ 


1. Where designed and installed for use by persons with 
a disability. 

2. Where installed in day care centers, for use primarily 
by children under 6 years of age. 


408.2 Water Consumption. Showerheads shall have a max- 
imum flow rate of not more than 2.5 gpm at 80 psi (9.5 L/m 
at 552 kPa), in accordance with ASME A112.18.1/CSA 
B125.1. 


EXCEPTION: 


Emergency use showers shall be exempt from the maxi- 
mum water usage rates. 


408.4 Waste Outlet. Showers shall have a waste outlet and 
fixture tailpiece not less than two (2) inches (50 mm) in diam- 
eter. Fixture tailpieces shall be constructed from the materials 
specified in Section 701.1 for drainage piping. Strainers serv- 
ing shower drains shall have a waterway at least equivalent to 
the area of the tailpiece. 


EXCEPTION: In a residential dwelling unit where a 2 inch waste is not 
readily available and approval of the AHJ has been 
granted, the waste outlet, fixture tailpiece, trap and trap 
arm may be 1-1/2 inch when an existing tub is being 
replaced by a shower sized per Section 408.6(2). This 
exception only applies where one shower head rated at 


2.5 gpm is installed. 


408.6 Shower Compartments. Shower compartments, 
regardless of shape, shall have a minimum finished interior of 
nine hundred (900) square inches (0.58 m°) and shall also be 
capable of encompassing a thirty (30) inch (762 mm) circle. 
The minimum required area and dimensions shall be mea- 
sured at a height equal to the top of the threshold and at a 
point tangent to its centerline. The area and dimensions shall 
be maintained to a point of not less than seventy (70) inches 
(1.778 mm) above the shower drain outlet with no protru- 
sions other than the fixture valve or valves, shower head, 
soap dishes, shelves, and safety grab bars or rails. Fold-down 
seats in accessible shower stalls shall be permitted to pro- 
trude into the thirty (30) inch (762 mm) circle. 
EXCEPTIONS: 1. Showers that are designed to comply with ICC/ANSI 
A117.1. 
2. The minimum required area and dimension shall not 
apply for a shower receptor having overall dimensions 
of not less than thirty (30) inches (762 mm) in width and 
sixty (60) inches (1,524 mm) in length. 


411.2 Water Consumption. Water closets shall have a max- 
imum consumption not to exceed 1.6 gallons (6.0 L) of water 
per flush in accordance with ASME A112.19.2/CSA B45.1. 
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IAPMO Z124. Urinals shall have an average water consump- 
tion not to exceed 1 gallon (3.8 L) of water per flush. No uri- 
nal that operates on a continuous flow or continuous flush 
basis shall be permitted. 


414.3 Drainage Connection. Domestic dishwashing 
machines shall discharge indirectly through an air gap fitting 
in accordance with Section 807.4 into a waste receptor, a wye 
branch fitting on the tailpiece of a kitchen sink, or dishwasher 
connection of a food waste ((grinder)) disposer. Commercial 
dishwashing machines shall discharge indirectly through an 
air gap. 


415.2 Drinking Fountain Alternatives. This section is not 
adopted. See Building Code chapter 29. 


418.3 Location of Floor Drains. Floor drains shall be 
installed in the following areas: 

1. Toilet rooms containing two (2) or more water closets 
or a combination of one (1) water closet and one (1) urinal, 
except in a dwelling unit. The floor shall slope toward the 
floor drains. 

2. Laundry rooms in commercial buildings and common 
laundry facilities in multifamily dwelling buildings. 


422.0 Minimum Number of Required Fixtures. For mini- 
mum number of plumbing fixtures required, see Building 
Code chapter 29 and Table 2902.1. 


Sections 422.1 through 422.5 and Table 422.1 are not 
adopted. 


AMENDATORY SECTION (Amending WSR 13-04-054, 
filed 2/1/13, effective 7/1/13) 


WAC 51-56-0500 Chapter 5—Water heaters. 


501.0 General. The regulations of this chapter shall govern 
the construction, location, and installation of fuel burning and 
other types of water heaters heating potable water. The mini- 
mum capacity for water heaters shall be in accordance with 
the first hour rating listed in Table 501.1. See the Mechanical 
Code for combustion air and installation of all vents and their 


connectors. AGH desten construction ne Ten amp 
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tion. A list of accepted water heater appliance standards is 
referenced in Table 501(2). Listed appliances shall be 
installed in accordance with the manufacturer's installation 


be hereinafter installed that does not comply with the manu- 


instructions. Unlisted water heaters shall be permitted in 


facturer's installation instructions and the type and model of 


accordance with Section 504.3.2. 


each size thereof approved by the authority having jurisdic- 


TABLE 501.1! 


Number of Bathrooms 1 to 1.5 2 to 2.5 3 to 3.5 
Number of Bedrooms 1 2 3 2 3 4 5 3 4 5 6 
First Hour Rating’, Gallons 42 54 54 54 67 67 80 67 80 80 80 


Notes: ‘The first hour rating is found on the "Energy Guide" label. 


Nonstorage and solar water heaters shall be sized to meet 
the appropriate first hour rating as shown in the table. 


3For replacement water heaters, see Section (($0-46)) 102.4. 


504.1 Location. Water heater installation in bedrooms and 
bathrooms shall comply with one of the following: 

(1) Fuel-burning water heaters may be installed in a 
closet located in the bedroom or bathroom provided the 
closet is equipped with a listed, gasketed door assembly and 
a listed self-closing device. The self-closing door assembly 
shall meet the requirements of Section 505.1.1. The door 
assembly shall be installed with a threshold and bottom door 
seal and shall meet the requirements of Section 505.1.2. All 
combustion air for such installations shall be obtained from 
the outdoors in accordance with the International Mechanical 
Code. The closet shall be for the exclusive use of the water 
heater. 


(2) Water heater shall be of the direct vent type. 


505.2 Safety Devices. All storage-type water heaters deriv- 
ing heat from fuels or types of energy other than gas, shall be 
provided with, in addition to the primary temperature con- 
trols, an over-temperature safety protection device con- 
structed, listed, and installed in accordance with nationally 
recognized applicable standards for such devices and a com- 
bination temperature and pressure relief valve. 


506.0 Combustion Air. For issues relating to combustion 
air, see the Mechanical Code. 


Sections 506.1 through 506.9 are not adopted. 
Sections 507.6 through 507.9 are not adopted. 


507.2 Seismic Provisions. Water heaters shall be anchored 
or strapped to resist horizontal displacement due to earth- 
quake motion. Strappings shall be at points within the upper 
one-third and lower one-third of its vertical dimensions. At 
the lower point, a distance of not less than four (4) inches 
(9,102 mm) shall be maintained from the controls to the 


strapping. 


507.13 Installation in Garages. Appliances in garages and 
in adjacent spaces that open to the garage and are not part of 
the living space of a dwelling unit shall be installed so that 
burners, burner-ignition devices and ignition sources are 
located not less than eighteen (18) inches above the floor 
unless listed as flammable vapor ignition resistant. 


[63] 


507.16 Venting of Flue Gases - Delete entire section. 
Sections 507.18 through 507.22 are not adopted. 
509.0 Venting of Equipment. Delete entire section. 


510.0 Sizing of Category I Venting Systems. Delete entire 
section. 


511.0 Direct Vent Equipment. Delete entire section. 


AMENDATORY SECTION (Amending WSR 13-23-094, 
filed 11/20/13, effective 4/1/14) 


WAC 51-56-0600 Chapter 6—Water supply and dis- 
tribution. 


601.1 Applicability. This chapter shall govern the materials, 
design and installation of water supply systems, including 
backflow prevention devices, assemblies and methods used 
for backflow prevention. 


603.1 General. Cross-connection control shall be provided in 
accordance with the provisions of this chapter. Devices or 
assemblies for protection of the public water system must be 
models approved by the department of health under WAC 
246-290-490. The authority having jurisdiction shall coordi- 
nate with the local water purveyor where applicable in all 
matters concerning cross-connection control within the prop- 
erty lines of the premises. 

No person shall install any water operated equipment or 
mechanism, or use any water treating chemical or substance, 
if it is found that such equipment, mechanism, chemical or 
substance may cause pollution or contamination of the 
domestic water supply. Such equipment or mechanism may 
be permitted only when equipped with an approved backflow 
prevention device or assembly. 


603.2 Approval of Devices or Assemblies. Before any 
device or assembly is installed for the prevention of back- 
flow, it shall have first been approved by the authority having 
jurisdiction. Devices or assemblies shall be tested for confor- 
mity with recognized standards or other standards acceptable 
to the authority having jurisdiction. Backflow prevention 
devices and assemblies shall comply with Table 603.2, 
except for specific applications and provisions as stated in 
Section 603.5.1 through 603.5.21. 

All devices or assemblies installed in a potable water 
supply system for protection against backflow shall be main- 
tained in good working condition by the person or persons 
having control of such devices or assemblies. Such devices or 
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assemblies shall be tested in accordance with Section 603.4.2 
and WAC 246-290-490. If found to be defective or inopera- 
tive, the device or assembly shall be replaced or repaired. No 
device or assembly shall be removed from use or relocated or 
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other device or assembly substituted, without the approval of 
the authority having jurisdiction. 

Testing shall be performed by a Washington state depart- 
ment of health certified backflow assembly tester. 


TABLE 603.2 
Backflow Prevention Devices, Assemblies and Methods 
The following line is deleted from the table: 


carbonated beverage 
dispensers (two inde- 
pendent check valves 
with a vent to the atmo- 
sphere.) 


Pollution Contamination 
(Low Hazard) (High Hazard) 
Device, Assembly or Applicable Back Back Back Back 
Method Standards Siphonage Pressure Siphonage Pressure Installation 
Backflow preventer for | ASSE 1022 X Installation includes 


carbonated beverage 
machines or dispensers. 
These devices operate 
under intermittent or 
continuous pressure 
conditions. 


603.4.2 Testing. For devices and assemblies other than those 
regulated by the Washington department of health in con- 
junction with the local water purveyor for the protection of 
public water systems, the authority having jurisdiction shall 
ensure that the premise owner or responsible person shall 
have the backflow prevention assembly tested by a Washing- 
ton state department of health certified backflow assembly 
tester: 

(1) At the time of installation, repair or relocation; and 

(2) At least on an annual schedule thereafter, unless more 
frequent testing is required by the authority having jurisdic- 
tion. 


603.4.9 Prohibited Location. Backflow prevention devices 
with atmospheric vents or ports shall not be installed in pits, 
underground or in submerged locations. Backflow preventers 
shall not be located in any area containing fumes or aerosols 
that are toxic, poisonous, infectious, or corrosive. 


603.5.6 Protection from Lawn Sprinklers and Irrigation 
Systems. Potable water supplies to systems having no pumps 
or connections for pumping equipment, and no chemical 
injection or provisions for chemical injection, shall be pro- 
tected from backflow by one of the following: 

(1) Atmospheric vacuum breaker (AVB). 

(2) Pressure vacuum breaker backflow prevention 
assembly (PVB). 

(3) Spill-resistant pressure vacuum breaker (SVB). 

(4) Reduced pressure principle backflow prevention 
assembly (RP). 

(5) A double check valve backflow prevention assembly 
(DC) may be allowed when approved by the water purveyor 
and the authority having jurisdiction. 


603.5.10 Steam or Hot Water Boilers. Potable water con- 
nections to steam or hot water boilers shall be protected by an 
air gap or a reduced pressure principle backflow preventer. 


603.5.12 Beverage Dispensers. Potable water supply to car- 
bonators shall be protected by a listed reduced pressure prin- 
ciple backflow preventer as approved by the authority having 
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jurisdiction for the specific use. The backflow preventer shall 
be located in accordance with Section 603.4.3. The piping 
downstream of the backflow preventer shall not be of copper, 
copper alloy, or other material that is affected by carbon 
dioxide. 


((603.543-Prehibitedt ion- Backi hal 
not -betecated+n-any_area-containine fumes-oraerosolsthat 


aretoxie poisonous, infectious, oF COFFestve:)) 


603.5.15 Protection from Fire Systems. Except as provided 
under Sections 603.5.15.1 and 603.5.15.2, potable water sup- 
plies to fire protection systems that are normally under pres- 
sure, including but not limited to standpipes and automatic 
sprinkler systems, except in one or two family or townhouse 
residential flow-through or combination sprinkler systems 
piped in materials approved for potable water distribution 
systems, shall be protected from back-pressure and back- 
siphonage by one of the following testable assemblies: 

1. Double check valve backflow prevention assembly 
(DC). 

2. Double check detector fire protection backflow pre- 
vention assembly. 

3. Reduced pressure principle backflow prevention 
assembly (RP). 

4. Reduced pressure detector fire protection backflow 
prevention assembly. 


Potable water supplies to fire protection systems that are not 
normally under pressure shall be protected from backflow 
and shall meet the requirements of the appropriate stan- 
dard(s) referenced in Table 1401.1. 


((6044H4-Lead-Content, The maximum allowable ead con- 
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ine-systems_that convey_or_dispense water for human-con- 
sumption: 


604.14 Plastic Pipe Termination. Plastic water service pip- 
ing may terminate within a building, provided the connection 
to the potable water distribution system shall be made as near 
as is practical to the point of entry and shall be accessible. 
Barbed insert fittings with hose clamps are prohibited as a 
transition fitting within the building. 


606.5 Control Valve. A control valve shall be installed 
immediately ahead of each water-supplied appliance and 
immediately ahead of each slip joint or appliance supply. 

Parallel water distribution systems shall provide a con- 
trol valve either immediately ahead of each fixture being sup- 
plied or installed at the manifold, and shall be identified with 
the fixture being supplied. Where parallel water distribution 
system manifolds are located in attics, crawl spaces, or other 
locations not readily accessible, a separate shutoff valve shall 
be required immediately ahead of each individual fixture or 
appliance served. 


608.3 Expansion Tanks, and Combination Temperature 
and Pressure-Relief Valves. A water system provided with 


a check valve, backflow preventer, or other normally closed 
device that prevents dissipation of building pressure back 
into the water main, independent of the type of water used, 
shall be provided with an approved, listed, and adequately 
sized expansion tank or other approved device having a sim- 
ilar function to control thermal expansion. Such expansion 
tank or other approved device shall be installed on the build- 
ing side of the check valve, backflow preventer, or other 
device and shall be sized and installed in accordance with the 
manufacturer's installation instructions. 


EXCEPTION: 


Instantaneous hot water systems installed in accordance 
with the manufacturer's installation instructions. 


608.3.1 A water system containing storage water heating 
equipment shall be provided with an approved, listed, ade- 
quately sized combination temperature and pressure-relief 
valve, except for listed nonstorage instantaneous heater hav- 
ing an inside diameter of not more than three (3) inches (80 
mm). Each such approved combination temperature and pres- 
sure-relief valve shall be installed on the water-heating 
device in an approved location based on its listing require- 
ments and the manufacturer's installation instructions. Each 
such combination temperature and pressure-relief valve shall 
be provided with a drain in accordance with Section 608.5. 


608.5 Drains. Relief valves located inside a building shall be 
provided with a drain, not smaller than the relief valve outlet, 
of galvanized steel, hard drawn copper piping and fittings, 
CPVC, PP, or listed relief valve drain tube with fittings which 
will not reduce the internal bore of the pipe or tubing (straight 
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lengths as opposed to coils) and shall extend from the valve 
to the outside of the building, with the end of the pipe not 
more than two (2) feet (610 mm) nor less than six (6) inches 
(152 mm) above the ground or the flood level of the area 
receiving the discharge and pointing downward. Such drains 
may terminate at other approved locations. No part of such 
drain pipe shall be trapped or subject to freezing. The termi- 
nal end of the drain pipe shall not be threaded. 


EXCEPTION: Where no drainage was provided, replacement water 
heating equipment shall only be required to provide a 
drain pointing downward from the relief valve to extend 
between two (2) feet (610 mm) and six (6) inches (152 
mm) from the floor. No additional floor drain need be 


provided. 


609.9 Disinfection of Potable Water System. New or 
repaired potable water systems shall be disinfected prior to 


use where required by the authority having jurisdiction. The 
method to be followed shall be that prescribed by the health 
authority or, in case no method is prescribed by it, the follow- 

(1) The pipe system shall be flushed with clean, potable 
water until potable water appears at the points of outlet. 

(2) The system or parts thereof shall be filled with a 
water-chlorine solution containing not less than 50 parts per 
million of chlorine, and the system or part thereof shall be 
valved-off and allowed to stand for twenty-four hours; or, the 
system or part thereof shall be filled with a water-chlorine 
solution containing not less than 200 parts per million of 
chlorine and allowed to stand for three hours. 

(3) Following the allowed standing time, the system 
shall be flushed with clean, potable water until the chlorine 
residual in the water coming from the system does not exceed 
the chlorine residual in the flushing water. 

(4) The procedure shall be repeated when a standard bac- 
teriological test for drinking water, performed by a laboratory 
certified for drinking water in Washington state, shows unsat- 
isfactory results indicating that contamination persists in the 
system. 


609.11 Insulation of Potable Water Piping. Domestic water 
piping within commercial buildings shall be insulated in 


accordance with Section C403.2.8 and Table C403.2.8 or 
Section C404.6 of the Washington State Energy Code, as 


applicable. 


610.4 Sizing Water Supply and Distribution Systems. Sys- 
tems within the range of Table 610.4 may be sized from that 


table or by the method set forth in Section 610.5. 
Listed parallel water distribution systems shall be 
installed in accordance with their listing. 


611.1 Application. Drinking water treatment units shall 
comply with NSF 42 or NSF 53. Water softeners shall com- 
ply with NSF 44. Ultraviolet water treatment systems shall 
comply with NSF 55. Reverse osmosis drinking water treat- 
ment systems shall comply with NSF 58. Drinking water dis- 
tillation systems shall comply with NSF 62. 

The owner of a building that serves potable water to 
twenty-five or more people at least sixty or more days per 
year and that installs drinking water treatment units includ- 
ing, but not limited to, the treatment units in Section 611.1, 
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may be regulated (as a Group A public water system) by the 
Washington state department of health under chapter 246- 
290 WAC. See Washington state department of health publi- 
cation 331-488 for guidance. 


612.1 General. Where residential fire sprinkler systems are 
installed, they shall be installed in accordance with the Inter- 
national Building Code or International Residential Code. 


((643-0-Insultation-of Potable Water Piping: Domestic 
water piping within commercial buildings shall be insulated 
tHraccordance-with Section C403.2-8 and Fable €403.2.8-0F 
Section- C4046 of the -Washineten State Enerey Code_as 
appHeable-)) Sections 612.2 through 612.7.2 are not adopted. 


AMENDATORY SECTION (Amending WSR 13-04-054, 
filed 2/1/13, effective 7/1/13) 


WAC 51-56-0700 Chapter 7—Sanitary drainage. 


((7044)) 701.2 Drainage Piping. Materials for drainage pip- 
ing shall be in accordance with one of the referenced stan- 
dards in Table 701.1 except that: 


1. No galvanized wrought-iron or galvanized steel pipe 
shall be used underground and shall be kept not less than 6 
inches (152 mm) above ground. 

2. ABS and PVC DWV piping installations shall be 
installed in accordance with applicable standards in Table 
1401.1. Except for individual single family dwelling units, 
materials exposed within ducts or plenums shall have a max- 
imum flame-spread index of 25 and a maximum smoke 
developed index of 50, when tested in accordance with 
ASTM E-84 and UL 723. 

3. No vitrified clay pipe or fittings shall be used above 
ground or where pressurized by a pump or ejector. They shall 
be kept not less than 12 inches (305 mm) below ground. 

4. Copper tube for drainage and vent piping shall have a 
weight of not less than that of copper drainage tube type 
DWV. 

5. Stainless steel 304 pipe and fittings shall not be 
installed underground and shall be kept not less than 6 inches 
(152 mm) above ground. 

6. Cast-iron soil pipe and fittings shall be listed and 
tested in accordance with standards referenced in Table 
1401.1. Such pipe and fittings shall be marked with country 
of origin and identification of the original manufacturer in 
addition to markings required by referenced standards. 


Table 703.2 


MAXIMUM UNIT LOADING AND MAXIMUM LENGTH OF 
DRAINAGE AND VENT PIPING 


Notes: 
1. Excluding trap arm. 


2. Except sinks, urinals, and dishwashers - Exceeding 1 
fixture unit. 


3. Except six-unit traps or water closets. 


4. Only four water closets or six-unit traps allowed on a 
vertical pipe or stack; and not to exceed three water closets or 
six-unit traps on a horizontal branch or drain. 
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EXCEPTION: In a single family dwelling addition or alteration where 


a 4 inch horizontal waste is not readily available four 
water closets not to exceed 1.6 gpf each may be allowed 
on a 3 inch horizontal waste when approved by the AHJ. 


5. Based on one-fourth inch per foot (20.8 mm/m) slope. 
For one-eighths of an inch per foot (10.4 mm/m) slope, mul- 
tiply horizontal fixture units by a factor of 0.8. 

6. The diameter of an individual vent shall be not less 
than one and one-fourth inches (32 mm) nor less than one- 
half the diameter of the drain to which it is connected. Fixture 
unit load values for drainage and vent piping shall be com- 
puted from Table 702.1 and Table 702.2(b). Not to exceed 
one-third of the total permitted length of a vent shall be per- 
mitted to be installed in a horizontal position. Where vents 
are increased one pipe size for their entire length, the maxi- 
mum length limitations specified in this table do not apply. 
This table is in accordance with the requirements of Section 
901.2. 


704.3 Commercial (Dishwashine-Mechines-and)) Sinks. 
Except where specifically required to be connected indirectly 
to the drainage system, or when first approved by the author- 
ity having jurisdiction, all plumbing fixtures, drains, appurte- 
nances, and appliances shall be directly connected to the 
drainage system of the building or premises. 


(705-42 Meehanieal Joints: Mechanical joints for cast-iron 


with ASTM € 364, Hub-and spiget shall be clean and free of 
dirt, mud,sand,_and foreign 


materials—Cut pipe shal be free 
from-sharp-edges_Fold and insert casket inte-hub—Lubrieate 
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62mm») 707.4 Location. Each horizontal drainage pipe 
shall be provided with a cleanout at its upper terminal, and 
each run of piping, that is more than 100 feet (30.480 mm) in 
total developed length, shall be provided with a cleanout for 


each 100 feet (30,480 mm), or fraction thereof, in length of 
such piping. An additional cleanout shall be provided in a 
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drainage line for each aggregate horizontal change of direc- 
tion exceeding 135 degrees (2.36 rad). 


EXCEPTIONS: 


1. Cleanouts shall be permitted to be omitted on a hori- 
zontal drain line less than 5 feet (1,524 mm) in length 
unless such line is serving sinks or urinals. 


2. Cleanouts shall be permitted to be omitted on a hori- 
zontal drainage pipe installed on a slope of 72 degrees 
(1.26 rad) or less from the vertical angle (one-fifth bend). 
3. Except for the building drain, its horizontal branches, 
and urinals, a cleanout shall not be required on a pipe or 
piping that is above the floor level of the lowest floor of 
the building. 

4. An approved type of two-way cleanout fitting 
installed inside the building wall near the connection 
between the building drain and the building sewer or 
installed outside of a building at the lower end of a build- 
ing drain and extended to grade, shall be permitted to be 
substituted for an upper terminal cleanout. 


707.9 Clearance. Each cleanout in piping 2 inches (50 mm) 
or less in size shall be so installed that there is a clearance of 
not less than 12 inches (457 mm) in front of the cleanout. 
Cleanouts in piping exceeding 2 inches (50 mm) shall have a 
clearance of not less than 18 inches (610 mm) in front of the 
cleanout. Cleanouts in under-floor piping shall be extended 
to or above the finished floor or shall be extended outside the 
building where there is less than 18 inches (457 mm) vertical 
overall, allowing for obstructions such as ducts, beams, and 
piping, and 30 inches of (762 mm) horizontal clearance from 
the means of access to such cleanout. No under-floor clea- 
nout shall be located exceeding 20 feet (1,524 mm) from an 
access door, trap door, or crawl hole. 


CHAPTER 7, PART II—BUILDING SEWERS 


Part II Building Sewers. Delete all of Part II (Sections 713 
through 723, and Tables 717.1 and 721.1). 


AMENDATORY SECTION (Amending WSR 13-04-054, 
filed 2/1/13, effective 7/1/13) 


WAC 51-56-0900 Chapter 9—Vents. 


903.1 Applicable Standards. Vent pipe and fittings shall 
comply with the applicable standards referenced in Table 
701.1, except that: 

1. No galvanized steel or 304 stainless steel pipe shall be 
installed underground and shall be not less than 6 inches (152 
mm) above ground. 

2. ABS and PVC DWV piping installations shall be 
installed in accordance with applicable standards in Table 
1401.1. Except for individual single family dwelling units, 
materials exposed within ducts or plenums shall have a max- 
imum flame-spread index of 25 and a maximum smoke 
developed index of 50, when tested in accordance with 
ASTM E-84 and UL 723. 


aleng the direction of the flowin the -drain_pipe tothe mest 
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distance shell be tn accordance with Fable 1002-2 oes 


908.2.4 Water Closet. This section is not adopted. 


AMENDATORY SECTION (Amending WSR 13-04-054, 
filed 2/1/13, effective 7/1/13) 


WAC 51-56-1000 Chapter 10—Traps and intercep- 
tors. 


((40444.3-Feed Di Luni | Dist i 
Unless specifically required oi porai iod by the authority 
AEE E Se 


drainage system.) 


AMENDATORY SECTION (Amending WSR 13-04-054, 
filed 2/1/13, effective 7/1/13) 


WAC 51-56-1100 Chapter 11—Storm drainage. 


((44-643)) 1101.4 Material Uses. ((Raimwater piping placed 
within the interior of a _ buildine of tan within arent or shaft 


shal be of east iron, galvanized steel wrought iren,_brass, 
copper, tead, Schedule 40 ABS DWY, Schedule 40 PVE 
DW er other approved materials)) Pipe, tube, and fittings 
conveying rainwater shall be of such materials and design as 
to perform their intended function to the satisfaction of the 
authority having jurisdiction. Conductors within a vent or 
shaft shall be of cast iron, galvanized steel, wrought iron, 
copper, copper alloy, lead, Scheduled 40 ASB DWV, Sched- 
uled 40 PVC DWY\, stainless steel 304 or 316L (stainless 
steel 304 pipe and fittings shall not be installed underground 
and shall be kept not less than six (6) inches (152 mm) abo- 
veground), or other approved materials, and changes in direc- 
tion shall conform to the requirements of Section 706.0. ABS 
and PVC DWV piping installations shall be installed in 
accordance with IS 5 and IS 9. Except for individual single- 
family dwelling units, materials exposed within ducts or ple- 
nums shall have a maximum flame-spread index of 25 and a 
maximum smoke-developed index of 50, when tested in 
accordance with ASTM E-84 and UL 723. 


((H-64-422)) 1101.13 Cleanouts. Cleanouts for building storm 
drains shall comply with the requirements of this section. 


((H4-64-42-4)) 1101.13.1 Locations. Rain leaders and conduc- 
tors connected to a building storm sewer shall have a cleanout 
installed at the base of the outside leader or outside conductor 
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before it connects to the horizontal drain. Cleanouts shall be 
placed inside the building near the connection between the 
building drain and the building sewer or installed outside the 
building at the lower end of the building drain and extended 
to grade. 


((H64-222)) 1101.13.2 Cleaning. Each cleanout shall be 
installed so that it opens to allow cleaning in the direction of 
flow of the soil or waste or at right angles thereto, and except 
in the case of wye branch and end-of-line cleanouts, shall be 
installed vertically above the flow line of the pipe. 


((H64-83)) 1101.13.3 Access. Cleanouts installed under 
concrete or asphalt paving shall be made accessible by yard 
boxes, or extending flush with paving with approved materi- 
als and be adequately protected. 


((H644-4)) 1101.13.4 Manholes. Approved manholes may 
be installed in lieu of cleanouts when first approved by the 
authority having jurisdiction. The maximum distance 
between manholes shall not exceed three hundred (300) feet 
(91.4 m). 

The inlet and outlet connections shall be made by the use 
of a flexible compression joint no closer than twelve (12) 
inches (305 mm) to, and not farther than three (3) feet (914 
mm) from the manhole. No flexible compression joints shall 
be embedded in the manhole base. 


((44-68-6)) 1105.0 Controlled-Flow Roof Drainage. This 
section is not adopted. 


AMENDATORY SECTION (Amending WSR 13-04-054, 
filed 2/1/13, effective 7/1/13) 


WAC 51-56-1300 Chapter 13—Health care facilities 
and medical gas and vacuum systems. 


Part II Medical Gas and Vacuum Systems 


((4369.0-Seepe: 


4309.4-Generak The provisions herein shalt apply tethe 
desien, instalation, testing and vertication of medical eas. 
medical vacuum-systems,and related _ permanent equipment 
oa a 


ee ae ee 


dvo ieoten of medical oie medical sacturn=eysioniy. 


and +elated_permanent equipment from the central supply 
system-tethe station outlets-orintets- 


43243)) 1303.8 Water Mains for Hospitals. Hospitals shall 
be provided with not less than two approved potable water 


mains that are installed in such a manner as to prevent the 
interruption of water service. 


1305.3 Minimum Station Outlets/Inlets. Station outlets and 
inlets for medical gas and medical vacuum systems for facil- 
ities licensed or certified by Washington state department of 
health (DOH) or Washington state department of social and 
health services (DSHS) shall be provided as listed in chapters 
246-320 and 246-330 WAC as required by the applicable 
licensing rules as applied by DOH construction review ser- 
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vices. All other medical gas and medical vacuum systems 
shall be provided as listed in Table ((434233)) 1305.3. 


((4327.6-System-—Verifieation. 
PO ie ot tester EOE ie Gh esis eee yas eine 


Standard 6030, Medical Gas Verifiers Professional QualiG 


eatiens Standard. 


Festine shalt be_performed_by—a_party_otherthanthe 
installing contracterermaterial vendor. 
a ete i te elon a 


š ; ! o 


AMENDATORY SECTION (Amending WSR 13-04-054, 
filed 2/1/13, effective 7/1/13) 


WAC 51-56-1400 Chapter 14—((Referenced-stan- 
dards)) Reserved. 


((FABLE-044 
Standardsfor-M ial- Equi Jei i 
Connections 
Where-morethan-one-standard has been_tisted forthe same- 
Addthe folowing standard to-thesetisted in Fable 401+ 
Nemi Standard Fig Leat 
WAC-246-290-490 | Washington State- Backflow Pre- 
Departmentef tection)) 
Health-Cress-econ- 
nection Control 
Requirements 


NEW SECTION 


WAC 51-56-1500 Chapter 15—Alternate water 
sources for nonpotable applications. 


1501.1.1 Allowable use of Alternative Water. Where 
approved or required by the authority having jurisdiction, 
alternate water sources (reclaimed (recycled) water, gray 
water and on-site treated nonpotable water) shall be permit- 
ted to be used in lieu of potable water for the applications 
identified in this chapter. Reclaimed (recycled) water shall 
not be used to flush toilets or for other indoor use in any res- 
idential property or dwelling unit where residents have access 
to plumbing systems for repairs or modifications. 


1501.2 System Design. Alternate water source systems shall 
be designed in accordance with this chapter by a registered 
design professional or person who demonstrates competency 
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to design the alternate water source system as required by the 
authority having jurisdiction. Components, piping, and fit- 
tings used in an alternate water source system shall be listed. 


1501.7 Minimum Water Quality Requirements. The mini- 
mum water quality for alternate water source systems shall 
meet the applicable water quality requirements for the 
intended application as determined by the authority having 
jurisdiction. In the absence of water quality requirements, the 
EPA/625/R-04/108 contains recommended water reuse 
guidelines to assist regulatory agencies develop, revise, or 
expand alternate water source water quality standards. 

The treatment for gray water used to flush toilets or uri- 
nals shall be oxidized, coagulated, filtered and disinfected, 
and be consistent at all times with Washington Class A 
reclaimed water or better and be approved by the authority 
having jurisdiction. 


1501.11.2.3 Discovery of Cross-Connection. In the event 
that a cross-connection is discovered, the following proce- 
dure, in the presence of the AHJ, shall be activated immedi- 
ately: 

(1) Reclaimed (recycled) water piping to the building 
shall be shutdown at the meter, and the reclaimed (recycled) 
water riser shall be drained. 

(2) Potable water piping to the building shall be shut- 
down at the meter. 

(3) The cross-connection shall be uncovered and discon- 
nected. 

(4) The building shall be retested following procedures 
listed in Sections 1501.11.2.1 and 1501.11.2.2. 

(5) The potable water system shall be chlorinated with 
50 parts-per-million (ppm) chlorine for twenty-four hours. 

(6) The potable water system shall be flushed after 
twenty-four hours, and a standard bacteriological test for 
drinking water shall be performed by a laboratory certified 
for drinking water in Washington state. Where test results are 
satisfactory to the authority having jurisdiction, health 
authority having jurisdiction, and the water purveyor, the 
potable water system shall be permitted to be recharged. See 
also chapter 246-290 WAC. 


1501.13.1 General. An abandoned system or part thereof 
covered under the scope of this chapter shall be disconnected 
from remaining systems, drained, plugged, and capped in an 
approved manner. Components of the abandoned system 
including, but not limited to, pipe, tubing, fittings, and valves 
shall not be used for potable water systems. 


1502.0 Gray Water Systems, is not adopted. Gray water 
shall not be used for irrigation except as permitted by the 
department of health rules. 


1503.4 Connection to Potable or Reclaimed (Recycled) 
Water Systems. Reclaimed (recycled) water systems shall 
have no connection to a potable water supply or alternate 
water source system. Potable water is permitted to be used as 
makeup water for a reclaimed (recycled) water storage tank 
provided the water supply inlet is protected by an approved 
air gap in accordance with this code. 


1504.1 General. The provisions of this section shall apply to 
the installation, construction, alteration, and repair of on-site 
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treated nonpotable water systems intended to supply uses 
such as water closets, urinals, trap primers for floor drains 
and floor sinks, and other uses approved by the authority hav- 
ing jurisdiction. 

1504.7 On-Site Treated Nonpotable Water Devices and 
Systems. Devices or equipment used to treat nonpotable 
water for on-site use in order to maintain the minimum water 
quality requirements determined by the authority having 
jurisdiction shall be listed or labeled (third-party certified) by 
a listing agency (accredited conformity assessment body) or 
approved for the intended application. Devices or equipment 
used to treat gray water or sewage for use in water closet and 
urinal flushing, surface irrigation, and similar applications 
shall oxidize, coagulate, filter and disinfect the gray water or 
sewage, and be consistent at all times with Washington Class 
A reclaimed water or better and be approved by the authority 
having jurisdiction. 


1504.10.2 Reserved. 


AMENDATORY SECTION (Amending WSR 13-23-094, 


filed 11/20/13, effective 4/1/14) 


WAC 51-56-1600 Chapter 16—((AHernate-veter 


sourees-fornenpetableappleations)) Nonpotable rainwa- 
ter catchment systems. 


accordance-with this-chapter-shal be designed bya _persen 
registered_orHeensedtoperferm phimbine desien work- 
Components _pipinsand fittines- used +n-an_alternatewater 
source system shall be Hsted. 


46043 Permit-tt shall be unlawfultere personte-censtruct 
install, _alter_or-causetobe-constructed instaled_or-alttered 


an-alternateswatersource- system-in-e-buildins of en-a-premise 
withoutfirst obtainine_apermittedesuch werk fromthe 
Pees erent 


NSA NE DEE ca OEE IE 
leg-willindieate the frequency ofinspection- and maintenance 
fer-each-systent. 


ee E E E 


abandonmeot shkoll beas tequred hehe 
a a ee 
ingbut net imited te,_pipe tubing, fitings-and-vabves-shal 
not beusedfor potablewater-systems. 
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shall not beased_for ttigation exceptas-_permited bythe 
department of health rules. 


1603-4-€ i Petabl Reclaimed R led) 
WaterSystems-Reclaimed _reeycled) wwatersystems-shalt 
BEONE IO a POARI water SAPPY Or ENE 


pakes water Sn a recheinad (rseyeisdi seser storage te 


dure,inthe-presence-of the AHF shall be activated immedi 
ately: 

(h-Reelaimedtreeyeled) awater_pipingtethe_butding 

atthe meter,and the reclaimed_treeyeled) 

2) Potable water_pipinetethe-building shal be-shut 


arene landdi 
nected- 
(4}-Fhe-buildine shall be retested 
listed in Seetions 1603424 and 4603-H-22. 
}-Fhe potable water_system-shalt be chlorinated arith 


()-On-site treated nonpotablewater-pipine tothe build- 
ine-shal be-shutdewn atthe meterand the on-sitetreated 
watertiser shal be drained. 

2} Petablewater_pipine tethebuildine shal be-shut 


con shall} landdi 
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listed in Sections 1603.14.24 and 1603.22. 
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potableawater-systent shall be permitted 

alse-chapter 246290 WAC-)) 1601.11.1 General. An aban- 
doned system or part thereof covered under the scope of this 
chapter shall be disconnected from remaining systems, 
drained, plugged and capped in an approved manner. Com- 
ponents of the abandoned system including, but not limited 
to, pipe, tubing, fittings and valves shall not be used for pota- 
ble water systems. 


1602.0 Nonpotable Rainwater Catchment Systems. 


1602.1 General. The installation, construction, alteration, 
and repair of rainwater catchments systems intended to sup- 
ply uses such as water closets, urinals, trap primers for floor 
drains and floor sinks, irrigation, industrial processes, water 
features, cooling tower makeup and other uses shall be 
approved by the authority having jurisdiction. 


EXCEPTION: 


1602.11.2.3 Discovery of Cross-Connection. In the event 
that a cross-connection is discovered, the following proce- 


dure, in the presence of the AHJ, shall be activated immedi- 
ately: 

(1) Rainwater catchment water piping to the building 
shall be shutdown at the meter, and the rainwater water riser 
shall be drained. 

(2) Potable water piping to the building shall be shut- 
down at the meter. 

(3) The cross-connection shall be uncovered and discon- 
nected. 

(4) The building shall be retested following procedures 
listed in Sections 1603.11.2.1 and 1603.11.2.2. 

(5) The potable water system shall be chlorinated with 
50 parts-per-million (ppm) chlorine for twenty-four hours. 

(6) The potable water system shall be flushed after 
twenty-four hours, and a standard bacteriological test for 
drinking water shall be performed by a laboratory certified 
for drinking water in Washington state. Where test results are 
satisfactory to the authority having jurisdiction, health 
authority having jurisdiction, and the water purveyor, the 
potable water system shall be permitted to be recharged. See 
also chapter 246-290 WAC. 


Exterior irrigation piping. 


AMENDATORY SECTION (Amending WSR 13-23-094, 
filed 11/20/13, effective 4/1/14) 


WAC 51-56-1700 Chapter 17—((Nenpetable+rain- 
watereatehmentsystems)) Referenced standards. 
((4762-6-Nenpetable Raimwater-Catehment Systems. 

102-46 E PEE E oral a 
and repai~of raimwater-catchments systems tended to-sup- 
phruses-such_aswater-clesetsurinals_trap-primers for floor 


drains-and floor sinks, -irrigation industrial processes water 
features cooling towermakeup-andotheruses-shall be 
‘by korie-havine urisdietiom 
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AMENDATORY SECTION (Amending WSR 13-04-054, 
filed 2/1/13, effective 7/1/13) 


WAC 51-56-90700 ((hastaHation Standard+03— 


ing:)) Reserved. 


watercatchment system shal be issued anti complete 
ing Furisdictionhave-been submitted and approved. 


OATS ate oe io aaa 


{H Ratpwater—eatchment waterpipins tothe building 
shal be -shutdewn-at the meter andthe rainwater water tiser 
shal-be-drained. 


(2) Petable-water_piping_to-the_building shall be-shut- 


leans landdi 
nected- 
(4}-Fhe- building shall be +etested 
listed in Sections 1603.14.24 and 1603.22. 
}-Fhe potable water_system-shalt_be_chlorinated arith 


Bee s5 agers wake ee ase ee 
including- but netim- 


itedto_pipe, tubing, fittines and -valres-shall net be-ased for 
potableswater-systems-)) Referenced Standards. 
TABLE 1701.1 


Standards for Materials, Equipment, Joints and Connections 
Where more than one standard has been listed for the same 
material or method, the relevant portions of all such standards 


shall apply. 

Add the following standard to those listed in Table 1701.1: 
Standard Number Standard Title Application 
WAC 246-290-490 | Washington State Backflow Pro- 

Department of tection 


Health Cross-con- 
nection Control 


Requirements 


cea Barbed aeeie karih how ciar 


are-prohibited-withina-buHding-)) 


AMENDATORY SECTION (Amending WSR 13-04-054, 
filed 2/1/13, effective 7/1/13) 


WAC 51-56-90800 ((InstaeHation-Standards$-03— 
PYVC-eold-water-buildine sp pher ppe)) 


Reserved. 


AMENDATORY SECTION (Amending WSR 13-04-054, 
filed 2/1/13, effective 7/1/13) 


WAC 51-56-92000 (ChistaHation-Standard202010— 
CPVC sol 4 Leeld listributi 


systems-)) Reserved. 
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WITHDRAWL OF PROPOSED RULES 
DEPARTMENT OF ECOLOGY 

(By the Code Reviser's Office) 
[Filed August 4, 2015, 9:33 a.m.] 


WAC 173-201A-020, 173-201A-240, 173-201A-420, 173- 
201A-460 and 173-201A-510, proposed by the department of 
ecology in WSR 15-03-015, appearing in issue 15-03 of the 
Washington State Register, which was distributed on Febru- 
ary 4, 2015, is withdrawn by the office of the code reviser 
under RCW 34.05.335(3), since the proposal was not adopted 
within the one hundred eighty day period allowed by the stat- 
ute. 


Kerry S. Radcliff, Editor 
Washington State Register 


Proposed 
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WSR 15-16-101 
WITHDRAWL OF PROPOSED RULES 
DEPARTMENT OF HEALTH 
(By the Code Reviser's Office) 
[Filed August 4, 2015, 9:34 a.m.] 


WAC 246-817-305, 246-817-310 and 246-817-315, pro- 
posed by the department of health in WSR 15-03-067, 
appearing in issue 15-03 of the Washington State Register, 
which was distributed on February 4, 2015, is withdrawn by 
the office of the code reviser under RCW 34.05.335(3), since 
the proposal was not adopted within the one hundred eighty 
day period allowed by the statute. 


Kerry S. Radcliff, Editor 
Washington State Register 


WSR 15-16-102 
PROPOSED RULES 
BUILDING CODE COUNCIL 
[Filed August 4, 2015, 10:34 a.m.] 


Original Notice. 

Preproposal statement of inquiry was filed as WSR 15- 
10-079. 

Title of Rule and Other Identifying Information: Adop- 
tion and amendment of the 2015 International Energy Con- 
servation Code (IECC)/Washington State Energy Code 
(WSEC) (Residential), chapter 51-11R WAC. 

Hearing Location(s): Fire Department Training Center, 
1618 South Rebecca Street, Spokane, WA, on September 11, 
2015, at 10 a.m.; and at the DES Presentation Room, 1500 
Jefferson S.E., Olympia, WA 98504, on October 16, 2015, at 
10 a.m. 

Date of Intended Adoption: November 13, 2015. 

Submit Written Comments to: Dave Kokot, Chair, State 
Building Code Council (SBCC), P.O. Box 41449, Olympia, 
WA 98504-1449, e-mail sbecc@ga.wa.gov, fax (360) 586- 
9088, by October 23, 2015. 

Assistance for Persons with Disabilities: Contact Peggy 
Bryden by August 24, 2015, (360) 407-9280. 

Purpose of the Proposal and Its Anticipated Effects, 
Including Any Changes in Existing Rules: The proposed 
rules adopt the 2015 edition of WSEC (Residential) with 
amendments to incorporate requirements from the 2015 
IECC (Residential), and formatted to the 2015 IECC, to pro- 
vided increased clarity and energy efficiency as required in 
RCW 19.27A.160. 

The summary below also indicates whether the change 
came from a Proposed State Amendment or 2015 IECC 
Change. Changes which only renumber sections are not 
itemized. Sections that had no changes are not shown in this 
filing. 

1. Section R101.1: Both the residential and commercial 
sections are now officially titled the Washington State 
Energy Code. (Proposed State Amendment.) 

2. Existing Buildings (20/15 IECC Change). Provisions 
for existing buildings have been removed from Section 
R101.4 and elsewhere in the code and relocated to a new 
Chapter 5. 
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3. Low Energy Buildings (20/5 JECC Change). Section 
R101.5.2, Low energy buildings, was relocated as an excep- 
tion to Section R402.1 

4. Section R102 (20/5 IECC Change). This section was 
retitled and reworded for consistency with other model codes. 

5. Section R103 (2015 IECC Changes). "Technical 
reports" was added to the list of items to be submitted with 
the permit application in Section R103.1 so the code official 
can review engineering and mechanical reports. Section 
R103.2 was reorganized with a numbered list, and commer- 
cial items were deleted, for ease of use. Section R103.2.1 was 
added to require the plans indicate the air barrier and thermal 
barrier systems. Section R103.3 allows for the use of a spe- 
cial inspection service for plan review and energy code com- 
pliance. R103.4 was modified to require that any changes in 
the field be documented on the plans. 

6. Section R104 (20/5 IECC Change). The inspections 
section was revised to improve and enhance inspection and 
improve consistency with the International Existing Building 
Code. 

7. Section R106.2 (2015 IECC Change). This section 
was deleted; it is redundant to Section R106.1.1. 

8. Section R108 (20/5 IECC Change). Editorial changes 
for clarity. 

9. Definitions (2015 IECC Changes). 

Alterations, Approved Agency, Conditioned Space and 
Repair were revised for consistency with the other model 
codes. 

Circulating Hot Water System, Climate Zone, Insulated 
Siding, Reroofing, Roof Recover, Roof Repair and Roof 
Replacement are new definitions added for preexisting terms 
in the code. 

Fenestration, Vertical Fenestration and Skylight, along 
with Repair are editorial changes for clarity. 

Historic Building definition was moved from the body of 
the code to the definitions chapter. 

Entrance Door was deleted as this only applies to com- 
mercial buildings. 

10. Insulation Identification (20/5 [ECC Change). A 
requirement was added to Section R303.1.1 for insulated sid- 
ing to be labeled with the R-value similar to other insulation 
products. Section R303.1.4.1 sets the rating standard for insu- 
lated siding. 

11. Fenestration Rating (20/5 IECC Change). An 
exception was added to Section R303.1.3 allowing garage 
doors to be rated in accordance with DASMA 105. Some 
garage doors cannot meet the NFRC size requirements and 
this will allow them to test to an equivalent standard. 

12. Fenestration Rating (Proposed State Amendment). 
Exception 2 was added to Section R303.1.3 to allow owner- 
built windows as long as they met a minimum standard. 

13. Compliance Options (Proposed State Amendment 
and 2015 IECC Change). Section R401 was reorganized into 
a numbered list, and the scope of the application of Section 
R406 was expanded to include all low-rise residential dwell- 
ing and sleeping units. 

14. Energy Efficiency Certificate (20/5 IECC 
Change). Editorial changes for clarity, allows more flexibil- 
ity in the placement of the certificate. 

15. Section R402.1: See item 3. 
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16. R-Value Computation (Proposed State Amend- 
ment). The amendment changes new language found in the 
2015 IECC Section R402.1.2 regarding the R-value of insu- 
lated siding. The IECC required that the manufacturer's 
labeled value be reduced by R-0.6 to take into account the 
credit already present in the prescriptive table. The state 
amendment removes that language and replaces it with a 
default value or allows for an evaluation report supporting a 
higher R-value. 

17. Vapor Retarder (20/5 IECC Change). Model code 
language in Section R402.1.5 replaces a similar WSEC 
requirement and mirrors language adopted through emer- 
gency rule making during the last code cycle for both the IRC 
and IBC. 

18. R-Value/U-Factor Tables (Proposed State Amend- 
ment). Editorial changes for clarity: Footnotes and values not 
pertinent to Washington state were deleted from the tables. 

19. Ceilings with Attic Spaces (Proposed State Amend- 
ment). Editorial changes for clarity: Values not pertinent to 
Washington state were deleted from Section R402.2.1. 

20. Access Hatches and Doors (20/5 IECC Change). 
An exception was added to Section R402.2.4 to allow a verti- 
cal door to meet the fenestration R-values rather than meet 
the R-value of the surrounding surface. 

21. Mass Walls (20/5 IECC Change). Editorial changes 
for clarity. 

22. Floor Insulation (20/5 IECC Change). New lan- 
guage providing flexibility in the installation of floor insula- 
tion was added to Section R402.2.7, allowing and [an] air- 
space between the floor sheathing and the top of the insula- 
tion in certain applications. 

23. Below-Grade Walls (Proposed State Amendment). 
Editorial change for clarity and consistency. 

24. Replacement Fenestration, Section R402.3.6. See 
item 2. 

25. Air Leakage Testing (Proposed State Amendment). 
Exceptions were added to Section R402.4.1.2 for small addi- 
tions and additions tested with the existing home. This is sim- 
ilar to past requirements in WSEC. 

26. Fireplace Doors (20/5 IECC Change). Language 
was added to Section R402.4.2 requiring factory-built fire- 
places to be tested and listed with tight-fitting doors, if pro- 
vided. 

27. Combustion Air Openings (20/5 [ECC Change). 
New language was added to Section R402.4.4 to specify how 
rooms with combustion air openings are to be sealed off from 
the rest of the thermal envelope to allow for better air sealing 
and testing. 

28. Air Barrier and Insulation Installation (20/5 
IECC Change). Table R402.4.1.1 was revised to show air 
barrier criteria and insulation criteria in separate columns. 
Concealed fire sprinkler criterion was added to the table. The 
floor criterion was amended for consistency with item 22. 
Wall criterion was revised to provide clarity. Fireplace was 
removed in conjunction with item 26. 

29. Maximum Fenestration U-Factor (Proposed State 
Amendment). Editorial changes for clarity: Values not perti- 
nent to Washington state were deleted. 

30. Programmable Thermostat (20/5 IECC Change). 
The change in Section R403.1.1 clarifies that the requirement 
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for programming the thermostat is the manufacturer's respon- 
sibility. 

31. Hot Water Boiler Setback (20/5 IECC Change). 
New Section R403.2 adds a requirement for controls that 
modulate hot water temperature in the heating system, allow- 
ing the boiler to fire less. 

32. Duct Insulation (Proposed State Amendment). A 
requirement that ducts within a slab or on the ground be insu- 
lated with R-10 was added to Section R403.3.1. 

33. Duct Sealing/Testing (2015 IECC Change). The 
IECC deleted duplicative language between the sealing and 
testing sections in R403.3. The new exception 2 to R403.3.2 
was added for consistency with changes to the IMC on seal- 
ing low pressure ducts. The old exception 2 was deleted since 
it is a mechanical requirement, already found in both the 
mechanical and residential codes. 

34. Mechanical Pipe Insulation (Proposed State 
Amendment). An exception was added to Section R403.4 to 
allow for 200 feet of hydronic piping to be insulated with 1/ 
2-inch insulation. 

35. Service Hot Water (2015 IECC Change). The 
requirements for service hot water were extensively rewritten 
in 2015. The section on circulation systems, R403.5.1.1, now 
prohibits continuously operating circulation pumps. Three 
new sections, R403.5.1.2, R403.5.2 and R403.5.4 were added 
to address, respectively, heat trace systems, demand recircu- 
lation systems and drain water heat recovery systems if these 
energy saving measures are employed. 

36. Service Hot Water Insulation (Proposed State 
Amendment). Editorial changes for clarity were made to Sec- 
tion R403.5.3, matching the code language with existing 
SBCC opinions (See Interpretation No. 13-16) on the intent 
of the section. 

37. Equipment Sizing (Proposed State Amendment). An 
editorial change for clarity was made to Section R403.7 for 
consistency with SBCC opinion (See Interpretation No. 13- 
09) on equipment availability and sizing. 

38. Equipment Sizing (20/5 IECC Change). Editorial 
change to Section R403.7 for clarity that installed equipment 
must meet the federal minimum efficiency standards. 

39. Electric Resistance Heating (Proposed State 
Amendment). A new Section R403.7.1 was added that 
requires all IRC buildings heated using electric resistance 
zonal heating to use a ductless mini-split heat pump in the 
largest zone, unless the total installed heating in the dwelling 
is less than 2 kW. 

40. Pools and Spas (2015 IECC Change). Section 
R403.10 was revised for consistency with the pool and spa 
code; standards were updated, clarifications made on switch- 
ing requirements, options were added to pool covering 
requirements to work better with "natural" shaped pools. 
New Sections R403.11 and R403.12 were added to specifi- 
cally address portable spas and other accessory pools and 
spas not covered by R403.10. 

41. Lighting Equipment (Proposed State Amendment). 
Editorial change to Section R404.1 to improve clarity and 
grammar. 

42. Performance-Based Compliance (Proposed State 
Amendment). The energy use adjustments in Section R405.3 
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were changed based on the additional point requirement in 
Option 1 of Section R406.2. 

43. Performance-Based Compliance (20/5 [ECC 
Change). The documentation for showing compliance with 
the performance-based method, shown in Section R405.4.2 
was reorganized into three sections and clarified as to how to 
submit a proposed design, when the inspection takes place 
and what analysis is necessary to show compliance. 

44. Table R405.5.2(1) (20/5 IECC Change). The vari- 
ous forms of fenestration (opaque doors, vertical fenestration, 
skylights, footnotes a, b) were clarified. Thermal distribution 
criteria for the standard reference design that was inadver- 
tently deleted in the 2015 IECC was reinstated. 

45. Thermal Distribution Systems (Proposed State 
Amendment). The thermal distribution criteria for both the 
standard and proposed design were further modified by a pro- 
posed state amendment. This affects both Table R405.5.2(1) 
and R405.5.2(2). The standard base-case distribution factor 
in Table R405.5.2(1) was increased to make the efficiencies 
more equitable as reflected in actual performance. Table 
R405.5.2(2) eliminates the separate column for hydronic sys- 
tems and makes the same adjustment as was made in Table 
R405.5.2(1). The footnotes in R405.5.2(2) were clarified. 

46. Additional Energy Efficiency Requirements (Pro- 
posed State Amendment). Section R406 was expanded to 
include all low-rise residential dwelling and sleeping units, 
not just IRC buildings. Two options are presented regarding 
the increased number of points required. The table changes 
are the same in both options. The first option shows an across 
the board increase of two credits per dwelling unit, reflecting 
the increase in efficiency needed to stay on track to meeting 
the goals of RCW 19.27A.160, as stated in the SBCC 2012 
Washington State Energy Code Legislative Report. Option 2 
presents a minority report which presents a proportional 
increase across the three sizes of dwelling units, designed to 
mitigate the costs of the across the board increase. 

47. Energy Credit Table (Proposed State Amendment). 
In Table R406.2: 

(a) Editorial changes were made to the various envelope 
options, and a new envelope option for triple pane windows 
was added. 

(b) The air leakage Option 2a was adjusted to specify the 
leakage rate of 3.0 to reflect results typically submitted for 
this option and the credits given based on energy savings. 

(c) The credit for efficiency HVAC equipment in Option 
3a was adjusted from 0.5 to 1.0 credit based on the lowering 
of the federal standards and the lowering of the typical base 
case furnace. The efficiency was also lowered in response to 
the federal action. 

(d) The efficiency for an air source heat pump in Option 
3b was increased based on new federal requirements and the 
efficiency threshold generally required by utility incentive 
programs. 

(e) The credit for Option 3c, closed loop heat pumps was 
decreased from 2.0 to 1.5 after reevaluation of the base code 
energy use and the additional energy savings provided 
through the measure. 

(f) Item 3d for ductless mini-split systems was changed 
editorially to match the requirements in Section R403.7.1 
(See item 39, above). 
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(g) Item 4, high efficiency HVAC distribution system 
(and accompanying footnote) was revised for clarity and ease 
of inspection. 

(h) Item 5, efficient water heating, was revised based on 
new federal standards that went into effect in April. The 
credit value of item 5b was also reduced based on reevalua- 
tion of baseline energy savings. Additionally, three new 
options were added: An option for central water heating in 
multi-family, condensing water heaters, and drain water heat 
recovery. 

(i) Lastly, item 6 now specifies that the requirement for 
generation is per housing unit. 

48. Existing Buildings (20/5 IECC Change). As noted 
in item 2, above, all requirements for existing buildings were 
moved into a new Chapter 5 and broken out into Additions, 
Alterations, Repairs and Change of Use. 


Reasons Supporting Proposal: RCW 19.27.031 and 
19.27.074. 

Statutory Authority for Adoption: RCW 19.27A.020, 
19.27A.025, 19.27A.045, 19.27A.160. 

Statute Being Implemented: Chapters 19.27, 19.27A, 
and 34.05 RCW. 

Rule is not necessitated by federal law, federal or state 
court decision. 

Agency Comments or Recommendations, if any, as to 
Statutory Language, Implementation, Enforcement, and Fis- 
cal Matters: SBCC is seeking comments on the issues pro- 
posed in the rules shown below. 

Name of Proponent: SBCC, governmental. 

Name of Agency Personnel Responsible for Drafting 
and Implementation: Krista Braaksma, 1500 Jefferson S.E., 
P.O. Box 41449, Olympia, WA, (360) 407-9278. 

A small business economic impact statement has been 
prepared under chapter 19.85 RCW. 


Small Business Economic Impact Statement 


Description: SBCC is filing a proposed rule to adopt the 
updated 2015 edition of the IECC with state amendments, 
known as the 2015 WSEC: Chapters 51-11R and 51-11C 
WAC. Since 1985 SBCC has been responsible to update new 
editions of the building code per RCW 19.27.074. 

The administrative compliance requirements are under 
the authority of the local government. RCW 19.27.050. 
Enforcement activities including permit issuance, plan 
review and approval, and inspections occur at the local level. 
Requirements for construction document submittal and other 
reporting requirements are determined by the local jurisdic- 
tion and are consistent with previously established policies. 
The proposed amendments to chapter 51-51 WAC include 
specific technical requirements for building construction to 
be consistent with national standards. 

WSEC is updated every three years by SBCC. The code 
development process conducted by the model code organiza- 
tion is open to all interest groups within the design and con- 
struction industry and from governmental organizations. See 
www.iccsafe.org for more information about the model code 
development process. 

Professional Services: Washington has had a statewide 
building code in effect since 1974. The local enforcement 
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authority having jurisdiction administers the codes through 
the building and/or fire departments. Administrative proce- 
dures for state building code compliance are established and 
will not be changed by the adoption of the update to the cur- 
rent building codes. Small businesses will employ the same 
types of professional services for the design and construction 
of buildings and systems to comply with the state building 
code. 


The proposed rule updates the state building code and 
does not require additional equipment, supplies, labor or 
other services. Services needed to comply with the building 
code are existing within the construction industry as required 
by the local authority having jurisdiction. 


Costs of Compliance for Businesses: SBCC accepts 
proposals to amend the WSEC to meet the legislative goals. 
The statewide code amendment proposal process is defined 
in chapter 51-04 WAC and the SBCC bylaws. Proposals must 
increase the energy efficiency in buildings. Each proponent 
must identify where a proposed amendment has an economic 
impact and must quantify costs. SBCC developed a specific 
set of forms for WSEC, so proponents could identify where a 
proposed amendment was editorial, technical or a policy 
change. 


SBCC received one hundred fifty-four proposals to 
improve WSEC. The energy code technical advisory group 
(TAG) recommended approval of one hundred sixteen 
amendments as submitted or as modified. Of those, TAG 
identified twenty-one as editorial corrections, and eighty- 
seven as technical corrections. The remaining eight proposed 
amendments were identified by TAG as having a significant 
cost. 


The energy code TAG and the SBCC economic work- 
group determined there is a cost for compliance on busi- 
nesses for the following proposed state amendments. SBCC 
recommended filing the proposed rule to allow input through 
the public hearing process. See the preliminary cost-benefit 
analysis of the 2015 WSEC for a detailed review of each of 
these amendments. 
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Proposal Economic Workgroup 
Number Section/Subject Comments 
15-E029 Table C402.1.1 Requesting more information 
and E036 Appendix A on the analysis done by the 
Mass Walls minority report proponents. 
15-E070 C403.2.6.1 Dedicated Look at a model for east of 
outdoor air systems the Cascades 
15-E098 C405.14 Controlled 
receptacles 
15-E114 C405.4.2 Lighting power 
allowance 
15-E121 C406 Additional require- | Looking for more cost-bene- 
ments fit data from the proponents, 
example analyses 


Loss of Sales or Revenue: The proposed rules make the 
state code for building construction consistent with national 
standards. Businesses with new products or updated test or 
design standards are recognized in the updated building code. 
For these businesses there will be a gain in sales and revenue. 

The results of reduced energy use in buildings include 
avoiding the need for new power generation, reducing envi- 
ronmental impact, and providing local employment. The leg- 
islative findings state that energy efficiency is the cheapest, 
quickest, and cleanest way to meet rising energy needs, con- 
front climate change, and boost our economy. 

Cost of Compliance for Small Businesses: The major- 
ity of businesses affected by the updates to the building codes 
are small businesses; over ninety-five percent of those listed 
in the construction and related industries have under fifty 
employees. The costs per employee are comparable between 
the largest businesses and the majority of small businesses. 
The cost to comply with the updated codes is not a dispropor- 
tionate impact on small business. Where SBCC found the 
cost of compliance for small businesses to be disproportion- 
ate, the proposed rule mitigates the cost. The proposed rules 
include a definition of small business and provide exceptions 
for compliance with the updated rule. 


Proposal Economic Workgroup Small Businesses Involved in the Development of the 
Number pection! Subject ; CORRETE Rule: SBCC conducted open public meetings of the energy 
15-E009 R403.7.1 Ductless mini- | Look at costs outside of the code TAG, available via telephone conference bridge and 
split heat pumps Tacoma area. Note that there i f 

is a side benefit of cooling over the internet, and allowed comment on every item on 
being provided without addi- every agenda. The SBCC appointed over one hundred repre- 
tional cost: sentatives of all segments of the business and construction 

15-E012 R406.2 Additional Look at analysis of Option 2 community to serve on the TAGs. 

(Mod 2) requirements point requirements, small , g f . > . 
house requirement in particu- List of Industries: Below is a list of industries required 
lar. to comply with the building code. 

Businesses with fewer | Businesses with 50 or 
NAICS # Type of Business than 50 employees more employees 

236115 New single-family housing construction 2523 18 

236116 New multifamily housing construction 69 4 

236118 Residential remodelers 4298 3 
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Businesses with fewer | Businesses with 50 or 
NAICS # Type of Business than 50 employees more employees 
236210 Industrial building construction 88 8 
236220 Commercial and institutional building construction 1151 40 
238120 Structural steel and precast concrete contractors 154 10 
238130 Framing contractors 1866 17 
238140 Masonry contractors 517 1 
238150 Glass and glazing contractors 208 6 
238190 Other foundation, structure, and building exterior contractors 145 1 
238220 Plumbing, heating, and air-conditioning contractors 2245 66 
238290 Other building equipment contractors 315 6 
238310 Drywall and insulation contractors 898 18 
321911 Wood window and door manufacturing 31 1 
327331 Concrete block and brick manufacturing 13 1 
332311 Prefabricated metal building and component manufacturing 16 4 
332312 Fabricated structural metal manufacturing 67 8 
332321 Metal window and door manufacturing 10 1 
332322 Sheet metal work manufacturing 69 8 
333415 Air-conditioning and warm air heating equipment 13 2 
335110 Electric lamp bulb and part manufacturing 3 
335121 Residential electric lighting fixture manufacturing 14 
335122 Commercial, industrial, and institutional electric light 2 1 
335129 Other lighting equipment manufacturing 3 1 
423320 Brick, stone, and related construction material merchant 68 1 
423330 Roofing, siding, and insulation material merchant wholesale 33 4 
423390 Other construction material merchant wholesalers 78 
423720 Plumbing and heating equipment and supplies (hydronics) 99 6 
423730 Warm air heating and air-conditioning equipment and sup- 48 1 
plies 
531110 Lessors of residential buildings and dwellings 1525 152 
531120 Lessors of nonresidential buildings (except mini warehouse) 2046 7 
541310 Architectural services 579 19 
541330 Engineering services 2351 82 
541340 Drafting services 69 
541350 Building inspection services 168 1 
922160 Fire protection 246 31 


Estimate of the Number of Jobs That Will Be Created 
or Lost: The adoption of the latest code edition is not 
expected to significantly impact the number of jobs in the 
construction industry. These rules are likely to be job neutral 
overall, i.e., they will not result in any job gains or losses. The 
scheduled effective date of the new edition is July 1, 2016. 
Building permits issued prior to that date will be vested under 
the 2012 Building Code. Permits issued for projects under the 
2015 code edition will start with the 2017 construction sea- 
son. 
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The construction industry has experienced growth over 
the period June 2014 to June 2015 (Data from Current 
Employment Statistics (CES)). 


Wage and salary workers 2015 2014 
Residential building construction 25,600 22,400 
Nonresidential building construction 18,700 16,500 
Specialty trade contractors 114,200 101,400 


A copy of the statement may be obtained by contacting 
Tim Nogler, SBCC, P.O. Box 41449, Olympia, WA 98504- 
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1449, phone (360) 407-9280, fax (360) 586-9088, e-mail 
sbcc@ga.wa.gov. 

A cost-benefit analysis is required under RCW 34.05.- 
328. A preliminary cost-benefit analysis may be obtained by 
contacting Tim Nogler, SBCC, P.O. Box 41449, Olympia, 
WA 98504-1449, phone (360) 407-9280, fax (360) 586- 
9088, e-mail sbcc@ga.wa.gov. 


August 4, 2015 
David F. Kokot 
Council Chair 


Chapter 51-11R WAC 


STATE BUILDING CODE ADOPTION AND AMEND- 
MENT OF THE ((2042)) 2015 EDITION OF THE 
INTERNATIONAL ENERGY CONSERVATION 

CODE, RESIDENTIAL 


AMENDATORY SECTION (Amending WSR 13-04-055, 
filed 2/1/13, effective 7/1/13) 


WAC 51-11R-10100 Section R101—Scope and gen- 
eral requirements. 


R101.1 Title. This code shall be known as the ((#ternational 

ton-Code-of THE STATE OF WASHINGTON)) 
Washington State Energy Code, and shall be cited as such. It 
is referred to herein as "this code." 


R101.2 Scope. This code applies to residential buildings and 
the buildings sites and associated systems and equipment. 
This code shall be the maximum and minimum energy code 
for residential construction in each town, city and county. 


R101.3 Intent. This code shall regulate the design and con- 
struction of buildings for the effective use and conservation 
of energy over the useful life of each building. This code is 
intended to provide flexibility to permit the use of innovative 
approaches and techniques to achieve this objective. This 
code is not intended to abridge safety, health or environmen- 
tal requirements contained in other applicable codes or ordi- 
nances. 


R101.4 Applicability. Where, in any specific case, different 
sections of this code specify different materials, methods of 
construction or other requirements, the most restrictive shall 
govern. Where there is a conflict between a general require- 
ment and a specific requirement, the specific requirement 
shall govern. 


((R404-4-1+-Existine buildings. Except as-specified inthis 
ithe nea ted DE eae ahiharon aiid 
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eta on law or surveys oo routing resoure 
i; a listed fieati baronet 
to-a-histerie-distriet by the state-historie preservation officer 


eee sia en eke 
places:-designated_as-a_histerie_prepertyundertoeal or state 
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as specified in WSURS- 33. Ze EE TONS 
tothe building official and the homeowner. 


within the -seope-of Section RIOT? which +s converted te 
space that is-within the seope-of Section R1012 shalt be 


Spaces-undergoing-a-change-in-oeeupaney-that-would 


R10446)) R101.4.1 Mixed occupancy. Where a building 
includes both residential and commercial occupancies, each 
occupancy shall be separately considered and meet the appli- 
cable provisions of the (HEEG)) WSEC - Commercial and 
Residential Provisions. 


R101.5 Compliance. Residential buildings shall meet the 
provisions of ((HEEG)) WSEC - Residential Provisions. Com- 
mercial buildings shall meet the provisions of ((HEEG)) 
WSEC - Commercial Provisions. 


R101.5.1 Compliance materials. The code official shall be 
permitted to approve specific computer software, work- 
sheets, compliance manuals and other similar materials that 
meet the intent of this code. 


((R404,5-24 buildines- The followine build: 
oF portions-thereof,-separated-from-the-remainder-of the 


path Mise ode chell be esem pPE Hoi ine bride Hermal 
envelope provisions-ofthiseode- 


+-Fhese-with-a-peak design rate-of enereyusagetess 
than 3-4 Btu-h + f?-410-7 Wii} of 1 0-watt-7-41. 0-7 Wan) of 


Ltion: 


2-Fhesethat de-net contain conditioned space. 
notintended for eceupancy,)) 


AMENDATORY SECTION (Amending WSR 13-04-055, 
filed 2/1/13, effective 7/1/13) 


WAC 51-11R-10200 Section R102—((AHernate 


materials—Methed_of construction, desicn_or insulating 
systems-)) Applicability—Duties and powers of the code 
official. 


ee ee ee 
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such_constructiondesten _orinsutatine system hasbeen 
approved_bythe_code_officialas meeting the intent ofthis 
eede-)) Alternate materials, design and methods of con- 
struction and equipment. The provisions of this code are 
not intended to prevent the installation of any material or to 
prohibit any design or method of construction not specifically 
prescribed by this code, provided that any such alternative 
has been approved. The code official shall be permitted to 
approve an alternative material, design or method of con- 
struction where the code official finds that the proposed 
design is satisfactory and complies with the intent of the pro- 
visions of this code, and that the material, method or work 
offered is, for the purpose intended, at least the equivalent of 
that prescribed in this code. 


AMENDATORY SECTION (Amending WSR 13-04-055, 
filed 2/1/13, effective 7/1/13) 


WAC 51-11R-10300 Section R103—Construction 
documents. 


R103.1 General. Construction documents, technical report, 
and other supporting data shall be submitted in one or more 
sets with each application for a permit. The construction doc- 
uments and technical reports shall be prepared by a registered 
design professional where required by the statutes of the 
jurisdiction in which the project is to be constructed. Where 
special conditions exist, the code official is authorized to 
require necessary construction documents to be prepared by a 
registered design professional. 


EXCEPTION: 


The code official is authorized to waive the requirements 
for construction documents or other supporting data if 
the code official determines they are not necessary to 
confirm compliance with this code. 


R103.2 Information on construction documents. Con- 
struction documents shall be drawn to scale upon suitable 
material. Electronic media documents are permitted to be 
submitted when approved by the code official. Construction 
documents shall be of sufficient clarity to indicate the loca- 
tion, nature and extent of the work proposed, and show in suf- 
ficient detail pertinent data and features of the building, sys- 
tems and equipment as herein governed. Details shall 
include, but are not limited to, the following as applica- 
ble((5)): 

1. Insulation materials and their R-values((;)) 

2. Fenestration U-factors and SHGCs((5)) 

3. Area-weighted U-factor and SHGC calculations((;)) 

4. Mechanical system design criteria((;)) 

5. Mechanical and service water heating system and 
equipment types, sizes and efficiencies((;economzef 

6. Equipment and systems controls((fan-meterherse- 

7. Duct sealing, duct and pipe insulation and location((; 
lighting -fixture-schedule~with wattage-and control narrative: 
and)) 

8. Air sealing details. 
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R103.2.1 Building thermal envelope depiction. The build- 
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AMENDATORY SECTION (Amending WSR 13-04-055, 


ing's thermal envelope shall be represented on the construc- 
tion documents. 


R103.3 Examination of documents. The code official shall 
examine or cause to be examined the accompanying con- 
struction documents and shall ascertain whether the construc- 
tion indicated and described is in accordance with the 
requirements of this code and other pertinent laws or ordi- 
nances. The code official is authorized to utilize a registered 
design professional or other approved entity not affiliated 
with the building design or construction in conducting the 
review of the plans and specifications for compliance with 
the code. 


R103.3.1 Approval of construction documents. When the 
code official issues a permit where construction documents 
are required, the construction documents shall be endorsed in 
writing and stamped "Reviewed for Code Compliance." Such 
approved construction documents shall not be changed, mod- 
ified or altered without authorization from the code official. 
Work shall be done in accordance with the approved con- 
struction documents. 


One set of construction documents so reviewed shall be 
retained by the code official. The other set shall be returned to 
the applicant, kept at the site of work and shall be open to 
inspection by the code official or a duly authorized represen- 
tative. 


R103.3.2 Previous approvals. This code shall not require 
changes in the construction documents, construction or des- 
ignated occupancy of a structure for which a lawful permit 
has been heretofore issued or otherwise lawfully authorized, 
and the construction of which has been pursued in good faith 
within 180 days after the effective date of this code and has 
not been abandoned. 


R103.3.3 Phased approval. The code official shall have the 
authority to issue a permit for the construction of part of an 
energy conservation system before the construction docu- 
ments for the entire system have been submitted or approved, 
provided adequate information and detailed statements have 
been filed complying with all pertinent requirements of this 
code. The holders of such permit shall proceed at their own 
risk without assurance that the permit for the entire energy 
conservation system will be granted. 


R103.4 Amended construction documents. ((Changes 

i i i ianee)) Work 
shall be installed in accordance with the approved construc- 
tion documents, and any changes made during construction 
that are not in compliance with the approved construction 
documents shall be resubmitted for approval as an amended 
set of construction documents. 


R103.5 Retention of construction documents. One set of 
approved construction documents shall be retained by the 
code official for a period of not less than 180 days from date 
of completion of the permitted work, or as required by state 
or local laws. 


filed 2/1/13, effective 7/1/13) 
WAC 51-11R-10400 Section R104—Inspections. 


R104.1 General. Construction or work for which a permit is 
required shall be subject to inspection by the code official or 
his or her designated agent, and such construction or work 
shall remain accessible and exposed for inspection purposes 
until approved. It shall be the duty of the permit applicant to 
cause the work to remain accessible and exposed for inspec- 
tion purposes. Neither the code official nor the jurisdiction 
shall be liable for expense entailed in the removal or replace- 
ment of any material, product, system or building component 
required to allow inspection to validate compliance with this 
code. 


R104.2 Required ((appreval—Werlk shalt not be done 
beyond the -poimt indicated in_each stecessive inspection 


without-first ebtainine the appreval ef the code offietal Fhe 
code_official upon notification, shal make the requested 
inspections-and shall either indicate the pertion-_of the -con- 


mit-helder-er-his-or her agent wherein the samefaHs te-com- 


iat)) inspections. The code 
official or his or her designated agent, upon notification, shall 


make the inspections set forth in Sections R104.2.1 through 
R104.2.5. 


R104.2.1 Footing and foundation inspection. Inspections 
associated with footings and foundations shall verify compli- 


ance with the code as to R-value, location, thickness, depth of 
burial and protection of insulation as required by the code and 
approved plans and specifications. 


R4043)) R104.2.2 Framing and rough-in inspection. 
Inspections at framing and rough-in shall be made before 


application of interior finish and shall verify compliance with 
the code as to types of insulation and corresponding R-values 
and their correct location and proper installation; fenestration 
properties (U-factor and SHGC) and proper installation; and 
air leakage controls as required by the code and approved 
plans and specifications. 


R104.2.2.1 Wall insulation inspection. The building offi- 
cial, upon notification, shall make a wall insulation inspec- 


tion in addition to those inspections required in Section R109 
of the International Residential Code. This inspection shall be 


made after all wall and cavity insulation is in place and prior 
to cover. 


R104.2.3 Plumbing rough-in inspection. Inspections at 
plumbing rough-in shall verify compliance as required by the 


code and approved plans and specifications as to types of 
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insulation and corresponding R-values and protection, 
required controls. 


R104.2.4 Mechanical rough-in inspection. Inspections at 
mechanical rough-in shall verify compliance as required by 


the code and approved plans and specifications as to installed 
HVAC equipment type and size, required controls, system 
insulation and corresponding R-value, system air leakage 
control, programmable thermostats, dampers, whole-house 
ventilation and minimum fan efficiency. 


EXCEPTION: 


Systems serving multiple dwelling units shall be 
inspected in accordance with Section C104.2.4. 


R104.2.5 Final inspection. The building shall have a final 
inspection and not be occupied until approved. 


((R404-4)) R104.3 Reinspection. A building shall be rein- 
spected when determined necessary by the code official. 


((R404-5)) R104.4 Approved inspection agencies. The code 
official is authorized to accept reports of ((appreved)) third- 
party inspection agencies not affiliated with the building 
design or construction, provided such agencies ((satisfy+the 
fequirements)) are approved as to qualifications and reliabil- 
ity relevant to the building components and systems they are 


inspecting. 


((R404-6)) R104.5 Inspection requests. It shall be the duty 
of the holder of the permit or their duly authorized agent to 
notify the code official when work is ready for inspection. It 
shall be the duty of the permit holder to provide access to and 
means for inspections of such work that are required by this 
code. 


((R404-7)) R104.6 Reinspection and testing. Where any 
work or installation does not pass an initial test or inspection, 
the necessary corrections shall be made so as to achieve com- 
pliance with this code. The work or installation shall then be 
resubmitted to the code official for inspection and testing. 


((R4048)) R104.7 Approval. After the prescribed tests and 
inspections indicate that the work complies in all respects 
with this code, a notice of approval shall be issued by the 
code official. 


((R404.8-4)) R104.7.1 Revocation. The code official is 
authorized to, in writing, suspend or revoke a notice of 
approval issued under the provisions of this code wherever 
the certificate is issued in error, or on the basis of incorrect 
information supplied, or where it is determined that the build- 
ing or structure, premise, or portion thereof is in violation of 
any ordinance or regulation or any of the provisions of this 
code. 


AMENDATORY SECTION (Amending WSR 13-04-055, 
filed 2/1/13, effective 7/1/13) 


WAC 51-11R-10600 Section R106—Referenced 
standards. 


R106.1 Referenced codes and standards. The codes and 
standards referenced in this code shall be those listed in 
Chapter 5, and such codes and standards shall be considered 
as part of the requirements of this code to the prescribed 
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extent of each such reference and as further regulated in Sec- 
tions R106.1.1 and R106.1.2. 


R106.1.1 Conflicts. Where differences occur between provi- 
sions of this code and referenced codes and standards, the 
provisions of this code shall apply. 


R106.1.2 Provisions in referenced codes and standards. 
Where the extent of the reference to a referenced code or 
standard includes subject matter that is within the scope of 
this code, the provisions of this code, as applicable, shall take 
precedence over the provisions in the referenced code or stan- 
dard. 


R106.2 ((Conflieting requirements.Wherethe-provisiens 
ef this code-and-the referenced-_standards-conflict the provi 
R1063)) Application of references. References to chapter 
or section numbers, or to provisions not specifically identi- 
fied by number, shall be construed to refer to such chapter, 
section or provision of this code. 


((R406-4)) R106.3 Other laws. The provisions of this code 
shall not be deemed to nullify any provisions of local, state or 
federal law. In addition to the requirements of this code, all 
occupancies shall conform to the provisions included in the 
state building code (chapter 19.27 RCW). In case of conflicts 
among codes enumerated in RCW 19.27.031 (1) through (4) 
and this code, an earlier named code shall govern over those 
following. In the case of conflict between the duct sealing 
and insulation requirements of this code and the duct insula- 
tion requirements of Sections 603 and 604 of the Interna- 
tional Mechanical Code, the duct insulation requirements of 
this code shall govern. 


AMENDATORY SECTION (Amending WSR 13-04-055, 
filed 2/1/13, effective 7/1/13) 


WAC 51-11R-10800 Section R108—Stop work 
order. 


R108.1 Authority. Whenever the code official finds any 
work regulated by this code being performed in a manner 
either contrary to the provisions of this code or dangerous or 
unsafe, the code official is authorized to issue a stop work 
order. 


R108.2 Issuance. The stop work order shall be in writing and 
shall be given to the owner of the property involved, or to the 
owner's authorized agent, or to the person doing the work. 
Upon issuance of a stop work order, the cited work shall 
immediately cease. The stop work order shall state the reason 
for the order, and the conditions under which the cited work 
will be permitted to resume. 


R108.3 Emergencies. Where an emergency exists, the code 
official shall not be required to give a written notice prior to 
stopping the work. 


R108.4 Failure to comply. Any person who shall continue 
any work after having been served with a stop work order, 
except such work as that person is directed to perform to 
remove a violation or unsafe condition, shall be ((Hablete-a 
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fine-as-established_by the -appleable covernine entity)) sub- 
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from the water-heating equipment to the fixture supply and 


ject to a fine as set by the applicable governing authority. 


AMENDATORY SECTION (Amending WSR 13-04-055, 
filed 2/1/13, effective 7/1/13) 


WAC 51-11R-20201 Section R202.1—A. 
ABOVE-GRADE WALL. A wall enclosing conditioned space 
that is not a below-grade wall. This includes between-floor 
spandrels, peripheral edges of floors, roof and basement knee 
walls, dormer walls, gable end walls, walls enclosing a man- 
sard roof and skylight shafts. 

ACCESSIBLE. Admitting close approach as a result of not 
being guarded by locked doors, elevation or other effective 
means (see "Readily accessible"). 

ADDITION. An extension or increase in the conditioned space 
floor area or height of a building or structure. 

ADVANCED FRAMED WALLS. Studs framed on 24-inch cen- 
ters with double top plate and single bottom plate. Corners 
use two studs or other means of fully insulating corners, and 
one stud is used to support each header. Headers consist of 
double 2x material with R-10 insulation between the header 
and exterior sheathing. Interior partition wall/exterior wall 
intersections are fully insulated in the exterior wall. (See 
Standard Framing and Appendix A, of this code.) 

AIR BARRIER. Material(s) assembled and joined together to 
provide a barrier to air leakage through the building enve- 
lope. An air barrier may be a single material or a combination 
of materials. 

ALTERATION. Any construction, retrofit or renovation to an 
existing structure other than repair or addition that requires a 
permit. Also, a change in a building, electrical, gas, mechan- 
ical or plumbing system that involves an extension, addition 
or change to the arrangement, type or purpose of the original 
installation that requires a permit. 

APPROVED. Approval by the code official as a result of inves- 
tigation and tests conducted by him or her, or by reason of 
accepted principles or tests by nationally recognized organi- 
zations. 


back to the water-heating equipment. 


CLIMATE ZONE. A geographical region based on climatic cri- 
teria as specified in this code. 

CODE OFFICIAL. The officer or other designated authority 
charged with the administration and enforcement of this 
code, or a duly authorized representative. 

COMMERCIAL BUILDING. For this code, all buildings that are 
not included in the definition of "Residential buildings." 
CONDITIONED FLOOR AREA. The horizontal projection of the 
floors associated with the conditioned space. 

CONDITIONED SPACE. An area ((er-reem-withit-a building 
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room or space that is enclosed within the building thermal 
envelope and that is directly or indirectly heated or cooled. 
Spaces are indirectly heated or cooled where they communi- 
cate through openings with conditioned spaces, where they 
are separated from conditioned spaces by uninsulated walls, 
floors or ceilings, or where they contain uninsulated ducts, 
piping or other sources of heating or cooling. 


CONTINUOUS AIR BARRIER. A combination of materials and 
assemblies that restrict or prevent the passage of air through 
the building thermal envelope. 


CONTINUOUS INSULATION (c.i.). ((Hasetation)) Insulating 
material that is continuous across all structural members 
without thermal bridges other than fasteners and service 
openings. It is installed on the interior or exterior or is inte- 
gral to any opaque surface of the building envelope. 


CURTAIN WALL. Fenestration products used to create an 
external nonload-bearing wall that is designed to separate the 
exterior and interior environments. 


Reviser's note: The brackets and enclosed material in the text of the 
above section occurred in the copy filed by the agency and appear in the Reg- 
ister pursuant to the requirements of RCW 34.08.040. 


APPROVED AGENCY. An established and recognized agency 
regularly engaged in conducting tests or furnishing inspec- 
tion services, when such agency has been approved by the 
code official. 

AUTOMATIC. Self-acting, operating by its own mechanism 
when actuated by some impersonal influence, as, for exam- 
ple, a change in current strength, pressure, temperature or 
mechanical configuration (see "Manual"). 


AMENDATORY SECTION (Amending WSR 13-04-055, 
filed 2/1/13, effective 7/1/13) 


WAC 51-11R-20203 Section R202.3—C. 

C-FACTOR (THERMAL CONDUCTANCE). The coefficient of 
heat transmission (surface to surface) through a building 
component or assembly, equal to the time rate of heat flow 
per unit area and the unit temperature difference between the 
warm side and cold side surfaces (Btu/h ft? x °F) [W/ 
(m x K)]. 

CIRCULATING HOT WATER SYSTEM. A specifically designed 
water distribution system where one or more pumps are oper- 
ated in the service hot water piping to circulate heated water 


AMENDATORY SECTION (Amending WSR 13-04-055, 
filed 2/1/13, effective 7/1/13) 


WAC 51-11R-20205 Section R202.5—E. 


NERGY ANALYSIS. A method for estimating the annual 
nergy use of the proposed design and standard reference 
lesign based on estimates of energy use. 

NERGY COST. The total estimated annual cost for purchased 
nergy for the building functions regulated by this code, 
including applicable demand charges. 

ENERGY SIMULATION TOOL. An approved software program 
or calculation-based methodology that projects the annual 
energy use of a building. 


aon 
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that- utilize latching hard- 
nd contain ever 50 percent ela 


abuse-)) 
EXTERIOR WALL. Walls including both above-grade walls 
and below-grade walls. 
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AMENDATORY SECTION (Amending WSR 13-04-055, 
filed 2/1/13, effective 7/1/13) 


WAC 51-11R-20206 Section R202.6—F. 


FENESTRATION. ((SkyHghts,reofwindews,verticalbwindews 
Cfixed-orimoveable),epaquedeers, ctazed deers, glazed 
bleck-and combination opaque/glazed deorsFenestration 


als-)) Products classified as either vertical fenestration or sky- 
lights. 

VERTICAL FENESTRATION. Windows (fixed or moveable), 
opaque doors, glazed doors, glazed block and combination 
opaque/glazed doors composed of glass or other transparent 
or translucent glazing materials and installed at a slope of at 
least 60 degrees from horizontal. 


SKYLIGHT. Glass or other transparent or translucent glazing 
material installed with a slope of less than 60 degrees from 
horizontal. 

FENESTRATION AREA. Total area of the fenestration mea- 
sured using the rough opening, and including the glazing, 
sash and frame. 

FENESTRATION PRODUCT, FIELD-FABRICATED. A fenestra- 
tion product whose frame is made at the construction site of 
standard dimensional lumber or other materials that were not 
previously cut, or otherwise formed with the specific inten- 
tion of being used to fabricate a fenestration product or exte- 
rior door. Field fabricated does not include site-built fenestra- 
tion. 

FENESTRATION PRODUCT, SITE-BUILT. A fenestration 
designed to be made up of field-glazed or field-assembled 
units using specific factory cut or otherwise factory-formed 
framing and glazing units. Examples of site-built fenestration 
include storefront systems, curtain walls, and atrium roof sys- 
tems. 

F-FACTOR. The perimeter heat loss factor for slab-on-grade 
floors (Btu/h x ft x °F) [W/(m x K)]. 


Reviser's note: The brackets and enclosed material in the text of the 
above section occurred in the copy filed by the agency and appear in the Reg- 
ister pursuant to the requirements of RCW 34.08.040. 


AMENDATORY SECTION (Amending WSR 13-04-055, 
filed 2/1/13, effective 7/1/13) 


WAC 51-11R-20208 Section R202.8—H. 
HEATED SLAB-ON-GRADE FLOOR. Slab-on-grade floor con- 
struction in which the heating elements, hydronic tubing, or 
hot air distribution system is in contact with, or placed within 
or under, the slab. 
HIGH-EFFICACY LAMPS. Compact fluorescent lamps, T-8 or 
smaller diameter linear fluorescent lamps, or lamps with a 
minimum efficacy of: 

1. 60 lumens per watt for lamps over 40 watts; 

2. 50 lumens per watt for lamps over 15 watts to 40 
watts; and 

3. 40 lumens per watt for lamps 15 watts or less. 
HISTORIC BUILDINGS. Buildings that are listed in or eligible 
for listing in the National Register of Historic Places, or des- 
ignated as historic under an appropriate state or local law. 
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AMENDATORY SECTION (Amending WSR 13-04-055, 
filed 2/1/13, effective 7/1/13) 


WAC 51-11R-20209 Section R202.9—I. 
INFILTRATION. The uncontrolled inward air leakage into a 
building caused by the pressure effects of wind or the effect 
of differences in the indoor and outdoor air density or both. 
INSULATED SIDING. A type of continuous insulation with 
manufacturer-installed insulating material as an integral part 
of the cladding product having a minimum R-value of R-2. 
INSULATING SHEATHING. An insulating board with a core 
material having a minimum R-value of R-2. 

INTEGRATED ENERGY EFFICIENCY RATIO (IEER). A single- 
number figure of merit expressing cooling part-load EER 
efficiency for unitary air-conditioning and heat pump equip- 
ment on the basis of weighted operation at various load 
capacities for the equipment. 

INTERMEDIATE FRAMED WALLS. Studs framed on 16-inch 
centers with double top plate and single bottom plate. Cor- 
ners use two studs or other means of fully insulating corners, 
and each opening is framed by two studs. Headers shall be 
insulated to R-10. 


AMENDATORY SECTION (Amending WSR 13-04-055, 
filed 2/1/13, effective 7/1/13) 


WAC 51-11R-20218 Section R202.18—R. 
READILY ACCESSIBLE. Capable of being reached quickly for 
operation, renewal or inspection without requiring those to 
whom ready access is requisite to climb over or remove 
obstacles or to resort to portable ladders or access equipment 
(see "Accessible"). 
REPAIR. The reconstruction or renewal of any part of an 
existing building for the purpose of its maintenance or to cor- 
rect damage. 
REROOFING. The process of recovering or replacing an exist- 
ing roof covering. See "Roof recover" and "Roof replace- 
ment." 
RESIDENTIAL BUILDING. For this code, includes detached 
one- and two-family dwellings and multiple single-family 
dwellings (townhouses) as well as Group R-2, R-3 and R-4 
buildings three stories or less in height above grade plane. 
ROOF ASSEMBLY. A system designed to provide weather pro- 
tection and resistance to design loads. The system consists of 
a roof covering and roof deck or a single component serving 
as both the roof covering and the roof deck. A roof assembly 
includes the roof covering, underlayment, roof deck, insula- 
tion, vapor retarder and interior finish. 
ROOF RECOVER. The process of installing an additional roof 
covering over a prepared existing roof covering without 
removing the existing roof covering. 
ROOF REPAIR. Reconstruction or renewal of any part of an 
existing roof for the purposes of its maintenance. 
ROOF REPLACEMENT. The process of removing the existing 
roof covering, repairing any damaged substrate and installing 
a new roof covering. 
R-VALUE (THERMAL RESISTANCE). The inverse of the time 
rate of heat flow through a body from one of its bounding sur- 
faces to the other surface for a unit temperature difference 
between the two surfaces, under steady state conditions, per 
unit area (A ° ft? * °F/Btu) [(m? * K)/W]. 
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Reviser's note: The brackets and enclosed material in the text of the 
above section occurred in the copy filed by the agency and appear in the Reg- 
ister pursuant to the requirements of RCW 34.08.040. 


AMENDATORY SECTION (Amending WSR 13-04-055, 
filed 2/1/13, effective 7/1/13) 


WAC 51-11R-30310 Section R303.1—Identification. 


R303.1 Identification. Materials, systems and equipment 
shall be identified in a manner that will allow a determination 
of compliance with the applicable provisions of this code. 


R303.1.1 Building thermal envelope insulation. An R- 
value identification mark shall be applied by the manufac- 
turer to each piece of building thermal envelope insulation 12 
inches (305 mm) or greater in width. Alternately, the insula- 
tion installers shall provide a certification listing the type, 
manufacturer and R-value of insulation installed in each ele- 
ment of the building thermal envelope. For blown or sprayed 
insulation (fiberglass and cellulose), the initial installed 
thickness, settled thickness, settled R-value, installed density, 
coverage area and number of bags installed shall be /isted on 
the certification. For sprayed polyurethane foam (SPF) insu- 
lation, the installed thickness of the areas covered and R- 
value of installed thickness shall be /isted on the certification. 
For insulated siding, the R-value shall be labeled on the prod- 
uct's package and shall be listed on the certification. The 
insulation installer shall sign, date and post the certification 
in a conspicuous location on the job site. 


R303.1.1.1 Blown or sprayed roof/ceiling insulation. The 
thickness of blown-in or sprayed roof/ceiling insulation 
(fiberglass or cellulose) shall be written in inches (mm) on 
markers that are installed at least one for every 300 square 
feet (28 m?) throughout the attic space. The markers shall be 
affixed to the trusses or joists and marked with the minimum 
initial installed thickness with numbers a minimum of | inch 
(25 mm) in height. Each marker shall face the attic access 
opening. Spray polyurethane foam thickness and installed R- 
value shall be /isted on certification provided by the insula- 
tion installer. 


R303.1.2 Insulation mark installation. Insulating materials 
shall be installed such that the manufacturer's R-value mark is 
readily observable upon inspection. 


R303.1.3 Fenestration product rating. U-factors of fenes- 
tration products (windows, doors and skylights) shall be 
determined in accordance with NFRC 100. 


EXCEPTION: Where required, garage door U-factors shall be deter- 
mined in accordance with either NFRC 100 or ANSI/ 


DASMA 105. 


U-factors shall be determined by an accredited, indepen- 
dent laboratory, and labeled and certified by the manufac- 
turer. 

Products lacking such a labeled U-factor shall be 
assigned a default U-factor from Table R303.1.3(1), 
R303.1.3(2) or R303.1.3(4). The solar heat gain coefficient 
(SHGC) and visible transmittance (VT) of glazed fenestra- 
tion products (windows, glazed doors and skylights) shall be 
determined in accordance with NFRC 200 by an accredited, 
independent laboratory, and labeled and certified by the man- 
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ufacturer. Products lacking such a labeled SHGC or VT shall 
be assigned a default SHGC or VT from Table R303.1.3(3). 


EXCEPTIONS: 1. Units without NFRC ratings produced by a small busi- 
ness may be assigned default U-factors from Table 
R303.1.3(5) for vertical fenestration. 

2. Owner-built, nonoperable wood frame window con- 
sisting of a double pane unit with low-e (E = 0.04 or 


less), 1/2-inch air space with argon fill. 


R303.1.4 Insulation product rating. The thermal resistance 
(R-value) of insulation shall be determined in accordance 
with the U.S. Federal Trade Commission R-value rule 
(C.F.R. Title 16, Part 460) in units of h x ft? x °F/Btu at a 
mean temperature of 75°F (24°C). 


R303.1.4.1 Insulated siding. The thermal resistance (R- 
value) of insulated siding shall be determined in accordance 
with ASTM C1363. Installation for testing shall be in accor- 
dance with the manufacturer's installation instructions. 


AMENDATORY SECTION (Amending WSR 13-04-055, 
filed 2/1/13, effective 7/1/13) 


WAC 51-11R-40100 Section R401—General. 


R401.1 Scope. This chapter applies to residential buildings. 
R401. 2 Compliance. Projects shall comply with ((seetions 


dential Coede_shaltcomphy vith Section R406)) one of the 
following: 

1. Sections R401 through R404. 

2. Section R405 and the provisions of Sections R401 
through R404 labeled "Mandatory." 

In addition, dwelling units and sleeping units in a resi- 
dential building shall comply with Section R406. 


R401.3 Certificate (Mandatory). A permanent certificate 
shall be completed by the builder or registered design profes- 


sional and posted on ((er-within three feet of the electrical 


)) a wall in the space where the 
furnace is located, a utility room, or an approved location 
inside the building. When located on an electrical panel, the 
certificate shall not cover or obstruct the visibility of the cir- 
cuit directory label, service disconnect label, or other 
required labels. The certificate shall list the predominant R- 
values of insulation installed in or on ceiling/roof, walls, 
foundation (slab, below-grade wail, and/or floor) and ducts 
outside conditioned spaces; U-factors for fenestration and the 
solar heat gain coefficient (SHGC) of fenestration, and the 
results from any required duct system and building envelope 
air leakage testing done on the building. Where there is more 
than one value for each component, the certificate shall list 
the value covering the largest area. The certificate shall list 
the types and efficiencies of heating, cooling and service 
water heating equipment. Where a gas-fired unvented room 
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heater, electric furnace, or baseboard electric heater is 
installed in the residence, the certificate shall list "gas-fired 
unvented room heater," "electric furnace" or "baseboard elec- 
tric heater," as appropriate. An efficiency shall not be listed 
for gas-fired unvented room heaters, electric furnaces or elec- 
tric baseboard heaters. 


AMENDATORY SECTION (Amending WSR 13-04-055, 
filed 2/1/13, effective 7/1/13) 


WAC 51-11R-40210 Section R402.1—General. 


R402.1 General (Prescriptive). The building thermal enve- 
lope shall meet the requirements of Sections R402.1.1 
through ((R402+-4)) R402.1.5. 

EXCEPTION: 


The following buildings, or portions thereof, separated 
from the remainder of the building by building thermal 
envelope assemblies complying with this code shall be 
exempt from the building thermal envelope provisions of 
this code. 

1. Those with a peak design rate of energy usage less 
than 3.4 Btu/h fi? (10.7 W/m?) or 1.0 watt/fi2 (10.7 W/ 


m2) of floor area for space conditioning purposes. 


2. Those that do not contain conditioned space. 


3. Greenhouses isolated from any conditioned space and 
not intended for occupancy. 


R402.1.1 Insulation and fenestration criteria. The building 
thermal envelope shall meet the requirements of Table 
R402.1.1 based on the climate zone specified in Chapter 3. 


R402.1.2 R-value computation. Insulation material used in 
layers, such as framing cavity insulation ((anddnsulatinge 
sheathing-)) or continuous insulation shall be summed to 
compute the corresponding component R-value. The manu- 
facturer's settled R-value shall be used for blown insulation. 
Computed R-values shall not include an R-value for other 
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building materials or air films. Where insulated siding is used 
for the purpose of complying with the continuous insulation 
requirements of Table R402.1.1, the manufacturer must sup- 
ply an ICC Report that the R-factor has been certified, or use 
R-5 per inch for extruded polystyrene, and R-6 per inch for 
polyisocyanurate rigid insulation. 


R402.1.3 U-factor alternative. An assembly with a U-factor 
equal to or less than that specified in Table R402.1.3 shall be 
permitted as an alternative to the R-value in Table R402.1.1. 


R402.1.4 Total UA alternative. If the total building thermal 
envelope UA (sum of U-factor times assembly area) is less 
than or equal to the total UA resulting from using the U-fac- 
tors in Table R402.1.3 (multiplied by the same assembly area 
as in the proposed building), the building shall be considered 
in compliance with Table R402.1.1. The U-factors for typical 
construction assemblies are included in Appendix A in chap- 
ter 51-11C WAC. These values shall be used for all calcula- 
tions. Where proposed construction assemblies are not repre- 
sented in Appendix A, values shall be calculated in accor- 
dance with the ASHRAE Handbook of Fundamentals using 
the framing factors listed in Appendix A where applicable 
and shall include the thermal bridging effects of framing 
materials. The SHGC requirements shall be met in addition to 
UA compliance. When using REScheck, the U-factors calcu- 
lated by the software based on component R-value descrip- 
tions are acceptable. For the base building UA calculation, 
the maximum glazing area is 15% of the floor area. 


R402.1.5 Vapor retarder. Wall assemblies in the building 
thermal envelope shall comply with the vapor retarder 
requirements of Section R702.7 of the International Residen- 
tial Code or Section 1405.3 of the International Building 
Code, as applicable. 


AMENDATORY SECTION (Amending WSR 13-20-121, filed 10/1/13, effective 11/1/13) 


WAC 51-11R-40211 Table R402.1.1—Insulation and fenestration requirements by component. 


TABLE R402.1.1 
INSULATION AND FENESTRATION REQUIREMENTS BY COMPONENT? 


Glazed Wood Frame Below- Slab 
Fenestration | Skylight” Fenestration Ceiling Walle: ™" Mass Wall Floor Grade®™ Wall | R-Value & 
Climate Zone | U-Factor” J-Factor SHGC?¢ R-Value R-Value R-Value’ R-Value R-Value Depth 
5 and Marine 4 0.30 0.50 NR 49 21 int 21/21(®) | 30) 10/15/ 10, 2 ft 
2lint+TB 
(6 0-30 0-50 NR 49 21+5ei 2445) 308 1OA5/ 410,44) 
2Hnt+-FB 


For SI: 


1 foot = 304.8 mm, ci = continuous insulation, int = intermediate framing. 


è R-values are minimums. U-factors and SHGC are maximums. When insulation is installed in a cavity which is less than the label or design 
thickness of the insulation, the compressed R-value of the insulation from Appendix Table A101.4 shall not be less than the R-value specified 


in the table. 
> The fe 


9:36:)) 


mestration U-factor column excludes skylights. The SHGC column applies to all glazed fenestration. ((Exeeption:Skolights may be- 


°"10/15/21+TB" means R-10 continuous insulation on the exterior of the wall, or R-15 on the continuous insulation on the interior of the wall, 
or R-21 cavity insulation plus a thermal break between the slab and the basement wall at the interior of the basement wall. "10/15/21+TB" shall 
be permitted to be met with R-13 cavity insulation on the interior of the basement wall plus R-5 continuous insulation on the interior or exterior 
of the wall. "10/13" means R-10 continuous insulation on the interior or exterior of the home or R-13 cavity insulation at the interior of the base- 
ment wall. "TB" means thermal break between floor slab and basement wall. 
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d R-10 continuous insulation is required under heated slab on grade floors. See R402.2.9.1. 


€ There are no SHGC requirements in the Marine Zone. 


7 (Ba )) Reserved, 
8 Reserved. 
h (C 7 "4345" RB 2 lati lus R5 r 


Reserved. 


i The second R-value applies when more than half the insulation is on the interior of the mass wall. 

İ Reserved. 

K For single rafter- or joist-vaulted ceilings, the insulation may be reduced to R-38. 

l Reserved. 

™ Int. (intermediate framing) denotes standard framing 16 inches on center with headers insulated with a minimum of R-10 insulation. 


" Log and solid timber walls with a minimum average thickness of 3.5 inches are exempt from this insulation requirement. 


AMENDATORY SECTION (Amending WSR 13-04-055, filed 2/1/13, effective 7/1/13) 
WAC 51-11R-40213 Table R402.1.3—Equivalent U-factors. 


TABLE R402.1.3 
EQUIVALENT U-FACTORS? 


Below- 
Fenestration Skylight Ceiling Frame Wall | Mass Wall Floor Grade Wall 
Climate Zone U-Factor U-Factor U-Factor U-Factor U-Factor> U-Factor U-Factor 
5 and Marine 4 0.30 0.50 0.026 0.056 0.056 0.029 0.042 
(6 020 0-50 0-026 0.044 0.044 0-029 0-042)) 


à Nonfenestration U-factors shall be obtained from measurement, calculation or an approved source or as specified in Section R402.1.3. 


P Reserved. 


€ Basement wall U-factor of 0.360 in warm-humid locations as defined by Figure R301.1 and Table R301.1. 


AMENDATORY SECTION (Amending WSR 13-04-055, 
filed 2/1/13, effective 7/1/13) 


WAC 51-11R-40220 Section R402.2—Specific insu- 
lation requirements. 


R402.2 Specific insulation requirements (Prescriptive). In 
addition to the requirements of Section R402.1, insulation 
shall meet the specific requirements of Sections R402.2.1 
through ((R4922-2)) R402.2.11. 


R402.2.1 Ceilings with attic spaces. ((WhenSeetion 
R402-4+ twould require R-38 in the cetting, R-36 shall be 
E NS ies E Ei for R38 Ee 


wallop plate # the Caves. Similarly R38) Where Section 
pe 1.2 would require R-49 in the ceiling, installing R-38 


over 100 percent of the ceiling area requiring insulation shall 
be deemed to satisfy the requirement for R-49 wherever the 
full height of uncompressed R-38 insulation extends over the 
wall top plate at the eaves. This reduction shall not apply to 
the U-factor alternative approach in Section R402.1.3 and the 
total UA alternative in Section R402.1.4. 


R402.2.1.1 Loose insulation in attic spaces. Open-blown or 
poured loose fill insulation may be used in attic spaces where 
the slope of the ceiling is not more than 3 feet in 12 and there 
is at least 30 inches of clear distance from the top of the bot- 


[85] 


tom chord of the truss or ceiling joist to the underside of the 
sheathing at the roof ridge. 


R402.2.3 Eave baffle. For air permeable insulations in 
vented attics, a baffle shall be installed adjacent to soffit and 
eave vents. Baffles shall maintain an opening equal or greater 
than the size of the vent. The baffle shall extend over the top 
of the attic insulation. The baffle shall be permitted to be any 
solid material. 


R402.2.4 Access hatches and doors. Access doors from 
conditioned spaces to unconditioned spaces (e.g., attics and 
crawl spaces) shall be weatherstripped and insulated to a 
level equivalent to the insulation on the surrounding surfaces. 
Access shall be provided to all equipment that prevents dam- 
aging or compressing the insulation. A wood framed or 
equivalent baffle or retainer is required to be provided when 
loose fill insulation is installed, the purpose of which is to 
prevent the loose fill insulation from spilling into the living 
space when the attic access is opened, and to provide a per- 
manent means of maintaining the installed R-value of the 
loose fill insulation. 

EXCEPTION: Vertical doors that provide access from conditioned to 
unconditioned spaces shall be permitted to meet the fen- 
estration requirements of Table R402.1.2 based on the 
applicable climate zone specified in chapter 3. 


R402.2.5 Mass walls. Mass walls for the purposes of this 
chapter shall be considered above-grade walls of concrete 
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block, concrete, insulated concrete form (ICF), masonry cav- 
ity, brick (other than brick veneer), earth (adobe, compressed 
earth block, rammed earth) and solid timber/logs, or any 
other walls having a heat capacity greater than or equal to 6 
Btu/ft? x °F (123 kJ/m? x K). 


R402.2.6 Steel-frame ceilings, walls, and floors. Steel- 
frame ceilings, walls, and floors shall meet the U-factor 
requirements of Table R402.1.3. 


R402.2.7 Floors. Floor framing cavity insulation shall be 
installed to maintain permanent contact with the underside of 
the subfloor decking. Insulation supports shall be installed so 
spacing is no more than 24((-))inches on center. Foundation 
vents shall be placed so that the top of the vent is below the 
lower surface of the floor insulation. 


EXCEPTIONS: 1. The floor framing cavity insulation shall be permitted 
to be in contact with the topside of sheathing or continu- 
ous insulation installed on the bottom side of floor fram- 
ing where combined with insulation that meets or 
exceeds the minimum Wood Frame Wall R-value in 
Table R402.1.2 and extends from the bottom to the top of 


all perimeter floor framing members. 


2. When foundation vents are not placed so that the top 
of the vent is below the lower surface of the floor insula- 
tion, a permanently attached baffle shall be installed at 
an angle of 30° from horizontal, to divert air flow below 
the lower surface of the floor insulation. 

((2-)) 3. Substantial contact with the surface being insu- 
lated is not required in enclosed floor/ceiling assemblies 
containing ducts where full R-value insulation is 
installed between the duct and the exterior surface. 


R402.2.8 ((Basement)) Below-grade walls. Below-grade 
exterior wall insulation used on the exterior (cold) side of the 
wall shall extend from the top of the below-grade wall to the 
top of the footing and shall be approved for below-grade use. 
Above-grade insulation shall be protected. Insulation used on 
the interior (warm) side of the wall shall extend from the top 
of the below-grade wall to the below-grade floor level and 
shall include R-5 rigid board providing a thermal break 
between the concrete wall and the slab. 


R402.2.9 Slab-on-grade floors. The minimum thermal resis- 
tance (R-value) of the insulation around the perimeter of 
unheated or heated slab-on-grade floors shall be as specified 
in Table C402.1.1. The insulation shall be placed on the out- 
side of the foundation or on the inside of the foundation wall. 
The insulation shall extend downward from the top of the 
slab for a minimum distance as shown in the table or to the 
top of the footing, whichever is less, or downward to at least 
the bottom of the slab and then horizontally to the interior or 
exterior for the total distance shown in the table. A two-inch 
by two-inch (maximum) pressure treated nailer may be 
placed at the finished floor elevation for attachment of inte- 
rior finish materials. Insulation extending away from the 
building shall be protected by pavement or by a minimum of 
10 inches (254 mm) of soil. 


R402.2.9.1 Heated slab-on-grade floors (Mandatory). The 
entire area of a heated slab-on-grade floor shall be thermally 
isolated from the soil with a minimum of R-10 insulation. 
The insulation shall be an approved product for its intended 
use. If a soil gas control system is present below the heated 
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slab-on-grade floor, which results in increased convective 
flow below the heated slab-on-grade floor, the heated slab- 
on-grade floor shall be thermally isolated from the sub-slab 
gravel layer. R-10 heated slab-on-grade floor insulation is 
required for all compliance paths. 


R402.2.10 Reserved. 


R402.2.11 Masonry veneer. Insulation shall not be required 
on the horizontal portion of the foundation that supports a 
masonry veneer. 


AMENDATORY SECTION (Amending WSR 13-04-055, 
filed 2/1/13, effective 7/1/13) 


WAC 51-11R-40230 Section R402.3—Fenestration. 


R402.3 Fenestration (Prescriptive). In addition to the 
requirements of Section R402, fenestration shall comply with 
Sections R402.3.1 through ((R402:3-6)) R402.3.5. 


R402.3.1 U-factor. An area-weighted average of fenestration 
products shall be permitted to satisfy the U-factor require- 
ments. 


R402.3.2 Glazed fenestration SHGC. An area-weighted 
average of fenestration products more than 50 percent glazed 
shall be permitted to satisfy the SHGC requirements. 


R402.3.3 Glazed fenestration exemption. Up to 15 square 
feet (1.4 m?) of glazed fenestration per dwelling unit shall be 
permitted to be exempt from U-factor and SHGC require- 
ments in Section R402.1.1. This exemption shall not apply to 
the U-factor alternative approach in Section R402.1.3 and the 
total UA alternative in Section R402.1.4. 


R402.3.4 Opaque door exemption. One side-hinged opaque 
door assembly up to 24 square feet (2.22 m?) in area is 
exempted from the U-factor requirement in Section 
R402.1.1. This exemption shall not apply to the U-factor 
alternative approach in Section R402.1.3 and the total UA 
alternative in Section R402. 1.4. 


R402.3.5 Reserved. 
(( =a iH 
istne f 


factor and SHGC in Fable R40244)) 


AMENDATORY SECTION (Amending WSR 14-24-123, 
filed 12/3/14, effective 1/3/15) 


WAC 51-11R-40240 Section R402.4—Air leakage. 


R402.4 Air leakage (Mandatory). The building thermal 
envelope shall be constructed to limit air leakage in accor- 
dance with the requirements of Sections R402.4.1 through 
R402.4.4. 


R402.4.1 Building thermal envelope. The building thermal 
envelope shall comply with Sections R402.4.1.1 and 
R402.4.1.2. The sealing methods between dissimilar materi- 
als shall allow for differential expansion and contraction. 


Washington State Register, Issue 15-16 


R402.4.1.1 Installation. The components of the building 
thermal envelope as listed in Table R402.4.1.1 shall be 
installed in accordance with the manufacturer's instructions 
and the criteria listed in Table R402.4.1.1, as applicable to the 
method of construction. Where required by the code official, 
an approved third party shall inspect all components and ver- 
ify compliance. 


R402.4.1.2 Testing. The building or dwelling unit shall be 
tested and verified as having an air leakage rate of not 
exceeding 5 air changes per hour. Testing shall be conducted 
with a blower door at a pressure of 0.2 inches w.g. (50 Pas- 
cals). Where required by the code official, testing shall be 
conducted by an approved third party. A written report of the 
results of the test shall be signed by the party conducting the 
test and provided to the code official. Testing shall be per- 
formed at any time after creation of all penetrations of the 
building thermal envelope. Once visual inspection has con- 
firmed sealing (see Table R402.4.1.1), operable windows and 
doors manufactured by small business shall be permitted to 
be sealed off at the frame prior to the test. 

During testing: 

1. Exterior windows and doors, fireplace and stove doors 
shall be closed, but not sealed, beyond the intended weather- 
stripping or other infiltration control measures; 

2. Dampers including exhaust, intake, makeup air, back- 
draft and flue dampers shall be closed, but not sealed beyond 
intended infiltration control measures; 

3. Interior doors, if installed at the time of the test, shall 
be open, access hatches to conditioned crawl spaces and con- 
ditioned attics shall be open; 

4. Exterior openings for continuous ventilation systems 
and heat recovery ventilators shall be closed and sealed; 

5. Heating and cooling systems, if installed at the time of 
the test, shall be turned off; and 

6. Supply and return registers, if installed at the time of 
the test, shall be fully open. 


EXCEPTIONS: 1. Additions less than 500 square feet of conditioned 


floor area. 


2. Additions tested with the existing home having a com- 
bined maximum air leakage rate of 7 air changes per 
hour. To qualify for this exception, the date of construc- 
tion of the existing house must be prior to the 2009 
Washington State Energy Code. 


R402.4.2 Fireplaces. New wood-burning fireplaces shall 
have tight-fitting flue dampers or doors, and outdoor combus- 
tion air. When using tight-fitting doors on factory-built fire- 
places listed and labeled in accordance with UL 127, the 
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doors shall be tested and listed for the fireplace. Where using 
tight-fitting doors on masonry fireplaces, the doors shall be 
listed and labeled in accordance with UL 907. 


R402.4.3 Air leakage of fenestration. Windows, skylights 
and sliding glass doors shall have an air infiltration rate of no 
more than 0.3 cfm per square foot (1.5 L/s/m2), and swinging 
doors no more than 0.5 cfm per square foot (2.6 L/s/m?), 
when tested according to NFRC 400 or AAMA/WDMA/ 
CSA 101/1.S.2/A440 by an accredited, independent labora- 
tory and listed and labeled by the manufacturer. 


EXCEPTIONS: 1. Field-fabricated fenestration products (windows, sky- 
lights and doors). 

2. Custom exterior fenestration products manufactured 
by a small business provided they meet the applicable 
provisions of Chapter 24 of the International Building 
Code. Once visual inspection has confirmed the presence 
of a gasket, operable windows and doors manufactured 
by small business shall be permitted to be sealed off at 
the frame prior to the test. 


R402.4.4 Combustion air openings. In Climate Zones 3 
through 8, where open combustion air ducts provide combus- 
tion air to open combustion, space conditioning fuel burning 
appliances, the appliances and combustion air openings shall 
be located outside of the building thermal envelope, or 
enclosed in a room isolated from inside the thermal envelope. 
Such rooms shall be sealed and insulated in accordance with 
the envelope requirements of Table R402.1.2, where the 
walls, floors and ceilings shall meet the minimum of the 
below-grade wall R-value requirement. The door into the 
room shall be fully gasketed and any water lines and ducts in 
the room insulated in accordance with Section R403. The 
combustion air duct shall be insulated where it passes 
through conditioned space to a minimum of R-8. 


EXCEPTIONS: 


1. Direct vent appliances with both intake and exhaust 
pipes installed continuous to the outside. 


2. Fireplaces and stoves complying with Section 
R402.4.2 and Section R1006 of the International Resi- 
dential Code. 


R402.4.5 Recessed lighting. Recessed luminaires installed 
in the building thermal envelope shall be Type IC-rated and 
certified under ASTM E283 as having an air leakage rate not 
more than 2.0 cfm (0.944 L/s) when tested at a 1.57 psf (75 
Pa) pressure differential and shall have a label attached show- 
ing compliance with this test method. All recessed luminaires 
shall be sealed with a gasket or caulk between the housing 
and the interior wall or ceiling covering. 


AMENDATORY SECTION (Amending WSR 13-04-055, filed 2/1/13, effective 7/1/13) 
WAC 51-11R-40241 Table R402.4.1.1—Air barrier and insulation installation. 


TABLE R402.4.1.1 
AIR BARRIER AND INSULATION INSTALLATION 


((COMPONENT 


pard T | 
barrier 
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((COMPONENT 


Sener OEE 
lation: 


Narrew-eavities Batts in narrow-cavities- shall be-eutte-fit and installed tothe correct density without any-voerds- or 
ee ere een 


Reeessedtightine a a a e sas BER cond Se SIGS hE 1€-+ated_and- 
seated+tethe dravalk 
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COMPONENT 


AIR BARRIER CRITERIA? 


INSULATION CRITERIA? 


General requirements 


A continuous air barrier shall be installed in the 


Air-permeable insulation shall not be used as a 


building envelope. 
Exterior thermal envelope contains a continuous 
air barrier. 


Breaks or joints in the air barrier shall be sealed. 


Cavity insulation instal- 
lation 


All cavities in the thermal envelope shall be 
filled with insulation. The density of the insula- 
tion shall be at the manufacturers’ product rec- 
ommendation and said density shall be main- 
tained for all volume of each cavity. Batt type 
insulation will show no voids or gaps and main- 
tain an even density for the entire cavity. Batt 
insulation shall be installed in the recommended 
cavity depth. Where an obstruction in the cavity 
due to services, blocking, bracing or other 
obstruction exists, the batt product will be cut to 
fit the remaining depth of the cavity. Where the 
batt is cut around obstructions, loose fill insula- 
tion shall be placed to fill any surface or con- 
cealed voids, and at the manufacturers! specified 
density. Where faced batt is used, the installation 
tabs must be stapled to the face of the stud. 
There shall be no compression to the batt at the 
edges of the cavity due to inset stapling installa- 
tion tabs. 


Insulation that upon installation readily con- 
forms to available space shall be installed filling 


the entire cavity and within the manufacturers' 
density recommendation. 


Ceiling/attic 


The air barrier in any dropped ceiling/soffit shall 
be aligned with the insulation and any gaps in 


The insulation in any dropped ceiling/soffit shall 
be aligned with the air barrier. 


the air barrier sealed. 


Batt insulation installed in attic roof assemblies 


Access openings, drop down stair or knee wall 
doors to unconditioned attic spaces shall be 


may be compressed at exterior wall lines to 


sealed. 


allow for required attic ventilation. 


Walls 


The junction of the foundation and sill plate 


Cavities within corners and headers of frame 


shall be sealed. The junction of the top plate and 


walls shall be insulated by completely filling the 


top of exterior walls shall be sealed. Knee walls 


cavity with a material having a thermal resis- 


shall be sealed. 


tance of R-3 per inch minimum. 

Exterior thermal envelope insulation for framed 
walls shall be installed in substantial contact and 
continuous alignment with the air barrier. 


Windows, skylights and 
doors 


The space between window/door jambs and 
framing and skylights and framing shall be 


sealed. 


Rim joists 


Rim joists shall include the air barrier. 


Rim joists shall be insulated. 
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COMPONENT 


AIR BARRIER CRITERIA? 


INSULATION CRITERIA? 


Floors (including above 


The air barrier shall be installed at any exposed 


Floor framing cavity insulation shall be installed 


garage and cantilevered 


edge of insulation. 


floors) 


to maintain permanent contact with the under- 
side of subfloor decking or floor framing cavity 
insulation shall be permitted to be in contact 
with the topside of sheathing or continuous insu- 
lation installed on the underside of floor framing 
and extend from the bottom to the top of all 
perimeter floor framing members. 


Crawl space walls 


Exposed earth in unvented crawl spaces shall be 


Where provided instead of floor insulation, insu- 


lation shall be permanently attached to the 


covered with a Class I, black vapor retarder with 
overlapping joints taped. 


crawlspace walls. 


Shafts, penetrations 


Duct shafts, utility penetrations, and flue shafts 


opening to exterior or unconditioned space shall 


be sealed. 


Narrow cavities 


Batts in narrow cavities shall be cut to fit and 
installed to the correct density without any voids 
or gaps or compression, or narrow cavities shall 
be filled by insulation that on installation readily 
conforms to the available cavity space. 


Garage separation 


Air sealing shall be provided between the garage 


and conditioned spaces. 


Recessed lighting 


Recessed light fixtures installed in the building 


Recessed light fixtures installed in the building 


thermal envelope shall be sealed to the drywall. 


thermal envelope shall be air tight and IC rated. 


Plumbing and wiring 


Batt insulation shall be cut neatly to fit around 
wiring and plumbing in exterior walls. There 
shall be no voids or gaps or compression where 
cut to fit. Insulation that on installation readily 
conforms to available space shall extend behind 


piping and wiring. 


Shower/tub on exterior 


The air barrier installed at exterior walls adja- 


Exterior walls adjacent to showers and tubs shall 


wall 


cent to showers and tubs shall separate them 


be insulated. 


from the showers and tubs. 


Electrical/phone box on 


The air barrier shall be installed behind electri- 


exterior wall 


cal or communication boxes or air sealed boxes 


shall be installed. 


HVAC register boots 


HVAC register boots that penetrate building 


thermal envelope shall be sealed to the subfloor 


or drywall. 


Concealed sprinklers 


When required to be sealed, concealed fire 


sprinklers shall only be sealed in a manner that is 


recommended by the manufacturer. Caulking or 


other adhesive sealants shall not be used to fill 
voids between fire sprinkler cover plates and 


walls or ceilings. 


IC = insulation contact. 


a Tn addition, inspection of log walls shall be in accordance with the provisions of ICC-400. 
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AMENDATORY SECTION (Amending WSR 13-04-055, 
filed 2/1/13, effective 7/1/13) 


WAC 51-11R-40250 Section R402.5—Maximum fen- 
estration U-factor and SHGC. 


R402.5 Maximum fenestration U-factor ((and-SHGE€)) 
(Mandatory). The area-weighted average maximum fenes- 
tration U-factor permitted using tradeoffs from Section 
R402.1.4 or R405 shall be 0.48 ((##-ChmateZones+ and 5 
and-0-40 in ClimateZones-6through 8)) for vertical fenestra- 
tion, and 0.75 Genes Sones ects») for Skylights. 


a eee a he 
Zones_t through 3-shah be 0:50-)) 


AMENDATORY SECTION (Amending WSR 13-04-055, 
filed 2/1/13, effective 7/1/13) 


WAC 51-11R-40310 Section R403.1—Controls. 


R403.1 Controls (Mandatory). At least one thermostat shall 
be provided for each separate heating and cooling system. 


R403.1.1 Programmable thermostat. Where the primary 
heating system is a forced-air furnace, at least one thermostat 
per dwelling unit shall be capable of controlling the heating 
and cooling system on a daily schedule to maintain different 
temperature set points at different times of the day. The ther- 
mostat shall allow for, at a minimum, a 5-2 programmable 
schedule (weekdays/weekends) and be capable of providing 
at least two programmable setback periods per day. This ther- 
mostat shall include the capability to set back or temporarily 
operate the system to maintain zone temperatures down to 
55°F (13°C) or up to 85°F (29°C). The thermostat shall ini- 
tially be programmed by the manufacturer with a heating 
temperature set point no higher than 70°F (21°C) and a cool- 
ing temperature set point no lower than 78°F (26°C). The 
thermostat and/or control system shall have an adjustable 
deadband of not less than 10°F. 


EXCEPTIONS: 


1. Systems controlled by an occupant sensor that is capa- 
ble of shutting the system off when no occupant is sensed 
for a period of up to 30 minutes. 

2. Systems controlled solely by a manually operated 
timer capable of operating the system for no more than 
two hours. 


R403.1.2 Heat pump supplementary heat (Mandatory). 
Unitary air cooled heat pumps shall include controls that 
minimize supplemental heat usage during start-up, set-up, 
and defrost conditions. These controls shall anticipate need 
for heat and use compression heating as the first stage of heat. 
Controls shall indicate when supplemental heating is being 
used through visual means (e.g., LED indicators). Heat 
pumps equipped with supplementary heaters shall be 
installed with controls that prevent supplemental heater oper- 
ation above 40°F. At final inspection the auxiliary heat lock 
out control shall be set to 35°F or less. 
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NEW SECTION 


WAC 51-11R-40315 Section R403.2—Hot water 
boiler. 


R403.2 Hot water boiler outdoor temperature setback. 
Hot water boilers that supply heat to the building through 
one- or two-pipe heating systems shall have an outdoor tem- 
perature setback control that lowers the boiler water tempera- 
ture based on the outdoor temperature. 


AMENDATORY SECTION (Amending WSR 13-04-055, 
filed 2/1/13, effective 7/1/13) 


WAC 51-11R-40320 Section ((R463-2)) R403.3— 
Ducts. 


((R493-2)) R403.3 Ducts. Ducts and air handlers shall be in 
accordance with Sections ((R4032+ threugh R403.23)) 
R403.3.1 through R403.3.5. 


((R493.2-4)) R403.3.1 Insulation (Prescriptive). Ducts out- 
side the building thermal envelope shall be insulated to a 
minimum of R-8. Ducts within a concrete slab or in the 
ground shall be insulation to R-10 with insulation designed to 
be used below grade. 


EXCEPTION: 


Ducts or portions thereof located completely inside the 
building thermal envelope. Ducts located in crawl spaces 
do not qualify for this exception. 


((R403.2-2)) R403.3.2 Sealing (Mandatory). Ducts, air han- 
dlers, and filter boxes shall be sealed. Joints and seams shall 
comply with either the International Mechanical Code or 
International Residential Code, as applicable. 


EXCEPTIONS: 1. Air-impermeable spray foam products shall be permit- 


ted to be applied without additional joint seals. 


((2 Where 4 duet connection is made that is partially 


tems:)) 

2. For ducts having a static pressure classification of less 
than 2 inches of water column (500 Pa), additional clo- 
sure systems shall not be required for continuously 
welded joints and seams, and locking-type joints and 
seams of other than the snap-lock and button-lock types. 


((Duets-shall be teak tested in accordanceswith WSU RS- 
33—usine the maximum _ductteakage rates _speetfied Duet 
tightness-shall be-vertfied by either of the folowing: 

+ Pesteonstruction test: Tetalleakage shal betessthan 
erequalte4 cfm H3.3-L min) per 100 square feet 9.29-m*} 
ef conditioned floer-area when tested ata _pressure-_differen- 
tal-of 041 ineheswg: (25 Papacressthe entire systenh 

's-ait-handlerenelosure AH +egis- 
ter-boots-shall be taped_or-otherwise-seated during the test 
ee 
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ditioned floor -area-when tested at a pressure differential of 
0-Hncheswe 5P 

ufacturer's-ait-handler enclosure. All resisters shall-be taped 
erotherwise sealed_during the test H the air handler is net 


installed at the time ofthe test totaLleakage shall be tess than 
erequatte3-efin(85-L/min) per 100 square feet 929-7) of 


EXCEPTION: Fhe totaHeakage testis not required for ducts and ait 

l y È i 
R403.2.2-4)) R403.3.2.1 Sealed air handler. Air handlers 
shall have a manufacturer's designation for an air leakage of 


no more than 2 percent of the design air flow rate when tested 
in accordance with ASHRAE 193. 


((R403-2;3)) R403.3.3 Duct testing (Mandatory). Ducts 
shall be leak tested in accordance with WSU RS-33, using the 
maximum duct leakage rates specified. Duct tightness shall 
be verified by either of the following: 


EXCEPTION: 


The total leakage or leakage to the outdoors test is not 
required for ducts and air handlers located entirely 
within the building thermal envelope. For forced air 
ducts, a maximum of 10 linear feet of return ducts and 5 
linear feet of supply ducts may be located outside the 
conditioned space. All metallic ducts located outside the 
conditioned space must have both transverse and longi- 
tudinal joints sealed with mastic. If flex ducts are used. 
they cannot contain splices. Flex duct connections must 
be made with nylon straps and installed using a plastic 
strapping tensioning tool. Ducts located in crawl spaces 
do not qualify for this exception. 


A written report of the results shall be signed by the party 
conducting the test and provided to the code official. 


R403.3.4 Duct leakage (Mandatory). The total leakage of 


the ducts, where measured in accordance with Section 
R403.3.3, shall be as follows: 

1. Rough-in test: Total leakage shall be less than or equal 
to 4 cfm (113.3 L/min) per 100 square feet (9.29 m2) of con- 
ditioned floor area when tested at a pressure differential of 
0.1 inches w.g. (25 Pa) across the system, including the man- 
ufacturer's air handler enclosure. All registers shall be taped 
or otherwise sealed during the test. If the air handler is not 
installed at the time of the test, total leakage shall be less than 
or equal to 3 cfm (85 L/min) per 100 square feet (9.29 m?) of 
conditioned floor area. 

2. Postconstruction test: Leakage to outdoors shall be 
less than or equal to 4 cfm (113.3 L/min) per 100 square feet 
(9.29 m?) of conditioned floor areas or total leakage shall be 
less than or equal to 4 cfm (113.3 L/min) per 100 square feet 
(9.29 m?) of conditioned floor area when tested at a pressure 
differential of 0.1 inches w.g. (25 Pa) across the entire sys- 
tem, including the manufacturer's air handler enclosure. All 
register boots shall be taped or otherwise sealed during the 
test. 


R403.3.5 Building cavities (Mandatory). Building framing 
cavities shall not be used as ducts or plenums. Installation of 
ducts in exterior walls, floors or ceilings shall not displace 
required envelope insulation. 
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AMENDATORY SECTION (Amending WSR 13-04-055, 
filed 2/1/13, effective 7/1/13) 


WAC 51-11R-40330 Section ((R403-3)) R403.4— 
Mechanical system piping insulation. 


((R493.3)) R403.4 Mechanical system piping insulation 
(Mandatory). Mechanical system piping capable of carrying 
fluids above 105°F (41°C) or below 55°F (13°C) shall be 
insulated to a minimum of R-6. 

EXCEPTION: 


Up to 200 feet of hydronic system piping installed within 
the conditioned space may be insulated with a minimum 
of 1/2-inch insulation with a k value of 0.28. 


((R493.3-4)) R403.4.1 Protection of piping insulation. Pip- 
ing insulation exposed to weather shall be protected from 
damage, including that caused by sunlight, moisture, equip- 
ment maintenance, and wind, and shall provide shielding 
from solar radiation that can cause degradation of the mate- 
rial. Adhesive tape shall not be permitted. 


AMENDATORY SECTION (Amending WSR 14-24-053, 
filed 11/25/14, effective 5/1/15) 


WAC 51-11R-40340 Section ((R493-4)) R403.5—Ser- 
vice hot water systems. 


((R493-4)) R403.5 Service hot water systems. Energy con- 
servation measures for service hot water systems shall be in 
accordance with Sections ((R403-4-4 threvgh R403-43)) 
R403.5.1 through R403.5.5. 


ERE E A as mae yN 


R403-4-2)) R403.5.1 Heated water circulation and tem- 
perature maintenance system (Mandatory). Heated water 
circulation systems shall be in accordance with Section 
R403.4.1.1. Heat trace temperature maintenance systems 
shall be in accordance with Section R403.4.1.2. Automatic 
controls, temperature sensors and pumps shall be accessible. 
Manual controls shall be readily accessible. 


R403.5.1.1 Circulation systems. Heated water circulation 
systems shall be provided with a circulation pump. The sys- 
tem return pipe shall be a dedicated return pipe or a cold 
water supply pipe. Gravity and thermos-syphon circulation 
systems shall be prohibited. Controls for circulating hot water 
system pumps shall start the pump based on the identification 
of a demand for hot water within the occupancy. The controls 
shall automatically turn off the pump when the water in the 
circulation loop is at the desired temperature and when there 
is no demand for hot water. 


R403.5.1.2 Heat trace systems. Electric heat trace systems 
shall comply with IEEE 515.1 or UL 515. Controls for such 
systems shall automatically adjust the energy input to the 
heat tracing to maintain the desired water temperature in the 
piping in accordance with the times when heated water is 
used in the occupancy. 


R403.5.2 Demand recirculation systems. A water distribu- 
tion system having one or more recirculation pumps that 
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pump water from a heated water supply pipe back to the 
heated water source through a cold water supply pipe shall be 


TABLE ((R463-5-4)) R403.6.1 
MECHANICAL VENTILATION SYSTEM FAN EFFICACY 
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a demand recirculation water system. Pumps shall have con- Air Flow Rate Minimum Air Flow Rate 
trols that comply with both of the following: Minimum Efficacy (cfm/ Maximum 

1. The control shall start the pump upon receiving a sig- Kan Location (cfm) watt) (cfm) 
nal from the action of a user of a fixture or appliance, sensing Range hoods Any 2.8 Any 
the presence of a user of a fixture or sensing the flow of hot In-line fan Any 2.8 Any 
or tempered water to a fixture fitting or appliance. Bathroom, util- 10 1.4 <90 

2. The control shall limit the temperature of the water ity room 
entering the cold water piping to 104°F (40°C). Bathroom, util- 90 28 Any 

ity room 


R403.5.3 Hot water pipe insulation (Prescriptive). Insula- 
tion for hot water pipe, both within and outside the condi- 
tioned space, shall have a minimum thermal resistance (R- 
value) of R-3. 


EXCEPTION: 


Pipe insulation is permitted to be discontinuous where it 
passes through studs, joists or other structural members 
and where the insulated pipes pass other piping, conduit 
or vents, provided the insulation is installed tight to each 
obstruction. 


((R403-4.3)) R403.5.4 Drain water heat recovery units. 
Drain water heat recovery units shall comply with CSA 55.2. 


Drain water heat recovery units shall be in accordance with 
CSA 55.1. Potable water-side pressure loss of drain water 
heat recovery units shall be less than 3 psi (20.7 kPa) for indi- 
vidual units connected to one or two showers. Potable water- 
side pressure loss of drain water heat recovery units shall be 
less than 2 psi (13.8 kPa) for individual units connected to 
three or more showers. 


R403.5.5 Electric water heater insulation. All electric 
water heaters in unheated spaces or on concrete floors shall 
be placed on an incompressible, insulated surface with a min- 
imum thermal resistance of R-10. 


AMENDATORY SECTION (Amending WSR 13-04-055, 
filed 2/1/13, effective 7/1/13) 


WAC 51-11R-40350 Section ((R463-5)) R403.6— 
Mechanical ventilation. 


((R403-5)) R403.6 Mechanical ventilation (Mandatory). 
The building shall be provided with ventilation that meets the 
requirements of the /nternational Residential Code or Inter- 
national Mechanical Code, as applicable, or with other 
approved means of ventilation. Outdoor air intakes and 
exhausts shall have automatic or gravity dampers that close 
when the ventilation system is not operating. 


((R463.5-4)) R403.6.1 Whole-house mechanical ventila- 
tion system fan efficacy. Mechanical ventilation system fans 
shall meet the efficacy requirements of Table ((R403-544)) 
R403.6.1. 


EXCEPTION: Where mechanical ventilation fans are integral to tested 
and listed HVAC equipment, they shall be powered by an 


electronically commutated motor. 


AMENDATORY SECTION (Amending WSR 13-04-055, 
filed 2/1/13, effective 7/1/13) 


WAC 51-11R-40351 Table ((R493.5-4)) R403.6.1— 
Mechanical ventilation system fan efficacy. 


For SI: 1 cfm = 28.3 L/min. 


AMENDATORY SECTION (Amending WSR 13-04-055, 
filed 2/1/13, effective 7/1/13) 


WAC 51-11R-40360 Section ((R403-6)) R403.7— 
Equipment sizing. 


((R493.6)) R403.7 Equipment sizing and efficiency rating 
(Mandatory). Heating and cooling equipment shall be sized 
in accordance with ACCA Manual S based on building loads 
calculated in accordance with ACCA Manual J or other 
approved heating and cooling calculation methodologies. 
The output capacity of heating and cooling equipment shall 
not be greater than that of the smallest available equipment 
size that exceeds the loads calculated, including allowable 
oversizing limits. New or replacement heating and cooling 
equipment shall have an efficiency rating equal to or greater 
than the minimum required by federal law for the geographic 
location where the equipment is installed. 


R403.7.1 Electric resistance zone heated units. All 
detached one- and two-family dwellings and multiple single- 
family dwellings (townhouses) up to three stories in height 
above grade plane using electric zonal heating as the primary 
heat source shall install an inverter-driven ductless mini-split 
heat pump in the largest zone in the dwelling. Building per- 
mit drawings shall specify the heating equipment type and 
location of the heating system. 

EXCEPTION: 


Total installed heating capacity of 2 kW per dwelling 
unit or less. 


AMENDATORY SECTION (Amending WSR 13-04-055, 
filed 2/1/13, effective 7/1/13) 


WAC 51-11R-40370 Section ((R493-7)) R403.8—Sys- 
tems serving multiple dwelling units. 


((R403-7)) R403.8 Systems serving multiple dwelling units 
(Mandatory). Systems serving multiple dwelling units shall 
comply with Sections C403 and C404 of the ((HEEEG)) 
WSEC—Commercial Provisions in lieu of Section R403. 


AMENDATORY SECTION (Amending WSR 13-04-055, 
filed 2/1/13, effective 7/1/13) 


WAC 51-11R-40380 Section ((R403-8)) R403.9— 
Snow melt system controls. 


((R463-8)) R403.9 Snow melt system controls (Manda- 
tory). Snow and ice-melting systems, supplied through 
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energy service to the building, shall include automatic con- 
trols capable of shutting off the system when the pavement 
temperature is above 50°F, and no precipitation is falling and 
an automatic or manual control that will allow shutoff when 
the outdoor temperature is above 40°F. 


AMENDATORY SECTION (Amending WSR 13-04-055, 
filed 2/1/13, effective 7/1/13) 


WAC 51-11R-40390 Section ((R403-9)) R403.10— 


Pool((s-and-in-ereund-spas)) and spa energy consump- 
tion. 


((R403-9-Peol-and-in-ereund _permanenth_instated 
spas)) R403.10 Pool and permanent spa energy consump- 


tion (Mandatory). Pools and ((##-greund permanently 
instaHed)) permanent spas shall comply with Sections 


((R403-91 through R403-9-42)) R403.10.1 through 
R403.10.4.2. 


((R403-9-4+)) R403.10.1 Heaters. ((AH heaters-shali be 
equipped-with a readily_caecesstbte on-off switeh thatis 


-)) The electric power 
to heaters shall be controlled by a readily accessible on-off 
switch that is an integral part of the heater mounted on the 
exterior of the heater, or external to and within 3 feet (914 
mm) of the heater. Operation of such switch shall not change 
the settings of the heater thermostat. Such switches shall be in 
addition to a circuit breaker for the power to the heater. Gas- 
fired heaters shall not be equipped with constant burning 
pilot lights. 


((R403-9-2)) R403.10.2 Time switches. Time switches or 
other control method that can automatically turn off and on 
((heaters-and-pumps)) according to a preset schedule shall be 
installed ((ea-aH)) for heaters and pump((s)) motors. Heat- 
ers((pumps)) and pump motors that have built in ((t#mers)) 
time switches shall be deemed in compliance with this 
requirement. 


EXCEPTIONS: 


1. Where public health standards require 24-hour pump 
operation. 


2. ((Where-pumps-arerequired+te)) Pumps that operate 


solar- and waste-heat-recovery pool heating systems. 


((R493-9:3)) R403.10.3 Covers. Outdoor heated pools and 
j )) outdoor permanent spas 
shall be provided with a vapor-retardant cover, or other 
approved vapor retardant means. 
EXCEPTION: ((Peels-deriving-over)) Where more than 70 percent of 
the energy for heating, computed over an operating sea- 


son, is from site-recovered energy, such as from a heat 


pump or solar energy source ((eemputed-overan-operat- 
ingseason)), covers or other vapor-retardant means shall 


not be required. 
((R403-9-4)) R403.10.4 Residential pool pumps. Pool pump 
motors may not be split-phase or capacitor start-induction run 
type. 
((R403-9-4-+)) R403.10.4.1 Two-speed capability. 


1. Pump motors: Pool pump motors with a capacity of 1 
hp or more shall have the capability of operating at two or 
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more speeds with low speed having a rotation rate that is no 
more than one-half of the motor's maximum rotation rate. 

2. Pump controls: Pool pump motor controls shall have 
the capability of operating the pool pump with at least two 
speeds. The default circulation speed shall be the lowest 
speed, with a high speed override capability being for a tem- 
porary period not to exceed one normal cycle. 


((R403-9-4.2)) R403.10.4.2 Pump operation. Circulating 
water systems shall be controlled so that the circulation 
pump(s) can be conveniently turned off, automatically or 
manually, when the water system is not in operation. 


NEW SECTION 


WAC 51-11R-40391 Section R403.10—Other pools 
and spas. 


R403.11 Portable spas (Mandatory). The energy consump- 
tion of electric-powered portable spas shall be controlled by 
the requirements of APSP-14. 


R403.12 Residential pools and permanent residential 
spas. Residential swimming pools and permanent residential 
spas that are accessory to detached one- and two-family 
dwellings and townhouses three stories or less in height 
above grade plane and that are available only to the house- 
hold and its guests shall be in accordance with APSP-15. 


AMENDATORY SECTION (Amending WSR 13-04-055, 
filed 2/1/13, effective 7/1/13) 


WAC 51-11R-40410 Section R404.1—Lighting 
equipment. 


R404.1 Lighting equipment (Mandatory). A minimum of 


75 percent of ((permanenthinstaHed)) lamps in permanently 
installed lighting fixtures shall be high-efficacy lamps. 


R404.1.1 Lighting equipment (Mandatory). Fuel gas light- 
ing systems shall not have continuously burning pilot lights. 


AMENDATORY SECTION (Amending WSR 13-04-055, 
filed 2/1/13, effective 7/1/13) 


WAC 51-11R-40530 Section R405.3—Performance- 
based compliance. 


R405.3 Performance-based compliance. Compliance based 
on simulated energy performance requires that a proposed 
residence (proposed design) be shown to have an annual 
energy consumption based on site energy expressed in Btu 
and Btu per square foot of conditioned floor area as follows: 

1. For structures less than 1,500 square feet of condi- 
tioned floor area, the annual energy consumption shall be less 
than or equal to ((97)) 80 percent of the annual energy con- 
sumption of the standard reference design. 

2. For structures 1,500 to 5,000 square feet of condi- 
tioned floor area, the annual energy consumption shall be no 
more than ((89)) 72 percent of the standard reference design. 

3. For structures over 5,000 square feet of conditioned 
floor area, the annual energy consumption shall be no more 
than ((83)) 66 percent of the standard reference design. 
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EXCEPTION: For structures serving Group R-2 occupancies, the 


annual energy consumption shall be less than or equal to 


WSR 15-16-102 


1. Building street address, or other building site identifi- 
cation. 


85 percent of the annual energy consumption of the stan- 
dard reference design. 


AMENDATORY SECTION (Amending WSR 13-04-055, 
filed 2/1/13, effective 7/1/13) 


WAC 51-11R-40540 Section R405.4—Documenta- 
tion. 


R405.4 Documentation. Documentation of the software 
used for the performance design and the parameters for the 
building shall be in accordance with Sections R405.4.1 
through R405.4.3. 


R405.4.1 Compliance software tools. Documentation veri- 
fying that the methods and accuracy of the compliance soft- 
ware tools conform to the provisions of this section shall be 
provided to the code official. 


R405.4.2 Compliance report. Compliance software tools 
shall generate a report that documents that the proposed 
design complies with Section R405.3. ((Fhecomplance-dee- 
umentation shall inehide the followings information: 
+Address-or other identification of the residence; 


west}orientations-)) 
A compliance report on the proposed design shall be submit- 


ted with the application for the building permit. Upon com- 
pletion of the building, a compliance report based upon the 
as-built condition of the building shall be submitted to the 
code official before a certificate of occupancy is issued. 
Batch sampling of buildings to determine energy code com- 
pliance for all buildings in the batch shall be prohibited. 

Compliance reports shall include information in accor- 
dance with Sections R405.4.2.1 and R405.4.2.2. Where the 
proposed design of a building could be built on different sites 
where the cardinal orientation of the building on each site is 
different, compliance of the proposed design for the purposes 
of the application for the building permit shall be based upon 
the worst-case orientation, worst-case configuration, worst- 
case building air leakage and worst-case duct leakage. Such 
worst-case parameters shall be used as inputs to the compli- 
ance software for energy analysis. 


R405.4.2.1 Compliance report for permit application. A 
compliance report submitted with the application for building 


permit shall include all of the following: 
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2. A statement indicating that the proposed design com- 
plies with Section R405.3. 

3. An inspection checklist documenting the building 
component characteristics of the proposed design as indi- 
cated in Table R405.5.2(1). The inspection checklist shall 
show results for both the standard reference design and the 
proposed design with all user inputs to the compliance soft- 
ware to generate the results. 

4. A site-specific energy analysis report that is in compli- 
ance with Section R405.3. 

5. Name of the individual performing the analysis and 
generating the report. 

6. Name and version of the compliance software tool. 


R405.4.2.2 Compliance report for certificate of occu- 
pancy. A compliance report submitted for obtaining the cer- 


tificate of occupancy shall include all of the following: 

1. Building street address, or other building site identifi- 
cation. 

2. A statement indicating that the as-built building com- 
plies with Section R405.3. 

3. A certificate indicating that the building passes the 
performance matrix for code compliance and the energy sav- 
ing features of the building. 

4. A site-specific energy analysis report that is in compli- 
ance with Section R405.3. 

5. Name of the individual performing the analysis and 
generating the report. 

6. Name and version of the compliance software tool. 


R405.4.3 Additional documentation. The code official shall 
be permitted to require the following documents: 

1. Documentation of the building component character- 
istics of the standard reference design. 

2. A certification signed by the builder providing the 
building component characteristics of the proposed design as 
given in Table R405.5.2(1). 

3. Documentation of the actual values used in the soft- 
ware calculations for the proposed design. 


Proposed 
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AMENDATORY SECTION (Amending WSR 13-04-055, filed 2/1/13, effective 7/1/13) 


WAC 51-11R-40551 Table R405.5.2(1)—Specifications for the standard reference and proposed designs. 


TABLE R405.5.2(1) 
SPECIFICATIONS FOR THE STANDARD REFERENCE AND PROPOSED DESIGNS 
BUILDING 
COMPONENT STANDARD REFERENCE DESIGN PROPOSED DESIGN 
Above-grade walls Type: Mass wall if proposed wall is mass; otherwise wood As proposed 
frame. As proposed 
Gross area: Same as proposed As proposed 
U-factor: From Table R402.1.3 As proposed 
Solar absorptance = 0.75 As proposed 
Remittance = 0.90 
Below-grade walls Type: Same as proposed As proposed 
Gross area: Same as proposed As proposed 
U-factor: From Table R402.1.3, with insulation layer on inte- | As proposed 
rior side of walls. 
Above-grade floors Type: Wood frame As proposed 
Gross area: Same as proposed As proposed 
U-factor: From Table R402.1.3 As proposed 
Ceilings Type: Wood frame As proposed 
Gross area: Same as proposed As proposed 
U-factor: From Table R402.1.3 As proposed 
Roofs Type: Composition shingle on wood sheathing As proposed 
Gross area: Same as proposed As proposed 
Solar absorptance = 0.75 As proposed 
Emittance = 0.90 As proposed 
Attics Type: Vented with aperture = 1 ft? per 300 ft? ceiling area As proposed 
Foundations Type: Same as proposed foundation wall area above and As proposed 
below-grade 
Soil characteristics: Same as proposed. As proposed 
Opaque doors Area: 40 ft? As proposed 
Orientation: North As proposed 
U-factor: Same as fenestration from Table R402.1.3. As proposed 
((Glazing)) Vertical fenes- | Total area? = As proposed 
tration other than opaque (a) The proposed glazing area; where proposed glazing area is 
doors? less than 15% of the conditioned floor area. 
(b) 15% of the conditioned floor area; where the proposed 
glazing area is 15% or more of the conditioned floor area. 
Orientation: Equally distributed to four cardinal compass ori- | As proposed 
entations 
N, E, S & W). 
U-factor: From Table R402.1.3 As proposed 
SHGC: From Table R402.1.1 except that for climates with no | As proposed 


requirement (NR) SHGC = 0.40 shall be used. 


Interior shade fraction: 0.92 - (0.21 x SHGC for the standard 


0.92 - (0.21 x SHGC as pro- 


reference design) posed) 
External shading: None As proposed 
Skylights None As proposed 


Proposed 
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BUILDING 
COMPONENT 


STANDARD REFERENCE DESIGN 


PROPOSED DESIGN 


Air exchange rate 


Air leakage rate of 5 air changes per hour at a pressure of 0.2 
inches w.g. (50 Pa). The mechanical ventilation rate shall be in 
addition to the air leakage rate and the same as in the proposed 
design, but no greater than 0.01 x CFA +7.5 x (Np, + 1) 
where: 

CFA = conditioned floor area 

Nir = number of bedrooms 

- Energy recovery shall not be assumed for mechanical venti- 
lation. 


For residences that are not 
tested, the same air leakage 
rate as the standard reference 
design. For tested residences, 
the measured air exchange 
rate(©)) 2. The mechanical ven- 
tilation rate) © shall be in 
addition to the air leakage rate 
and shall be as proposed. 


Mechanical ventilation 


None, except where mechanical ventilation is specified by the 
proposed design, in which case: 

Annual vent fan energy use: 

kWh/yr = .03942 x CFA + 29.565 x (Np, + 1) 

where: 

CFA = conditioned floor area 

Nor = number of bedrooms 


As proposed 


Internal gains 


IGain = 17,900 + 23.8 x CFA + 4104 x N}, (Btu/day per 
dwelling unit) 


Same as standard reference 
design 


Internal mass 


An internal mass for furniture and contents of 8 pounds per 
square foot of floor area. 


Same as standard reference 
design, plus any additional 
mass specifically designed as 
a thermal storage element) £ 
but not integral to the building 
envelope or structure. 


Structural mass 


For masonry floor slabs, 80% of floor area covered by R-2 car- 
pet and pad, and 20% of floor directly exposed to room air. 


As proposed 


For masonry basement walls, as proposed, but with insulation 
required by Table R402.1.3 located on the interior side of the 
walls. 


As proposed 


For other walls, for ceilings, floors, and interior walls, wood 
frame construction. 


As proposed 


Heating systems(*®)) de 


Where the proposed design utilizes electric heating without a 
heat pump the standard reference design shall be an air source 
heat pump meeting the requirements of Section C403 of the 
(4EGE)) WSEC—Commercial Provisions. 

For all other systems, the same system type as proposed, and 
the same system efficiency required by prevailing minimum 
federal standard. 

Capacity: Sized in accordance with Section R403.6 


As proposed 


Cooling systems ®®) 4f 


Same system type as proposed. Same system efficiency as 
required by prevailing minimum federal standard. 
Capacity: Sized in accordance with Section R403.6. 


As proposed 


Service water 


heating? $ 84) 


Same system type as proposed. Same system efficiency as 
required by prevailing minimum federal standard. 
Use: Same as proposed design 


As proposed 
gal/day = 30 + (10 x Np) 
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BUILDING 
COMPONENT STANDARD REFERENCE DESIGN PROPOSED DESIGN 


Thermal distribution sys- Duct insulation: From Section R403.3.3. ((Fheemal distributien-systen- 


tems Does at : efficieney-shall be-astested- 
A thermal distribution system efficiency (DSE) of 0.93 shall be ef) As peed Table 


applied to both the heating and cooling system efficiencies for R405.5.2(2) (G£ L 


all systems. D | Feel ls act ce 
pesed)). 

Thermostat Type: Manual, cooling temperature setpoint = 75°F; Same as standard reference 
Heating temperature setpoint = 72°F 


For SI: 1 square foot = 0.93 m°, | British thermal unit = 1055 J, 1 pound per square foot = 4.88 kg/m’, 1 gallon (U.S.) = 3.785 L, °C = (°F-3)/1.8, 1 
degree = 0.79 rad 


((e))a Where required by the code official, testing shall be conducted by an approved party. Hourly calculations as specified in the ASHRAE Handbook of Fun- 
damentals, or the equivalent, shall be used to determine the energy loads resulting from infiltration. 

(®)b The combined air exchange rate for infiltration and mechanical ventilation shall be determined in accordance with Equation 43 of 2001 ASHRAE Hand- 
book of Fundamentals, page 26.24 and the "Whole-house Ventilation" provisions of 2001 ASHRAE Handbook of Fundamentals, page 26.19 for intermit- 
tent mechanical ventilation. 

((e))¢ Thermal storage element shall mean a component not part of the floors, walls or ceilings that is part of a passive solar system, and that provides thermal 
storage such as enclosed water columns, rock beds, or phase-change containers. A thermal storage element must be in the same room as fenestration that 
faces within 15 degrees (0.26 rad) of true south, or must be connected to such a room with pipes or ducts that allow the element to be actively charged. 

(®)d For a proposed design with multiple heating, cooling or water heating systems using different fuel types, the applicable standard reference design system 
capacities and fuel types shall be weighted in accordance with their respective loads as calculated by accepted engineering practice for each equipment 
and fuel type present. 

((g)) For a proposed design without a proposed heating system, a heating system with the prevailing federal minimum efficiency shall be assumed for both the 
standard reference design and proposed design. 

(@))f For a proposed design home without a proposed cooling system, an electric air conditioner with the prevailing federal minimum efficiency shall be 
assumed for both the standard reference design and the proposed design. 

((®) & For a proposed design with a nonstorage-type water heater, a 40-gallon storage-type water heater with the prevailing federal minimum energy factor for 
the same fuel as the predominant heating fuel type shall be assumed. For the case of a proposed design without a proposed water heater, a 40-gallon stor- 
age-type water heater with the prevailing federal minimum efficiency for the same fuel as the predominant heating fuel type shall be assumed for both the 
proposed design and standard reference design. 
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AMENDATORY SECTION (Amending WSR 13-04-055, 
filed 2/1/13, effective 7/1/13) 


WAC 51-11R-40552 Table R405.5.2(2)—Default dis- 
tribution system efficiencies for proposed designs. 


TABLE R405.5.2(2) 
DEFAULT DISTRIBUTION SYSTEM EFFICIENCIES FOR PRO- 
POSED DESIGNS? 


((FOREED ATR- 
S¥SFEMS)) 

DISTRIBUTION SYSTEM | DISTRIBUTION 

CONFIGURATION AND SYSTEM EFFI- (¥DRONIC- 


CONDITION CIENCY S¥S-EMS?)) 
Distribution system compo- ((-)) ((0.95)) 
nents located in unconditioned 0.88 
space 
((Gatested)) Distribution sys- ((8-88)) ((4)) 
tems entirely located in condi- 0.93, 


tioned space) 2 


((4Duetless"-systems*)) (A) © 
Zonal systems* 1.00 


For SI: 1 cubic foot per minute = 0.47 L/s, 1 square foot = 0.093m?, 1 
pound per square inch = 6895 Pa, 1 inch water gauge = 1250 Pa. 
à (Default)) Values given by this table are for ((antested)) distribu- 
tion systems, which must still meet ((mimimuam)) all prescriptive 
requirements for duct and pipe system insulation and leakage. 


Eora e 


ASSE TO ES A A 

(©) Entire system in conditioned space shall mean that no compo- 
nent of the distribution system, including the air-handler unit, is 
located outside of the conditioned space. All components must be 


located on the interior side of the thermal envelop (inside the insula- 
tion) and also inside of the air barrier. Refrigerant compressors and 
piping are allowed to be located outside. 

d . 
((“Duetless-systems shal be allowed te have foreed airflow acress- 

. cn ` 

turer's-air-handlerenelosure-)) ê Zonal systems are systems where 
the heat source is located within each room. Systems shall be 
allowed to have forced airflow across a coil but shall not have any 
ducted airflow external to the manufacturer's air-handler enclosure. 
Hydronic systems do not qualify. 


AMENDATORY SECTION (Amending WSR 13-04-055, 
filed 2/1/13, effective 7/1/13) 


WAC 51-11R-40620 Section R406.2—Additional 
energy efficiency requirements. 


OPTION 1: 


R406.2 Additional energy efficiency requirements (Man- 
datory). Each dwelling unit in ((one—and two-family dwel- 

Section 1012 of the fnter 
national Residential Code) a residential building shall com- 
ply with sufficient options from Table R406.2 so as to 
achieve the following minimum number of credits: 


1. Small Dwelling Unit: (05 
points)) 
2.5 credits 
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Dwelling units less than 1500 
square feet in conditioned floor area 
with less than 300 square feet of 
fenestration area. Additions to exist- 
ing building that are ((tessthar- 
750)) greater than 500 square feet of 
heated floor area but less than 1500 
square feet. 
2. Medium Dwelling Unit: (5 
points)) 
3.5 credits 


All dwelling units that are not 
included in #1 or #3. 


Exception: Dwelling units serving 
R-2 occupancies shall require 2.5 


credits. 
3. Large Dwelling Unit: (25 
points)) 
4.5 credits 


Dwelling units exceeding 5000 
square feet of conditioned floor 
area. 


Exception: Dwelling units serving 
R-2 occupancies shall require 2.5 
credits. 


4. Additions less than 500 square feet: 0.5 credits 


The drawings included with the building permit applica- 
tion shall identify which options have been selected and the 
point value of each option, regardless of whether separate 
mechanical, plumbing, electrical, or other permits are utilized 
for the project. 


OPTION 2: 


R406.2 Additional energy efficiency requirements (Man- 
datory). aoe dwelling unit in (ones soe eves ally dwell: 


aone Residential Code)) i a Tosen building shall com- 


ply with sufficient options from Table R406.2 so as to 
achieve the following minimum number of credits: 


1. Small Dwelling Unit: (05 
points)) 
1.0 credits 
Dwelling units less than 1500 
square feet in conditioned floor area 
with less than 300 square feet of 
fenestration area. Additions to exist- 
ing building that are ((lessthan- 
750)) greater than 500 square feet of 
heated floor area but less than 1500 
square feet. 
2. Medium Dwelling Unit: ((45 
points)) 
2.5 credits 
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All dwelling units that are not 
included in #1 or #3. 


Exception: Dwelling units serving 
R-2 occupancies shall require 2.5 


credits. 
3. Large Dwelling Unit: (25 
points)) 
4.0 credits 


Dwelling units exceeding 5000 
square feet of conditioned floor 
area. 

Exception: Dwelling units serving 
R-2 occupancies shall require 2.5 
credits. 


4. Additions less than 500 square feet: 0.5 credits 


The drawings included with the building permit applica- 
tion shall identify which options have been selected and the 
point value of each option, regardless of whether separate 
mechanical, plumbing, electrical, or other permits are utilized 
for the project. 


AMENDATORY SECTION (Amending WSR 14-24-123, 
filed 12/3/14, effective 1/3/15) 


WAC 51-11R-40621 Table R406.2—Energy credits. 


TABLE 406.2 
ENERGY CREDITS ((@EBEES))) 
OPTION DESCRIPTION CREDIT(S) 
la EFFICIENT BUILDING ENVELOPE 0.5 


la: 


Prescriptive compliance is based on Table 
((R492-4+4)) R402.1.2 with the following 
modifications: 

Vertical fenestration U = 0.28 

Floor R-38 

Slab on grade R-10 perimeter and under 
entire slab 

Below grade slab R-10 perimeter and 
under entire slab 


or 


Compliance based on Section R402. 1.4: 
Reduce the Total UA by 5%. 


lb EFFICIENT BUILDING ENVELOPE 1.0 
1b: 


Prescriptive compliance is based on Table 
((R4924-4)) R402.1.2 with the following 
modifications: 

Vertical fenestration U = 0.25 

Wall R-21 plus R-4 

Floor R-38 Basement wall R-21 int plus 
R-5 ci 

Slab on grade R-10 perimeter and under 
entire slab 


Below grade slab R-10 perimeter and 
under entire slab 
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OPTION 


DESCRIPTION 


CREDIT(S) 


or 


Compliance based on Section R402. 1.4: 
Reduce the Total UA by 15%. 


Ic 


EFFICIENT BUILDING ENVELOPE 
le: 


Prescriptive compliance is based on Table 
((R492+4)) R402.1.2 with the following 
modifications: Vertical fenestration U = 
0.22 

Ceiling and single-rafter or joist-vaulted 
R-49 advanced 

Wood frame wall R-21 int plus R-12 ci 
Floor R-38 

Basement wall R-21 int plus R-12 ci 
Slab on grade R-10 perimeter and under 
entire slab 

Below grade slab R-10 perimeter and 
under entire slab 


or 


Compliance based on Section R402. 1.4: 
Reduce the Total UA by 30%. 


2.0 


1d? 


EFFICIENT BUILDING ENVELOPE 


0.5 


ld: 


Prescriptive compliance is based on Table 


R402.1.2 with the following modifica- 
tions: 
Vertical fenestration U = 0.24 


2a 


AIR LEAKAGE CONTROL AND EFFI- 
CIENT VENTILATION 2a: 


((and)) 


Compliance based on R402.4.1.2: Reduce 
the tested air leakage to ((4-9)) 3.0 air 
changes per hour maximum and 


All whole house ventilation requirements 
as determined by Section M1507.3 of the 
International Residential Code shall be 
met with a high efficiency fan (maximum 
0.35 watts/cfm), not interlocked with the 
furnace fan. Ventilation systems using a 
furnace including an ECM motor are 
allowed, provided that they are controlled 
to operate at low speed in ventilation only 
mode. 


To qualify to claim this credit, the build- 
ing permit drawings shall specify the 
option being selected and shall specify the 
maximum tested building air leakage and 
shall show the qualified ventilation sys- 
tem. 


0.5 


2b 


AIR LEAKAGE CONTROL AND EFFI- 
CIENT VENTILATION 2b: 


Compliance based on Section R402.4.1.2: 
Reduce the tested air leakage to 2.0 air 
changes per hour maximum 


and 


1.0 
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OPTION DESCRIPTION CREDIT(S) OPTION DESCRIPTION CREDIT(S) 
All whole house ventilation requirements To qualify to claim this credit, the build- 
as determined by Section M1507.3 of the ing permit drawings shall specify the 
International Residential Code shall be option being selected and shall specify the 
met with a heat recovery ventilation sys- heating equipment type and the minimum 
tem with minimum sensible heat recovery equipment efficiency. 
efficiency of 0.70. 3d? HIGH EFFICIENCY HVAC EQUIP- 1.0 
To qualify to claim this credit, the build- MENT 3d: 
ing permit drawings shall specify the DUCTLESS SPLIT SYSTEM HEAT 
option being selected and shall specify the PUMPS, ZONAL CONTROL: 
maximum tested building air leakage and In homes where the primary space heating 
shall show the heat recovery ventilation system is zonal electric heating, a ductless 
system. heat pump system shall be installed and 
2c AIR LEAKAGE CONTROL AND EFFI- 1.5 provide heating to ((atieastene)) the larg- 
CIENT VENTILATION 2c: est zone of the housing unit. 
and To qualify to claim this credit, the build- 
c i Racca ideon RADDA ing permit drawings shall specify the 
en Me ee ne z wie ` option being selected and shall specify the 
S . i heating equipment type and the minimum 
changes per hour maximum equipment efficiency. 
P a a 4 HIGH EFFICIENCY HVAC DISTRIBU- 1.0 
as determined by Section .3 of the 
TION SYSTEM:((# 
International Residential Code shall be : « » 
met with a heat recovery ventilation sys- All heating and cooling system compo- 
tem with minimum sensible heat recovery nents installed inside the conditioned 
efficiency of 0.85. space. This includes all equipment and 
To qualify to claim this credit, the build- distribution system components such as 
ras : : z forced air ducts, hydronic piping, 
ing permit drawings shall specify the 3 : 
: ; P hydronic floor heating loop, convectors 
option being selected and shall specify the ; - ; 
i raeeniiinn tented bildina si leaks aha and radiators. All combustion equipment 
eli chives the teat ves PAE shall be direct vent or sealed combustion. 
system. ((Kecating system-components in-cond+ 
3a HIGH EFFICIENCY HVAC EQUIP- ((05)) toned erawi spaces is net permitted under 
MENT 3a: 1.0 this option-)) 
Gas, propane or oil-fired furnace with For forced air ducts: A maximum of 10 
minimum AFUE of ((95)) 94%, or gas, linear feet of return ducts and 5 linear feet 
propane or oil-fired boiler with minimum of supply ducts may be located outside 
AFUE of 92%. the conditioned space. All metallic ducts 
located outside the conditioned space 
To qualify to claim this credit, the build- must have both transverse and longitudi- 
ing permit drawings shall specify the nal joints sealed with mastic. If flex ducts 
option being selected and shall specify the are used, they cannot contain splices. Flex 
heating equipment type and the minimum duct connections must be made with 
equipment efficiency. nylon straps and installed using a plastic 
3b HIGH EFFICIENCY HVAC EQUIP- 1.0 strapping tensioning tool. Ducts located 
MENT 3b: outside the conditioned space must be 
Air-source heat pump with minimum insulated to a minimum of R-8. 
HSPF of ((8-5)) 9.0 Locating system components in condi- 
To qualify to claim this credit, the build- honed crawl spaces is not permitted under 
ing permit drawings shall specify the this option. 
option being selected and shall specify the Electric resistance heat ((#s)) and ductless_ 
heating equipment type and the minimum heat pumps are not permitted under this 
equipment efficiency. option. 
3cb HIGH EFFICIENCY HVAC EQUIP- (@8)) Direct combustion heating equipment 
MENT 3c: 1.5 


Closed-loop ground source heat pump; 
with a minimum COP of 3.3 


or 


Open loop water source heat pump with a 
maximum pumping hydraulic head of 150 
feet and minimum COP of 3.6 


with AFUE less than 80% is not permitted 
under this option. 


To qualify to claim this credit, the build- 
ing permit drawings shall specify the 
option being selected and shall specify the 
heating equipment type and shall show 
the location of the heating and cooling 
equipment and all the ductwork. 
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Water heater heated by ground source 
heat pump meeting the requirements of 
Option 3c. 


or 


For R-2 occupancy, a central heat pump 
water heater with an EF greater than 2.0 
that would supply DHW to all the units 
through a central water loop insulated 
with R-8 minimum pipe insulation. 


To qualify to claim this credit, the build- 
ing permit drawings shall specify the 
option being selected and shall specify the 
water heater equipment type and the min- 
imum equipment efficiency ((and fer 


Proposed 


[102] 


For each 1200 kWh of electrical genera- 
tion per housing unit provided annually 
by on-site wind or solar equipment a 0.5 
credit shall be allowed, up to 3 credits. 
Generation shall be calculated as follows: 


For solar electric systems, the design shall 
be demonstrated to meet this requirement 
using the National Renewable Energy 
Laboratory calculator PVWATTs. Docu- 
mentation noting solar access shall be 
included on the plans. 

For wind generation projects designs 


shall document annual power generation 
based on the following factors: 


OPTION DESCRIPTION CREDIT(S) OPTION DESCRIPTION CREDIT(S) 
5a EFFICIENT WATER HEATING Sa: 0.5 5c EFFICIENT WATER HEATING 5c: 
((Water heating system shall include one- Water heating system shall include one of 
ofthe folowing: the following: 
Gas, propane-_or cilwater heaterwitha Gas, propane or oil water heater with a 
minimum EF of. 0.62 minimum EF of 0.91 
OF or 
Flectsie water heater with a minimum EE Solar water heating supplementing a min- 
£993 imum standard water heater. Solar water 
heating will provide a rated minimum 
and-fer beth eases)) savings of 85 therms or 2000 kWh based 
All showerhead and kitchen sink faucets oa the Solar Rating and Certification Cor- 
installed in the house shall be rated at 1.75 poration (SRC) Annual Performance of 
OG-300 Certified Solar Water Heating 
GPM or less. All other lavatory faucets Systems 
shall be rated at 1.0 GPM or less.) £ 
To qualify to claim this credit, the build- or 
ing permit drawings shall specify the Electric heat pump water heater with a 
option being selected and shall specify the minimum EF of 2.0 and meeting the stan- 
((water heater equipment type and the dards of NEEA's Northern Climate Spec- 
ini i i ifications for Heat Pump Water Heaters. 
specify the)) ESO auras tor all To qualify to claim this credit, the build- 
showerheads, kitchen sink faucets, and 3 x 3 : 
other lavatory faucets. ing permit drawings shall specify the 
option being selected and shall specify the 
5b EFFICIENT WATER HEATING 5b: (65) water heater equipment type and the min- 
Water heating system shall include one of 10 ae equipment efficiency and, for solar 
the following: water heating systems the calculation of 
Gas, propane or oil water heater with a the minimum energy savings. 
minimum EF of ((9-82)) 0.74 5d EFFICIENT WATER HEATING 5d: 0.5 
or A drain water heat recovery unit(s) shall 
(Se! heati | í be installed, which captures waste water 
ee lard i Sel heat from all the showers, and has a mini- 
heati Ar id : lain mum efficiency of 40% if installed for 
: £95 4 290044 equal flow or a minimum efficiency of 
} Lonthe Sela Ratine and Certifies 52% if installed for unequal flow. Such 
nE jo{SRECHA LPer units shall be rated in accordance with the 
£ OG-300 Certified Solar Wi CSA B55.1 standard and be so labeled. 
Heating Systems To qualify to claim this credit, the build- 
ox ing permit drawings shall include a 
P F plumbing diagram that specifies the drain 
Electric heat pump water heater witha- water heat recovery units and the plumb- 
minimum EF of 2-0-andmeeting-the-stan- ing layout needed to install it and labels or 
dards of NEEA's-Northern-Climate-Spec- other documentation shall be provided 
ifications for Heat Pump Water Heaters that demonstrates that the unit complies 
6) with the standard. 
6 RENEWABLE ELECTRIC ENERGY: 0.5 
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OPTION 


DESCRIPTION 


CREDIT(S) 


The wind turbine power curve; average 

annual wind speed at the site; frequency 
distribution of the wind speed at the site 
and height of the tower. 


To qualify to claim this credit, the build- 
ing permit drawings shall specify the 
option being selected and shall show the 
photovoltaic or wind turbine equipment 
type, provide documentation of solar and 
wind access, and include a calculation of 
the minimum annual energy power pro- 
duction. 


Footnotes: 


((4nterior Duet Placement; Ducts inchided as Option + 
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sh : “i : 
taped or otherwise sealed during the test.)) ê Projects 


using this option may not use option la, 1b, or 1c 


P Projects may only include credit from one space heating 
option, 3a, 3b, 3c or 3d. When a housing unit has two 
pieces of equipment (i.e., two furnaces) both must meet 
the standard to receive the credit. 


(©) £ Plumbing Fixtures Flow Ratings. Low flow 
plumbing fixtures (water closets and urinals) and fittings 
(faucets and showerheads) shall comply with the follow- 
ing requirements: 

1 Residential bathroom lavatory sink faucets: Maximum 
flow rate - 3.8 L/min (1.0 gal/min) when tested in accor- 
dance with ASME A112.18.1/CSA B125.1. 

2 Residential kitchen faucets: Maximum flow rate - 6.6 L/ 
min (1.75 gal/min) when tested in accordance with 
ASME A112.18.1/CSA B125.1. 

3 Residential showerheads: Maximum flow rate - 6.6 L/ 
min (1.75 gal/min) when tested in accordance with 
ASME A112.18.1/CSA B125.1. 


AMENDATORY SECTION (Amending WSR 13-04-055, filed eee effective To 
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Standard ref, 1 Title Ref G A 
£2836 Fest Method f SE E 
LeakageFhreuch Exterior Windows Curtain- 
Wals-and DeorsUnder Specified Pressure Differ 
ences Acrossthe Spee¢men 0 mm R402.44 
5060-Speetrum Way 
Px " 
Standard yok r Title Ref G 7 
MAAWDMAJES N p 3 F 
40H482/A440-4 tion for Windews,Deors-and UnitSkyHshts — O =m R402-43 
500-NewJersey Avenue N-W 
6th Fleer 
y ashingten, D C 20004 
Standard ref, ' Fitle Ref G 7 
IBC-12 Tnternational Belding Code a R201.3, R303.2, R402.2.10 
1CC-499-42 Standard : 2 $ 
Steeetures  OñŤñńOëůüůùüùüËaaa L Fable R402-4 44+ 
Fe-2 Tnternational Fire Code a R201.3 
FGE Jnternationa Fue HGas-Eede 90 mm R2043 
IMc-12 Internationa Mechanical€ode 9 ae R201.3, R403.2.2, R403.5 
RE international ResidentialCede 2 mm R410424, R2643,R303.2 R404.2, 
R403.22, 2403-5 R406-+ R4062, 
Fable R4062 
NEEA Northwest Enerey Efficiency Atianee 
Portland OR 97204 
Standard ref, 1 Fitle Ref n 7 
NEEA_26 N 7 E 
Water Heaters eee tH eee Fable R406-2 
6305 +yy-Lane-Sutte- 40 
Greenbelt, MD 20770 
Ufactors O űŤñđOůüůüůüËaa L e R30343 
: Sate = 
mittanceatNormal Incidence ee RIB 
Ait Eeakagse 000 0 02000 a L R402433 
Washington ĐDC-20580 
Ma Foo A a’ O OO O OOO O Rale R30344 
+400 East Fouhy Avenue Suite 470 
Des Plaines, 1L 60018 
401/1.8.2/A440-1 tion for Windows,Doors-and Unit Skylights ps R402.43. 
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5 : : 


R493.2.2)) 


NEW SECTION 
WAC 51-11R-50100 Section R501—General. 


R501.1 Scope. The provisions of this chapter shall control 
the alteration, repair, addition and change of occupancy of 
existing buildings and structures. 


R501.1.1 Additions, alterations, or repairs. Additions, 
alterations, or repairs to an existing building, building system 
or portion thereof shall comply with Sections R502, R503 or 
R504. Unaltered portions of the existing building or building 
supply system shall not be required to comply with this code. 


R501.2 Existing buildings. Except as specified in this chap- 
ter, this code shall not be used to require the removal, alter- 
ation or abandonment of, nor prevent the continued use and 
maintenance of, an existing building or building system law- 
fully in existence at the time of adoption of this code. 


R501.3 Maintenance. Buildings and structures, and parts 
thereof, shall be maintained in a safe and sanitary condition. 
Devices and systems that are required by this code shall be 
maintained in conformance with the code edition under 
which installed. The owner or the owner's authorized agent 
shall be responsible for the maintenance of buildings and 
structures. The requirements of this chapter shall not provide 
the basis for removal or abrogation of energy conservation, 
fire protection and safety systems and devices in existing 
structures. 


R501.4 Compliance. Alterations, repairs, additions and 
changes of occupancy to, or relocation of, existing buildings 
and structures shall comply with the provisions for alter- 
ations, repairs, additions and changes of occupancy or reloca- 
tion, respectively, in the International Residential Code, 
International Building Code, International Fire Code, Inter- 
national Fuel Gas Code, International Mechanical Code, 
Uniform Plumbing Code, International Property Mainte- 
nance Code, and NFPA 70. 


R501.5 New and replacement materials. Except as other- 
wise required or permitted by this code, materials permitted 
by the applicable code for new construction shall be used. 
Like materials shall be permitted for repairs, provided haz- 
ards to life, health or property are not created. Hazardous 
materials shall not be used where the code for new construc- 
tion would not permit their use in buildings of similar occu- 
pancy, purpose and location. 


R501.6 Historic buildings. The building official may mod- 
ify the specific requirements of this code for historic build- 
ings and require in lieu of alternate requirements which will 
result in a reasonable degree of energy efficiency. This mod- 
ification may be allowed for those buildings or structures that 
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are listed in the state or national register of historic places; 
designated as a historic property under local or state designa- 
tion law or survey; certified as a contributing resource with a 
national register listed or locally designated historic district; 
or with an opinion or certification that the property is eligible 
to be listed on the national or state register of historic places 
either individually or as a contributing building to a historic 
district by the state historic preservation officer or the keeper 
of the National Register of Historic Places. 


NEW SECTION 
WAC 51-11R-50200 Section R502—Additions. 


R502.1 General. Additions to an existing building, building 
system or portion thereof shall conform to the provisions of 
this code as those provisions relate to new construction with- 
out requiring the unaltered portion of the existing building or 
building system to comply with this code. Additions shall not 
create an unsafe or hazardous condition or overload existing 
building systems. An addition shall be deemed to comply 
with this code where the addition alone complies, where the 
existing building and addition comply with this code as a sin- 
gle building, or where the building with the addition uses no 
more energy than the existing building. Additions shall be in 
accordance with Section R502.1.1 or R502.1.2. 

An addition shall be deemed to comply with this code if 
the addition alone complies, if the existing building and addi- 
tion comply as a single building, or if the building with the 
addition uses no more energy than the existing building. 


R502.1.1 Prescriptive compliance. Additions shall comply 
with Sections R502.1.1.1 through R502.1.1.4. 


R502.1.1.1 Building envelope. New building envelope 
assemblies that are part of the addition shall comply with 
Sections R402.1, R402.2, R402.3.1 through R402.3.5, and 
R402.4. 


EXCEPTION: Where nonconditioned space is changed to conditioned 
space the building envelope of the addition shall comply 
where the UA, as determined in Section R402.1.4, of the 
existing building and the addition, and any alterations 
that are part of the project, is less than or equal to UA 


generated for the existing building. 


R502.1.1.2 Heating and cooling systems. New heating, 
cooling and duct systems that are part of the addition shall 
comply with Sections R403.1, R403.2, R403.3, R403.5, and 
R403.6. 


EXCEPTION: The following need not comply with the testing require- 
ments of Section R403.3.3: 
1. Additions of less than 750 square feet. 
Proposed 
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2. Duct systems that are documented to have been previ- 
ously sealed as confirmed through field verification and 
diagnostic testing in accordance with procedures in 
WSU RS-33. 

3. Ducts with less than 40 linear feet in unconditioned 
spaces. 

4. Existing duct systems constructed, insulated or sealed 
with asbestos. 


R502.1.1.3 Service hot water systems. New service hot 
water systems that are part of the addition shall comply with 
Section R403.4. 


R502.1.1.4 Lighting. New lighting systems that are part of 
the addition shall comply with Section 404.1. 


R502.1.2 Existing plus addition compliance (Simulated 
Performance Alternative). Where nonconditioned space is 
changed to conditioned space the addition shall comply 
where the annual energy use of the addition and the existing 
building, and any alterations that are part of the project, is 
less than or equal to the annual energy use of the existing 
building when modeled in accordance with Section R405. 
The addition and any alterations that are part of the project 
shall comply with Section R405 in its entirety. 


NEW SECTION 
WAC 51-11R-50300 Section R503—Alterations. 


R503.1 General. Alterations to any building or structure 
shall comply with the requirements of the code for new con- 
struction. Alterations shall be such that the existing building 
or structure is no less conforming to the provisions of this 
code than the existing building or structure was prior to the 
alteration. 

Alterations to an existing building, building system or 
portion thereof shall conform to the provisions of this code as 
they relate to new construction without requiring the unal- 
tered portions of the existing building or building system to 
comply with this code. Alterations shall not create an unsafe 
or hazardous condition or overload existing building systems. 

Alterations shall be such that the existing building or 
structure uses no more energy than the existing building or 
structure prior to the alteration. Alterations to existing build- 
ings shall comply with Sections R503.1.1 through R503.2 

The code official may approve designs of alterations 
which do not fully conform to all of the requirements of this 
code where in the opinion of the building official full compli- 
ance is physically impossible and/or economically impracti- 
cal and: 

The alteration improves the energy efficiency of the 
building; or 

The alteration is energy efficient and is necessary for the 
health, safety, and welfare of the general public. 


R503.1.1 Building envelope. Building envelope assemblies 
that are part of the alteration shall comply with Section 
R402.1.2 or R402.1.4, Sections R402.2.1 through R402.2.12, 
R402.3.1, R402.3.2, R402.4.3, and R402.4.4. 


EXCEPTION: The following alterations need not comply with the 
requirements for new construction provided the energy 


use of the building is not increased: 
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1. Storm windows installed over existing fenestration. 

2. Existing ceiling, wall or floor cavities exposed during 
construction provided that these cavities are filled with 
insulation. 2 x 4 framed walls shall be insulated to a min- 
imum of R-15 and 2 x 6 framed walls shall be insulated 
to a minimum of R-21. 

3. Construction where the existing roof, wall or floor 
cavity is not exposed. 

4. Roof recover. 

5. Roofs without insulation in the cavity and where the 
sheathing or insulation is exposed during reroofing shall 
be insulated either above or below the sheathing. 

6. Surface-applied window film installed on existing sin- 
gle pane fenestration assemblies to reduce solar heat gain 
provided the code does not require the glazing fenestra- 
tion to be replaced. 


R503.1.1.1 Replacement fenestration. Where some or all of 
an existing fenestration unit is replaced with a new fenestra- 
tion product, including sash and glazing, the replacement fen- 
estration unit shall meet the applicable requirements for U- 
factor and SHGC in Table R402.1.2. 


R503.1.2 Heating and cooling systems. New heating, cool- 
ing and duct systems that are part of the alteration shall com- 
ply with Sections R403.1, R403.2, R403.3, and R403.6. 


EXCEPTIONS: 1. Where ducts from an existing heating and cooling sys- 
tem are extended, duct systems with less than 40 linear 
feet in unconditioned spaces shall not be required to be 
tested in accordance with Section R403.2.2. 

2. Existing duct systems constructed, insulated or sealed 


with asbestos. 


R503.1.3 Service hot water systems. New service hot water 
systems that are part of the alteration shall comply with Sec- 
tion R403.4. 


R503.1.4 Lighting. New lighting systems that are part of the 
alteration shall comply with Section R404.1. 


EXCEPTION: Alterations that replace less than 50 percent of the lumi- 
naires in a space, provided that such alterations do not 


increase the installed interior lighting power. 


R503.2 Change in space conditioning. Any nonconditioned 
or low-energy space that is altered to become conditioned 
space shall be required to be brought into full compliance 
with this code. 


EXCEPTION: Where the simulated performance option in Section 


R405 is used to comply with this section, the annual 
energy use of the proposed design is permitted to be 110 
percent of the annual energy use otherwise allowed by 
Section R405.3. 


NEW SECTION 
WAC 51-11R-50400 Section R504—Repairs. 


R504.1 General. Buildings, structures and parts thereof shall 
be repaired in compliance with Section R501.3 and this sec- 
tion. Work on nondamaged components that is necessary for 
the required repair of damaged components shall be consid- 
ered part of the repair and shall not be subject to the require- 
ments for alterations in this chapter. Routine maintenance 
required by Section R501.3, ordinary repairs exempt from 
permit, and abatement of wear due to normal service condi- 
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tions shall not be subject to the requirements for repairs in 
this section. 

The code official may approve designs of repairs which 
do not fully conform with all of the requirements of this code 
where in the opinion of the building official full compliance 
is physically impossible and/or economically impractical 
and: 

1. The repair improves the energy efficiency of the build- 
ing; or 

2. The repair is energy efficient and is necessary for the 
health, safety, and welfare of the general public. 


R504.2 Application. For the purposes of this code, the fol- 
lowing shall be considered repairs. 

1. Glass only replacements in an existing sash and frame. 

2. Roof repairs. 

3. Repairs where only the bulb and/or ballast within the 
existing luminaires in a space are replaced provided that the 
replacement does not increase the installed interior lighting 
power. 


NEW SECTION 
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NEW SECTION 


WAC 51-11R-50500 Section R505—Change of occu- 
pancy or use. 


R505.1 Change in occupancy or use. Any space not within 
the scope of Section R101.2 which is converted to space that 
is within the scope of Section R101.2 shall be brought into 
full compliance with this code. 


Spaces undergoing a change in occupancy that would 
result in an increase in demand for either fossil fuel or electri- 
cal energy shall comply with this code. 


Any space that is converted to a dwelling unit or portion 
thereof from another use or occupancy shall comply with this 
code. 


EXCEPTION: Where the simulated performance option in Section 
R405 is used to comply with this section, the annual 
energy use of the proposed design is permitted to be 110 
percent of the annual energy use otherwise allowed by 


Section R405.3. 


WAC 51-11R-51000 Chapter 6—Referenced standards. This chapter lists the standards that are referenced in various 
sections of this document. The standards are listed herein by the promulgating agency of the standard, the standard identification, 
the effective date and title, and the section or sections of this document that reference the standard. The application of the refer- 


enced standards shall be as specified in Section R106. 


1827 Walden Office Square 
Suite 550 
Schaumburg, IL 60173-4268 


AAMA American Architectural Manufacturers Association 


Standard reference number 


Title 


Referenced in code section number 


AAMA/WDMA/CSA 
101/1.S.2/A C440-11 


North American Fenestration 
Standard/Specifications for Windows, Doors and 
Unit Skylights 


R402.4.3 


ACCA 


Air Conditioning Contractors of America 
2800 Shirlington Road, Suite 300 
Arlington, VA 22206 


Standard reference number 


Title 


Referenced in code section number 


Inc. 
1791 Tullie Circle, N.E. 
Atlanta, GA 30329-2305 


Manual J-11 Residential Load Calculation Eighth Edition = = ~—......... R403.7 
Manual S-10 Residential Equipment eee R403.7 
ASHRAE American Society of Heating, Refrigerating and Air-Conditioning Engineers, 


Standard reference number 


Title 


Referenced in code section number 


ASHRAE-2009 
ASHRAE 193-2010 


ASHRAE Handbook of Fundamentals 
Method of Test for Determining the Airtightness 


R402.1.4, Table R405.5.2(1) 


of HVAC Equipment = ee R403.3.2.1 
ASTM ASTM International 
100 Barr Harbor Drive 
West Conshohocken, PA 19428-2859 
Standard reference number Title Referenced in code section number 


C1363-11 


Standard Test Method for Thermal Performance 
of Building Materials and Envelope Assemblies 
by Means of a Hot Box Apparatus 


R303.1.4.1 
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E 283-04 Test Method for Determining the Rate of Air 

Leakage Through Exterior Windows, Curtain 

Walls and Doors Under Specified Pressure Differ- 

ences Across the Specimen sss eee R402.4.5 
CSA Canadian Standards Association 


5060 Spectrum Way 
Mississauga, Ontario, Canada L4W 5N6 


Standard reference number 


Title 


Referenced in code section number 


AAMA/WDMA/CSA 
101/1.S.2/A440-11 


CSA 55.1-2012 


CSA 55.2-2012 


North American Fenestration 
Standard/Specification for Windows, Doors and 
Unit Skylights 


Test Method for Measuring Efficiency and Pres- 
sure Loss of Drain Water Heat Recovery Systems 


Drain Water Heat Recovery Units 


R402.4.3 


R403.5.4, Table R406.2 
R403.5.4 


ICC International Code Council, Inc. 
500 New Jersey Avenue, N.W. 
6th Floor 
Washington, DC 20001 
Standard reference number Title Referenced in code section number 


IBC-15 


International Building Code 


R201.3, R303.2, R402.11, R4501.4 


ICC 400-15 Standard on the Design and Construction of Log 
Structures 9  ŤűCűĚüaüaaaaa Table R402.5.1.1 
IFC-15 International Fire Code  —s—s—s—s—sSsSsSSSSS ee R201.3, R501.4 
IFGC-15 International Fuel Gas Code ——s—s—“—sSSSSSSS ee R201.3, R501.4 
IMC-15 International Mechanical Code ——“—ssSS ee R201.3, R403.3.2, R403.6, R501.4 
IPMC-15 International Property Maintenance Code = ~~ ......... R501.4 
IRC-15 International Residential Code aaaea R104.2.1, R201.3, R303.2, R401.2, 
R403.2.2, R403.5, R406.1, R406.2, 
Table R406.2 
IEEE The Institute of Electrical and Electronic Engineers, Inc. 


3 Park Avenue 
New York, NY 10016-5997 


Standard reference number 


Title 


Referenced in code section number 


515.1-2012 


IEEE Standard for the Testing, Design, Installa- 
tion and Maintenance of Electrical Resistance 
Trace Heating for Commercial Applications 


R403.5.1.2 


NEEA 


Northwest Energy Efficiency Alliance 
421 S.W. 6th Ave., Suite 600 
Portland, OR 97204 


Standard reference number 


Title 


Referenced in code section number 


NEEA-2011 


Northern Climate Specification for Heat Pump 
Water Heaters, Vers. 4.0 


Table R406.2 


NFRC 


National Fenestration Rating Council, Inc. 
6305 Ivy Lane, Suite 140 
Greenbelt, MD 20770 


Standard reference number 


Title 


Referenced in code section number 


100-2010 


200-2010 


400-2010 


Procedure for Determining Fenestration Products 
U-factors 


Procedure for Determining Fenestration Product 
Solar Heat Gain Coefficients and Visible Trans- 
mittance at Normal Incidence 


Procedure for Determining Fenestration Product 
Air Leakage 


R303.1.3 


R303.1.3 


R402.4.3 


UL 


Underwriters Laboratory 
333 Pfingsten Road 


Proposed 
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Northbrook, IL 60062 


Standard reference number Title Referenced in code section number 
UL 127-11 Factory Built Fireplace ee R402.4.2 
UL 515-11 Electric Resistance Heat Tracing for Commercial 
and Industrial Applications sss eee R403.5.1.2 
UL 907-94 Fireplace Accessories (with revisions through 
April2010) 0 R402.4.2 
US-FTC United States-Federal Trade Commission 


600 Pennsylvania Avenue N.W. 
Washington, DC 20580 


Standard reference number 


Title 


Referenced in code section number 


CER. Title 16 
(May 31, 2005) 


R-value 


Rule R303.1.4 


WDMA 


Window and Door Manufacturers Association 
1400 East Touhy Avenue, Suite 470 
Des Plaines, IL 60018 


Standard reference number 


Title 


Referenced in code section number 


AAMA/WDMA/CSA 
101/1.S.2/A440-11 


North American Fenestration 
Standard/Specification for Windows, Doors and 


Unit Skylights 


EA R402.4.3 


WSU Washington State University Energy Extension Program 


905 Plum Street S.E., Bldg 3 
P.O. Box 43165 
Olympia, WA 98506-3166 


Standard reference number Title 


Referenced in code section number 


WSU RS 33 


Duct Testing Standard for New and Existing Con- 
struction Publication No. WSUEEP15-016 =  —.......... R403.3.3 


WSR 15-16-105 
PROPOSED RULES 
WASHINGTON STATE UNIVERSITY 
[Filed August 4, 2015, 11:19 a.m.] 


Original Notice. 

Preproposal statement of inquiry was filed as WSR 15- 
02-075. 

Title of Rule and Other Identifying Information: New 
chapter 504-38 WAC, Health and safety regulations specific 
to Washington State University (WSU) Pullman. 

Hearing Location(s): Lighty 405, WSU Pullman, Pull- 
man, Washington, on September 22, 2015, at 4:00 p.m. 

Date of Intended Adoption: October 30, 2015. 

Submit Written Comments to: Deborah Bartlett, Rules 
Coordinator, P.O. Box 641225, Pullman, WA 99164-1225, e- 
mail prf.forms@wsu.edu, fax (509) 335-3969, by September 
22, 2015. 

Assistance for Persons with Disabilities: Contact Joy 
Faerber, (509) 335-2005, by September 18, 2015. 

Purpose of the Proposal and Its Anticipated Effects, 
Including Any Changes in Existing Rules: WSU is adding 
health and safety policy and regulations for WSU Pullman. 
WSU seeks a tobacco-free campus to include all campus 
grounds, state-owned vehicles, and equipment at Pullman. 
This will be in addition to the WSU Spokane and WSU Van- 
couver campuses that are already tobacco-free. The Wash- 
ington Clean Indoor Act currently prohibits smoking in pub- 


lic buildings and places of employment, as well as within 
twenty-five feet of doors, windows, and ventilation intakes. 

Statutory Authority for Adoption: RCW 28B.30.150. 

Rule is not necessitated by federal law, federal or state 
court decision. 

Name of Proponent: WSU, public. 

Name of Agency Personnel Responsible for Drafting: 
Dwight Hagihara, Executive Director, Environmental Health 
and Safety and Risk Management, Environmental Health 
62A, Pullman, Washington 99164-1172, (509) 335-3051; 
Implementation: Olivia Yang, Interim Vice-President, 
Finance and Administration, French Administration 442, 
Pullman, Washington 99164-1045, (509) 335-2600; and 
Enforcement: Bill Gardner, Associate Vice-President, Public 
Safety, Safety 60, Pullman, Washington 99164-7300, (509) 
335-8548. 

No small business economic impact statement has been 
prepared under chapter 19.85 RCW. This rule has no impact 
on small business. 

A cost-benefit analysis is not required under RCW 
34.05.328. The university does not consider this rule to be a 
significant legislative rule. 


August 4, 2015 

Deborah L. Bartlett, Director 
Procedures, Records, and Forms 
University Rules Coordinator 
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Chapter 504-38 WAC 


HEALTH AND SAFETY REGULATIONS SPECIFIC 
TO WASHINGTON STATE UNIVERSITY PULLMAN 


NEW SECTION 


WAC 504-38-010 Tobacco and nicotine use— 
Authority. Pursuant to RCW 28B.30.150(1), the Washing- 
ton State University (WSU) board of regents is granted 
authority to establish rules and regulations for tobacco and 
nicotine use on property owned, operated, and/or maintained 
by the university. 


NEW SECTION 


WAC 504-38-020 Tobacco and nicotine products. 
Washington State University Pullman acknowledges the 
findings of the United States Surgeon General that tobacco 
use in any form, active and passive, is a significant health 
hazard. The university further recognizes that the United 
States Environmental Protection Agency classifies environ- 
mental tobacco smoke as a class A carcinogen. In light of 
these health risks, and in support of a safe and healthy learn- 
ing/working environment, WSU Pullman establishes the 
restrictions in this section, WAC 504-38-010, and 504-38- 
030, otherwise collectively referred to as the WSU Pullman 
tobacco and nicotine use policy. 

(1) Tobacco and nicotine usage is not permitted within 
the perimeter of WSU Pullman property. Smoking and nico- 
tine use materials must be secured, extinguished, and/or dis- 
posed of prior to entering WSU Pullman property or exiting 
private vehicles. Improper disposal, including spitting 
smokeless tobacco or discarding cigarette butts on the ground 
or out of a vehicle, is not permitted. 

(2) The WSU Pullman tobacco and nicotine use policy 
applies to all students, faculty, and staff or other persons 
using university facilities. 

(3) The WSU Pullman tobacco and nicotine use policy is 
not intended to impede on institutional review board (IRB) 
research projects. IRB-approved research projects are exempt 
from this policy. 

(4) The WSU Pullman tobacco and nicotine use policy is 
not intended to impede on WSU tobacco and nicotine cessa- 
tion programs. 

(5) Definitions. For the purposes of this chapter, the 
terms "tobacco and nicotine use products" and "property" are 
defined as follows: 

(a) Tobacco and nicotine use products. Cigarettes, 
cigars, pipes, hookah, all forms of smokeless tobacco, elec- 
tronic cigarettes, nicotine inhalers, clove cigarettes, and other 
alternative products made primarily with or from tobacco. 

(b) Property. All buildings, grounds, state-owned vehi- 
cles and equipment (motor pool, maintenance) including, but 
not limited to, parking lots, bus stops, county-owned and 
WSU-maintained streets or sidewalks, recreational fields, 
golf course, and all open common areas within the WSU 
Pullman campus. This also includes noncontiguous WSU- 
owned property located within the city limits of Pullman, 
Washington, and in Whitman County, Washington. 
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(6) The sale or free distribution of tobacco or nicotine 
products or tobacco-related merchandise is prohibited on uni- 
versity property. 

(7) Sponsorship of campus events by tobacco or nicotine 
promoting organizations is prohibited. 

(8) Advertisement of tobacco or nicotine products at uni- 
versity events is prohibited regardless of sponsorship. 

(9) Tobacco or nicotine use on university property or 
improper disposal of smoking materials may result in disci- 
plinary action. Employees may be subject to corrective or 
disciplinary action and students may be referred to the WSU 
Pullman office of student conduct. Other violators may be 
trespassed from the WSU Pullman campus and subject to 
other sanctions available to enforce the tobacco and nicotine 
use policy. 

(10) Signage. Signs are to be posted at prominent loca- 
tions regarding applicable restrictions. 


NEW SECTION 


WAC 504-38-030 Tobacco and nicotine use—Com- 
munication and compliance. (1) The following WSU Pull- 
man persons and departments are responsible for ensuring 
that the WSU Pullman tobacco and nicotine use policy is 
communicated to employees, students, visitors, and others in 
the WSU Pullman community as indicated: 

(a) Human resources regarding employees; 

(b) Student affairs regarding students; 

(c) Department supervisors and leads regarding their vis- 
itors, guests, and contractors; 

(d) Communications and scheduling offices for events 
regarding their attendees, guests, and visitors; 

(e) Finance and administration regarding outside con- 
tractors and vendors; 

(f) President's office regarding partner institutions, its 
visitors, and guests; 

(g) Athletics regarding their patrons, visitors, and guests. 

(2) Members of the WSU Pullman community may 
notify public safety of repeat offenders and/or of disruptive 
behavior. The enforcement of the tobacco and nicotine use 
tules and regulations in this section, WAC 504-38-010 and 
504-38-020 is the responsibility of the public safety depart- 
ment with the assistance of all members of the WSU Pullman 
community. 

(3) Each of the above responsible persons and depart- 
ments may establish procedures and protocols, consistent 
with each other and the WSU Pullman tobacco and nicotine 
use policy. Such procedures and protocols are to be designed 
to assist and encourage students and employees to enroll in 
tobacco and nicotine use cessation programs, comply with 
this policy, and to observe state smoking laws. 

(4) Any person who repeatedly violates the WSU Pull- 
man tobacco and nicotine use policy may be asked to leave 
the property and/or may be removed and subject to trespass 
admonition. Employees may be subject to corrective or disci- 
plinary action and students may be subject to student conduct 
action. Public safety officers are authorized to control and 
regulate facilities use as prescribed by this policy. 

(5) Any person interfering with a university public safety 
officer in the discharge of the WSU Pullman tobacco and nic- 
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otine use policy may be in violation of WSU Pullman policy 
and state law (RCW). 


WSR 15-16-106 
PROPOSED RULES 
HEALTH CARE AUTHORITY 
(Washington Apple Health) 
[Filed August 4, 2015, 11:32 a.m.] 


Original Notice. 

Preproposal statement of inquiry was filed as WSR 15- 
08-102. 

Title of Rule and Other Identifying Information: WAC 
182-531A-700 Stage three: Delivery of ABA services, 182- 
531A-800 Provider requirements, 182-531A-900 Covered 
services, 182-531A-1000 Noncovered services, and 182- 
531A-1200 Services provided via telemedicine. 

Hearing Location(s): Health Care Authority (HCA), 
Cherry Street Plaza Building, Sue Crystal Conference Room 
106A, 626 8th Avenue, Olympia, WA 98504 (metered public 
parking is available street side around building. A map is 
available at http://www.hca.wa.gov/documents/ 
directions _to_csp.pdf or directions can be obtained by calling 
(360) 725-1000), on September 8, 2015, at 10:00 a.m. 

Date of Intended Adoption: Not sooner than September 
9, 2015. 

Submit Written Comments to: HCA Rules Coordinator, 
P.O. Box 45504, Olympia, WA 98504-5504, delivery 626 8th 
Avenue, Olympia, WA 98504, e-mail arc@hca.wa.gov, fax 
(360) 586-9727, by September 8, 2015, 5:00 p.m. 

Assistance for Persons with Disabilities: Contact Amber 
Lougheed by September 1, 2015, e-mail amber.lougheed@ 
hca.wa.gov, or (360) 725-1349, TTY (800) 848-5429 or 711. 

Purpose of the Proposal and Its Anticipated Effects, 
Including Any Changes in Existing Rules: The proposed 
tules align HCA's provider requirements in WAC 182-531A- 
0800 with those set by the behavior analyst certification 
board (BACB). Amendments throughout all sections correct 
inaccurate WAC references, clarify language and simplify 
the rule's structure. 

Reasons Supporting Proposal: The BACB has changed 
eligibility standards to sit for board certified behavior analyst 
(BCBA) certification. 

Statutory Authority for Adoption: RCW 41.05.021, 
41.05.160. 

Statute Being Implemented: RCW 41.05.021, 41.05.160. 

Rule is not necessitated by federal law, federal or state 
court decision. 

Name of Proponent: HCA, governmental. 

Name of Agency Personnel Responsible for Drafting: 
Chantelle Diaz, P.O. Box 2716, Olympia, WA 98504-2716, 
(360) 725-1842; Implementation and Enforcement: Lin Pay- 
ton, P.O. Box 5506, Olympia, WA 98504-5506, (360) 725- 
1194. 

No small business economic impact statement has been 
prepared under chapter 19.85 RCW. The joint administrative 
[rules] review committee has not requested the filing of a 
small business economic impact statement, and these rules do 
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not impose a disproportionate cost impact on small busi- 
nesses. 

A cost-benefit analysis is not required under RCW 
34.05.328. RCW 34.05.328 does not apply to HCA rules 
unless requested by the joint administrative rules review 
committee or applied voluntarily. 


August 4, 2015 
Wendy Barcus 
Rules Coordinator 


AMENDATORY SECTION (Amending WSR 14-24-083, 
filed 12/1/14, effective 1/1/15) 


WAC 182-531A-0700 Applied behavior analysis 
(ABA)—Stage three: Delivery of ABA services. (1) 
((Apphedbehavioerat anałysis mustbe-prioravthorized)) A 
provider must obtain prior authorization (PA) before delivery 
of applied behavior analysis (ABA) services. To request PA, 
a provider must submit the following documents to the med- 
icaid agency: 

(a) The comprehensive diagnostic evaluation and multi- 
disciplinary clinical treatment plan completed by the center 
of excellence (COE) described in this chapter; 

(b) The ABA assessment and ABA therapy treatment 
plan described in this chapter; and 

(c) ((Other)) Any documents required ((as-deseribedHa)) 
by the agency's ABA provider guide. 

(2) After the services are prior authorized, ((the ABA 

)) the lead behavior 
analysis therapist (LBAT) or a therapy assistant (TA) imple- 
ments the ABA therapy treatment plan in conjunction with 
other care team members. The LBAT is responsible for com- 
municating and collaborating with other care team members 
to ensure ((eensistencyi#)) consistent approaches to 
((aehieve)) achieving treatment goals. 

(3) If services are rendered by a ((therapy-assistant,the 
therapy-assistant)) TA, he or she must: 

(a) Assess the client's response to techniques and report 
that response to the LBAT; 

(b) Provide direct on-site services in the client's natural 
setting ((fewnd)) (for example, in the home, office, clinic, or 
community), or in the day services program; 

(c) Be supervised directly by an LBAT for ((minimum 
ef)) at least five percent of total direct care per week ((fe-¢5 
one-hour pert twenty _hours-of eare))); 


oO Consult me LEAT ae E 


(see WAC 192 531-1426 for 


appropriate _procedures_and 

physicalinterventions- and WAC 182-531 1428 for prehib- 
Hed procedures-and physiealinterventions):)) if: 

(i) Considering modifying a technique; 

(ii) A barrier or challenge prevents implementation of 
the treatment plan; and 

(iii) Clinically indicated. 

(e) Ensure family involvement through modeling, coach- 
ing, and training to support generalization and maintenance 
of achieved behaviors; 
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(£) ((Keep-decumentation_ef)) Document each visit with 
the client ((andfamilyte+nehide)) or family and include: 

(i) Targeted behavior, interventions, response, modifica- 
tions in techniques((-anda)); 

(ii) A plan for the next visit((-alengavith)): 

(iii) Behavior tracking sheets that record and graph data 
collected for each visit; and 


(@)Mamtain-d ; -famil 5 
thatthevisitoceurred recording-signatureand-date-)) (iv) 
Confirmation that each visit has occurred, recording the par- 
ent's signature and the date. 


AMENDATORY SECTION (Amending WSR 14-24-083, 
filed 12/1/14, effective 1/1/15) 


WAC 182-531A-0800 Applied behavior analysis 
(ABA)—Provider requirements. 
Center of excellence. 


(1) ((Stage—ene-—The)) A center of ((exeellence's 
{COE's})) excellence (COE) may be an entity or an individ- 
ual. The COE's evaluating and prescribing providers must 


function as a multidisciplinary care team ((whetherfaeHity- 
based-orpractitioner-based- 


w): 

(2) The COE must employ: 

(a) A person ((erpersens)) licensed under Title 18 RCW 
who is experienced in the diagnosis and treatment of autism 
spectrum disorders and has a specialty in one of the follow- 
ing: 

((G))) G) Neurology; 

((GD)) Gi) Pediatric neurology; 

((G49)) Gii) Developmental pediatrics; 

((4¥))) (iv) Psychology, 

(6) (vy) Psychiatry; or 

(vi) Pediatric psychiatry; or 


eP Psychiatry or 

€B))) b) A licensed midlevel practitioner (i.e., advanced 
registered nurse practitioner (ARNP) or physician assistant 
(PA)) who has been trained by and works under the tutelage 
of one of the specialists in (a)((@A9)) of this subsection and 
meets the qualifications in ((f@}G)-efthis-subsection:or 

{C)Another)) subsection (3) of this section; or 

(c) A qualified medical provider who meets qualifica- 
tions in ((f4}44)) subsection (3) of this ((subseetien)) section 
and who has been designated by the agency as a ((eenter-of 
exeeHence bythe ageney)) COE. 

((G4}-Fhe-entity_or individual has-been)) (3) The COE 
must be prequalified by the agency as meeting or employing 
((persensmeeting)) people who meet the following criteria: 

((43)) (a) Physicians and psychologists must have 
demonstrated expertise ((te-diagnese)) in diagnosing an 
autism spectrum disorder by: 

(i) Using a validated diagnostic tool ((et-cenfirr)); 

(ii) Confirming the diagnosis by observing the client's 
behavior((;)) and interviewing family members((;)); or 

(iii) Reviewing the documentation available from the cli- 
ent's primary care provider, ((the-ehHd's)) individualized edu- 
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cation plan ((GEP))), or individualized family service plan 
(GESP}-er 


9 


(b) Physicians and psychologists must understand the 
medically necessary use of applied behavior analysis (ABA); 

(((G}Are)) and 

(c) Physicians and psychologists must be sufficiently 
qualified to conduct and document a comprehensive diagnos- 
tic evaluation, and ((te)) develop a multidisciplinary clinical 
treatment plan ((as-desertbedin- WAC182-53114180)-and 

i+) Fhe entity orindpidualis)) under WAC 182-531A- 


0500(2). 
(4) The COE must be enrolled with the agency or the cli- 


ent's ((M€EQ)) managed care organization, unless the client 
has third-party insurance. 

(Ð) (5) Examples of providers who can qualify ((and 

)) as a designated COE ((ate)) 


include: 

((@)) (a) Multidisciplinary clinics; 

((@¥)) (b) Individual qualified provider offices; and 

((ŒÐ)) (c) Neurodevelopmental centers. 

(Ð) (6) All ABA providers must meet the specified 
minimum qualifications and comply with applicable state 
laws. 


((€a))) Lead behavior analysis therapist (EBA). 


(Requirements: 

€A})) (7) The lead behavior analysis therapist (LBAT) 
must be: 

((@))) (a) Licensed by the department of health (DOH) to 
practice independently as a physician, psychologist, or 
licensed mental health practitioner under Title 18 RCW, or 
credentialed as a certified counselor or certified counselor 
advisor under Title 18 RCW, in good standing ((withne 
Heense)) and without disciplinary restrictions, either formal 
or informal; ((e£ 

€) (b) Employed by or contracted with an agency that 
is enrolled as a participating provider and licensed by DOH 
as a hospital, a residential treatment facility, or an in-home 
services agency and be licensed by DOH to practice inde- 
pendently as a physician, psychologist, licensed mental 
health practitioner, or credentialed as a counselor, under Title 
18 RCW in good standing ((withneHeense)) and without dis- 
ciplinary restrictions, either formal or informal; or 

((G49)) (c) Employed or contracted with an agency that 
is enrolled as a participating provider and licensed by the 
department of social and health services! division of behav- 
ioral health and recovery (DBHR) with certification to pro- 
vide ABA services, and be able to meet the staff requirements 
specified in chapter 388-877A WAC. 

(EÐ) (8) The LBAT must((: 

)) enroll as a servicing provider ((a#d)), be authorized 
to supervise ancillary providers((-end 

€)-Be)), and be: 

(a) A board-certified behavior analyst (BCBA) with 
proof of board certification through the Behavior Analysis 
Certification Board (BACB); or 

(( 
work related +o-behavior analysis-and_either: Seven_hundred 
fifty -hours_of supervision under a BCBA, or two-years-of 


Washington State Register, Issue 15-16 


4 Rele-)) (b) Eligible to sit for board certification under 


standards set by the BACB: or 

(c) Certified by the BACB as an assistant behavior ana- 
lyst (BCaBA) and practice according to the scope and 
responsibilities defined by the BACB. 

(9) If the LBAT's role is filled by a BCaBA, the respon- 
sibilities below must be fulfilled by both the BCaBA and the 
supervising BCBA, as required by the BACB. The LBAT 
must: 

(6) (a) Develop and maintain an ABA therapy treat- 
ment plan that is comprehensive, incorporating treatment 
((being)) provided by other health care professionals, and that 
states how all treatment will be coordinated((;as-appleable)); 
and 


(Œ) (b) Supervise ((aminimtentef)) at least five per- 


cent of the total direct care provided by the therapy assistant 


per week (((e-g--one-hour-per twenty -hours-of eare))). 
(Œ) Therapy assistant. ((Requirements- 
()-Fherapy-assistants)) (10) The therapy assistant (TA) 


must be: 

(6) (a) Able to practice independently by being 
licensed by DOH as a licensed mental health practitioner or 
credentialed as a counselor under Title 18 RCW in good 
standing with no license restrictions; ((eF 

€B))) (b) Employed by or contracted with an agency 
((that4s)) enrolled as a participating provider and licensed by 
DOH as a hospital, a residential treatment facility, or an in- 
home services agency with a home health service category to 
provide ABA services, and be able to practice independently 
by being licensed by DOH as a licensed mental health practi- 
tioner or credentialed as a counselor under Title 18 RCW in 
good standing with no license restrictions; or 

(©) (c) Employed by or contracted with an agency 
((that4s)) enrolled as a participating provider and licensed by 
DBHR as a community mental health agency with certifica- 
tion to provide ABA services, and be able to meet the staff 
requirements specified in chapter 388-877A WAC; 


((G# 

(A) Have) (11) The TA must ciiai as a performing or 
servicing provider and have: 

(a) Sixty hours of ABA training that includes applicable 
ABA principles and techniques, services, and caring for a 
((ekH¢e)) client with core symptoms of autism; and 


(((B)} Have-awritten)) (b) A letter of attestation signed 


by the lead LBAT, documenting that the ((therapy-assistant)) 
TA has demonstrated competency in implementing ABA 


therapy treatment plans and delivering ABA services ((prter 
to-providing services-without supervision te-covered clients; 


and 
> Enrol A a ider 
w): 
(12) The TA must: 
(a) Deliver services according to the ABA therapy treat- 
ment plan; and 
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(EÐ) (b) Be supervised by an LBAT who meets the 
requirements ((#7-fa}(} ef this-subseetion)) under subsection 
(7), (8), and (9) of this section; and 

(©) (c) Review the client's progress with the LBAT at 
least every two weeks to confirm that the ABA therapy treat- 
ment plan still meets the ((ehHd's)) client's needs. If changes 
are clinically indicated, they must be made by the LBAT. 


K 


eXar)) 
Facility-based day program. 


(13) All facility-based day program providers must meet 
the requirements under WAC 182-531A-0600 (3)(a), and 
meet the following licensure requirements: 

(a) Outpatient hospital facilities ((previding—these-ser- 
¥tees)) must meet the applicable DOH licensure require- 
ments((-)); 

(b) A clinic or nonhospital-based facility ((previding 
these-services)) must be licensed as a community mental 
health agency by DBHR((;as-deseribed4n)) under chapter 
388-877A WAC((:)); 

(c) A provider rendering direct ABA services must meet 
the qualifications and applicable licensure or certification 
requirements as described in this subsection, as applicable((- 
Other)); and 

(d) Any provider((s)) serving as a member((s)) of the 
multidisciplinary care team must be licensed or certified 


under Title 18 RCW((-as+equited)). 


described in WAC182-531-1420 


AMENDATORY SECTION (Amending WSR 14-24-083, 
filed 12/1/14, effective 1/1/15) 


WAC 182-531A-0900 Applied behavior analysis 
(ABA)—Covered services. (1) The medicaid agency covers 
only the following applied behavior analysis (ABA) services, 
delivered in settings described in ((stege-two-as-netedin 
WAC 182-534-1420 and 2},)) WAC 182-531A-0600, for 
eligible clients: 

(a) The ABA assessments ((te)) that determine the rela- 
tionship between environmental events and the client's 
behaviors; 

(b) The direct provision of ABA services by the therapy 
assistant (TA) or lead behavior analysis therapist (LBAT); 

(c) Initial ABA assessment and development of a writ- 
ten, initial ABA therapy treatment plan, limited to one per 
year; 

(d) Up to four additional ABA assessments and revisions 
of the initial ABA therapy treatment plan per year, if neces- 
sary to meet client's needs((+mitedte-feur-per-year)); 

(e) Supervision of the ((therapy-assistant)) TA; 

(f) Training and evaluation of family members or care- 
givers to carry out the approved ABA therapy treatment 
plans; 

(g) Observation of the client's behavior to determine the 
effectiveness of the approved ABA therapy treatment plan; 
and 

(h) On-site assistance in ((a-diffeult-er-erisis-situation)) 
the event of a crisis. 
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(2) The agency covers the following services, which may 
be provided in conjunction with ABA services under other 
agency programs ((and-be-consistent withthe program tutes 

)): 

(a) (Speech -andtanguage therapy; 

(6) Occupational therapy; 


(e}Physicaltherapy; 


feHnterpreter-services: 

(f) Dietician-serviees)) Counseling; 

(b) Dietician services; 

(c) Interpreter services: 

(d) Occupational therapy: 

(e) Physical therapy: 

(f) Speech and language therapy; and 

(g) Transportation services. 

(3) The agency does not authorize payment of ABA ser- 
vices ((#the-serviees-are duplicative ef services-bereren- 
dered)) that duplicate services provided in another setting. 

(4) (Eimitsn-amount er_frequeney_of the-_eovered ser- 


viees-desertbed this -seetion-are subject te the provisions Ht 
WAC TS2-SOL-O169, Henitation extension )) If a provider's 
request for covered services exceeds limitations in this sec- 
tion, the agency evaluates the request under WAC 182-501- 
0169. 


AMENDATORY SECTION (Amending WSR 14-24-083, 
filed 12/1/14, effective 1/1/15) 


WAC 182-531A-1000 Applied behavior analysis 
(ABA)—Noncovered services. The medicaid agency does 
not cover ((the- feHewing)) certain services under the applied 


behavior analysis (ABA) program ((#ehiding—but)) include, 
but are not limited to: 


(1) Autism camps; 

(2) Dolphin therapy; 

(3) Equine therapy((/)) or hippo therapy; 

(4) Primarily educational services; 

(5) Recreational therapy; 

(6) Respite care; 

(7) Safety monitoring services; 

(8) School-based health care services or early interven- 
tion program-based services under WAC 182-531A-0600 
(3)(b)(i11), unless prior authorized ((and-as-desertbed4n WAC 

))); 
(9) Vocational rehabilitation; 
(10) Life coaching; and 
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(11) Treatment that is unproven or investigational 


(((e-æ-)) for example, holding therapy, Higashi (day life ther- 
apy), auditory integration therapy). 


AMENDATORY SECTION (Amending WSR 14-24-083, 
filed 12/1/14, effective 1/1/15) 


WAC 182-531A-1200 Applied behavior analysis 
(ABA)—Services provided via telemedicine. Telemedi- 
cine, as defined in (WAC+82-5314736)) chapter 182-531 
WAC, may be used to provide the following authorized ser- 
vices: 

(1) Program supervision when the client is present; and 

(2) Family training, which does not require the client's 
presence. 


WSR 15-16-107 
PROPOSED RULES 
BUILDING CODE COUNCIL 
[Filed August 4, 2015, 11:50 a.m.] 


Original Notice. 

Preproposal statement of inquiry was filed as WSR 15- 
10-074. 

Title of Rule and Other Identifying Information: Adop- 
tion and amendment of the 2015 International Building Code 
(IBC), chapter 51-50 WAC. 

Hearing Location(s): Fire Department Training Center, 
1618 South Rebecca Street, Spokane, WA, on September 11, 
2015, at 10:00 a.m.; and at the DES Presentation Room, 1500 
Jefferson S.E., Olympia, WA 98504, on October 16, 2015, at 
10:00 a.m. 

Date of Intended Adoption: November 13, 2015. 

Submit Written Comments to: Dave Kokot, Chair, State 
Building Code Council (SBCC), P.O. Box 41449, Olympia, 
WA 98504-1449, e-mail sbcc@ga.wa.gov, fax (360) 586- 
9088, by October 23, 2015. 

Assistance for Persons with Disabilities: Contact Peggy 
Bryden by August 24, 2015, (360) 407-9280. 

Purpose of the Proposal and Its Anticipated Effects, 
Including Any Changes in Existing Rules: The proposed 
tules adopt the 2015 edition of the IBC, published by the 
IBC, with state amendments to incorporate proposed changes 
as adopted by the Washington SBCC. The rules will provide 
increased clarity and life safety measures for construction in 
Washington state. 


WAC Section Changes in 2015 Discussion 

1 51-50-003 Adopts by reference the IBC. Updated to adopt the 2015 IBC. 

2 51-50-007 Includes in the adoption the Inter- | Updated to adopt the 2015 IEBC. 
national Existing Building Code 
(IEBC). 

3 51-50-008 Establishes the effective date. July 1, 2016. 

4 51-50-009 Recyclable materials and solid Adds a definition of compost and requires 
waste storage. storage space for compost. 


Proposed 
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WAC Section Changes in 2015 Discussion 

5 51-50-0202 Definitions. Adds definitions: Assisted living facility, bot- 
tle filling station, climate zone, efficiency 
dwelling unit, staged evacuation; deletes defi- 
nitions published in the 2015 IBC: Air imper- 
meable insulation; nonstructural concrete. 

6 51-50-0306 | 306.2 Moderate-hazard factory indus- Adds marijuana growing of more than fifteen 

trial, Group F-1. plants and marijuana processing. 

7 51-50-0308 | 308.3.3 Licensed care facilities. Classifies assisted living facilities as Group I- 
1/ Condition 2. 

8 308.4.2 Licensed care facilities. Deletes reference to Group R-2 for residential 
treatment facilities. 

9 51-50-0303 | 310.2 Definitions. Adds definitions for guest room and lodging 
house consistent with 2015 IBC. 

10 310.4 Residential Group R-2. Removes assisted living facilities and residen- 
tial treatment facilities from Group R-2. 

11 51-50-0312 | 312.1 General. Adds marijuana growing of fifteen or fewer 
plants. 

12 51-50-0403 | 403.5.4 Smokeproof enclosures. Updates references for exit stairways requiring 
smokeproof enclosures. State amendment pro- 
vides an exception. 

13 51-50-0407 Reserved. Deletes state amendment for Group I-2 care 
suite separation to be consistent with the 2015 
IBC. 

14 51-50-0408 | 408.9 Smoke removal. Requires natural or mechanical ventilation for 
smoke removal in smoke compartments. 

15 51-50-0412 | 412.8.3 Means of egress. Specifies means of egress from heliports and 
helistops. 

16 51-50-0420 | 420.6 Subdivisions of building spaces— | Deletes state amendment related to Group R-2 

Smoke barriers. licensed residential treatment. 
17 420.7.1 Submittal standards. Deletes state amendment. 
18 420.7.4 Smoke and CO alarm require- Removes specific reference to adult family 
ments. homes, which are covered elsewhere in the 
code. 

19 420.7.5 Escape windows and doors. Editorial code section reference. 

20 420.7.6 Fire apparatus access roads and Deletes state amendment requiring access 

water supply for fire protection. roads, reserved for the local authority. 

21 420.7.7 Grab bar general requirements. References ICC A117.1 to replace grab bar, 
stair and handrail requirements, sections 
420.7.7 through 420.7.9. 

22 420.7.8 Shower stalls. Renumbered. 

23 420.8 Licensed care cooking facilities. | State amendment allows kitchens to open to a 
corridor under certain conditions in Group I-1 
Condition 2 assisted living. 

24 51-50-0422 | 422.3.1 Means of egress. Allows a staged evacuation in ambulatory care 
facilities. 

25 51-50-0427 | 427.1 Electric vehicle charging infra- New section. Requires minimum number of 


structure. 


parking spaces in new construction in Group 
B, R-1, R-2. 
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WAC Section Changes in 2015 Discussion 

26 51-50-0503 | 503.1 General. Portions of a building separated by one or 
more fire walls are considered separate build- 
ings for the purpose of height and area. 

27 51-50-0504 | 504.4.1 Stair enclosure pressurization Defines legally required standby power. 

increase. 

28 504.4 Roof structures. Deletes obsolete section. 

29 51-50-0505 | 505.2.1 Area limitation. Corrects language related to equipment plat- 
forms. 

30 505.2.1.1 Aggregate area of mezzanines and | Provides equipment platform requirements. 

equipment platforms. 

31 505.3.1 Area limitation. Mezzanine area limits determination. 

32 51-50-0506 Building area modifications. Deletes state amendment related basements— 
Section number reserved. 

33 51-50-0510 | 510.2 Horizontal building separation Continued use of podium buildings for 

distance. licensed care in certain circumstances. 

34 51-50-0706 | 706.1 General. Modifies the charging language to clarify sep- 
aration of buildings. 

35 51-50-0716 | 716.5.9 Door closing. Adds exception for certain Group I, Condition 
2 assisted living facilities. 

36 51-50-0903 | 903.2.1.6 Assembly occupancies on roofs. | All levels of the building must be sprinklered. 

37 903.2.1.8 Nightclub. Renumbered. 

38 903.2.3 Group E. Change "occupancies" to Group E fire areas; 
new exceptions for Group E sprinkler require- 
ments. 

39 903.2.6 Group I. New amendment for Group I sprinklers— 
Modifies exceptions. 

40 51-50-0907 | 907.2.3 Group E. Provides exceptions re: Location and exiting. 

41 907.2.6.1 Group I-1. New section; automatic smoke detection for 
Group I-1 exceptions. 

42 907.2.6.4 Group I-4 occupancies. Modifies current state amendment regarding 
requirements and exceptions for Group I-4 
manual fire alarm systems. 

43 907.2.9.1.1 | Group R-2 assisted living facili- | New section provides requirements and excep- 

ties. tions for assisted living facility manual fire 
alarm systems. 

44 907.2.9.4 Group R-2 assisted living facili- | New section provides requirements and excep- 

ties. tions for assisted living facility automatic 
smoke detection systems. 

45 907.5.2.1.2 | Maximum sound pressure. New section sets minimum/maximum limits 
for audible alarm notification appliances. 

46 907.10 NICET. New sections 907.10.1 through 107.10.3 set 
standards for certification for fire alarm sys- 
tems. 

47 51-50-0908 Emergency alarm systems - Section number reserved. 

deleted/moved. 
48 51-50-0909 | 909.21.12 Hoistway venting. Removes reference to section 3004. 
49 51-50-0911 Fire command center - deleted/ Section number reserved. 


moved. 


Proposed 
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WAC Section Changes in 2015 Discussion 

50 51-50-0915 | 915.1 Carbon monoxide detection. Moved/modified from WAC 51-50-0908. 

51 51-50-1004 | 1004.2 Increased occupant load. Refers to occupant load for licensed day care. 

52 51-50-1006 | 1006.2.2.6 | Electrical equipment rooms. Specifies certain electrical rooms/means of 
egress. 

53 51-50-1007 Accessible means of egress - Section number reserved. 

moved. 

54 51-50-1008 Doors, gates and turnstiles - Section number reserved. 

moved. 

55 51-50-1009 Stairways and handrails - moved. | Moved to WAC 51-50-1011. 

Accessible means of egress. Moved from WAC 51-50-1007. 
56 51-50-1010 Ramps - moved. Moved from WAC 51-50-1008. 
Doors, gates and turnstiles. 

57 51-50-1011 Stairways. Moved from WAC 51-50-1009 and renamed. 

58 51-50-1012 Ramps. Moved from WAC 51-50-10100. 

59 51-50-1018 Corridors. Section number reserved/moved. 

60 51-50-1020 | 1020.5 Air movement in corridors. Moved from Section 1018.5. 

61 51-50-1028 | 1028.4.1 Width or capacity. Egress court requirements. 

62 51-50-1030 | 1030.1 Emergency escape and rescue. Provides requirements and exceptions re: 
Basements that contain sleeping rooms. 

63 51-50-1101 | 1101.2.4 (ICC A117.1 Section 407.4.6.2.2) | Arrangement of elevator buttons is prescribed. 

Arrangement of elevator car but- 
tons. 

64 51-50-1107 | 1107.6.2.2.1 | Type A units. Specifies bedrooms in monasteries and con- 
vents to be counted as sleeping units for cer- 
tain purposes. 

65 1107.6.2.3 Group R-2 other than live/work 

units, apartment houses, monas- 
teries and convents. 

66 1203.1 Ventilation. Adds a reference to the mechanical code for 
ambulatory care facilities. 

67 51-50-4400 | 1203.2 Attic spaces. Modifies current amendment to specify venti- 
lator to be installed per manufacturer instruc- 
tions; replaces previous exceptions and deletes 
Table 1093.2.1. 

68 1203.3 Unvented attic and unvented New section; renumbers existing amendment 

enclosed rafter assemblies. in 1203 re: Under floor ventilation to 1203.4. 
The new section permits unvented attics and 
enclosed rafter assemblies under some circum- 
stances. 

69 1203.4 Underfloor ventilation. Renumbered from 1203.3. 

70 1203.5 Natural ventilation. Renumbered from 1203.4. 

71 1203.7 Other ventilation and exhaust sys- | New section specifies ventilation/exhaust sys- 

tems. tems for operations that involve flammable or 
combustible sources. 

72 51-50-1204 | 1204.1 Equipment and systems. Sets minimum indoor temperature and adds an 
exception for Group F, H, S or U occupancies. 

73 51-50-1208 | 1208.2 Minimum ceiling heights. State amendment deleted, revert to the model 


code. 


[117] 


Proposed 


WSR 15-16-107 


Washington State Register, Issue 15-16 


WAC Section Changes in 2015 Discussion 

74 51-50-1210 | 1210.4 Toilet rooms/not adopted. State amendment deleted, reverts to the model 
code. 

75 51-50-1403 1403.5 Vertical and lateral flame propaga- | State amendment deleted, reverts to the model 

tion. code. 

76 51-50-1607 | Table 1607.1 | Minimum uniformly distributed | Revises live loads for balconies to be consis- 

live loads, Lọ, and minimum con- | tent with national standards. 
centrated live loads. 

77 51-50-1702 | 1702.1 Definitions. Definitions referenced from Chapter 2, state 
amendment adds a definition of small busi- 
ness. 

78 51-50-1705 Required verification and inspec- | State amendment deleted, covered by the 

tion. model code. 

79 51-50-1709 | 1709.5 Exterior window and door assem- | Renumbered from 1710.5. 

blies. 

80 51-50-1710 1710.5 Deleted. Renumbered; section number reserved. 

81 51-50-1901 | 1901.2.1 Anchoring to concrete. State amendment deleted, covered by the 
model code. 

82 51-50-1903 | 1903.1 Specifications for tests and materi- | State amendment deleted, covered by the 

als - general. model code. 

83 51-50-1904 Durability requirements. State amendment deleted, covered by the 
model code. 

84 51-50-1905 | 1905.1 Modification to ACI 318 - gen- State amendment deleted, covered by the 

eral. model code. 

85 51-50-1908 Anchorage to concrete - allowable | Section removed from the model code. 

stress design. 

86 51-50-1909 Anchorage to concrete - strength | Section removed from the model code. 

design. 

87 51-50-21070 | 2107.1 General. Renumbering references. 

88 2107.2 TMS 402/ACI 530/ASCE 5, Sec- | State amendment deleted, covered by the 

tion 2.1.8.7.1.1, lap splices. model code. 

89 2107.2.1 Lap splices. State amendment deleted, covered by the 
model code. 

90 2107.5 TMS 402/ACI 530/ASCE 5. Modifies and renumbers references. 

91 51-50-2111 | 2111.8 Fireplaces. Renumbered. 

92 2111.8.1 Lintel and throat. Renumbered. 

93 51-50-2407 | 2407.1.1 Loads. Reference Table 1607.8. 

94 2407.1.2 Structural glass baluster panels. Handrails required for certain guards. 

95 51-50-2603 | 2603.10 Wind resistance. Allows option for compliance standard. 

96 51-50-2900 | 2902.1 Minimum number of fixtures. Removes reference to occupancy type for 
determining number of fixtures. 

97 2902.2 Separate facilities. Separate bathroom facilities not required for 
drinking/dining with an occupant load of thirty 
or fewer. 

98 2902.2.1 Family or assisted-use toilet facil- | Modification to clarify family and assisted-use 

ities serving as separate facilities. | facilities are separate. 

99 2902.3 Employee and public toilet facili- | New exception for required toilet facilities for 


ties. 


public access areas less than 300 sq. ft. 


Proposed 
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WAC Section Changes in 2015 Discussion 

100 2902.3.1.1 Food preparation areas. State amendment deleted, moved to 2902.3.6. 

101 2902.3.3 Location of toilet facilities in Clarifies maximum travel distance as distance 

malls. of travel. 

102 2902.3.6 Prohibited toilet room location. Toilet rooms not to open directly to rooms for 
food preparation for the public. 

103 2902.4 Signage. Clarifies signage for sex designation and signs 
for accessible toilet facilities. 

104 2902.4.1 Directional signage. Requires signage to be visible from main 
entrance to the building or tenant space. 

105 2902.5 Drinking fountain location. Clarifies travel distance as distance of travel. 

106 2902.5.4 Bottle filling stations. New section. Requires Group E with occupant 
load over thirty to provide bottle filling sta- 
tions on each floor. 

107 2902.9 Small occupancies. Drinking fountains not required for occupancy 
of fifteen or less. 

108 51-50-3002 | 3002.4 Elevator car to accommodate Modifies 3002.4 to provide that buildings with 

ambulance stretcher. elevators having four or more stories above or 
below grade must accommodate certain ambu- 
lance stretchers in R-1, R-2, or I occupancies. 

109 51-50-3004 Hoistway venting. Moved to WAC 51-50-3009. 

110 51-50-3005 | 3005.2 Machine room venting. Renumbers/replaces 3006.2 Venting, in WAC 
51-50-3006 Machine rooms. 

111 51-50-3006 Machine rooms. Moved to WAC 51-50-3005. 

112 51-50-3009 Hoistway venting. New section - replaces WAC 51-50-3004 
Hoistway venting. 

113 3009.1 Vents required. Specifies where vents are required for eleva- 
tors and dumbwaiters of more than three sto- 
ries. 

114 51-50-3109 | 3109.1 Swimming pools, spas and hot Requires residential pools, spas and hot tubs to 

tubs. comply with the International Swimming Pool 
and Spa Code. Public pools regulated by chap- 
ter 246-260 WAC. 

115 51-50-3401 General. Chapter 34 replaced with IEBC. 

116 51-50-3500 Reference standards. State amendment deleted, chapter covered in 
the model code. 

51-50-480000 2015 IEBC. 

117 51-50-480101 | 101.4 Applicability. State amendment deleted, covered by the 
model code. 

118 101.4.1 Buildings not previously occu- State amendment deleted, covered by the 

pied. model code. 

119 51-50-480102 Applicability. State amendment deleted, covered by the 
model code. 

120 51-50-480403 | 403.1 Alterations - general. Allows a 7 foot ceiling height in existing 
dwelling units. 

121 51-50-480407 | 407.1 Change of occupancy - confor- Allows the use of Chapter 10 to evaluate risk. 


mance. 
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WAC Section 


Changes in 2015 


Discussion 


122 51-50-480409 | 409.1 


Moved structures - conformance. 


Requires compliance with all codes adopted 
by Washington state for new buildings when 
buildings are moved into any jurisdiction; 
except Group R-3 single family buildings. 


123 51-50-480410 | 410.6 


Accessibility - alterations. 


Requires compliance with IBC; allows excep- 
tions. 


124 410.8.10 Toilet rooms. 


Allows reduction in number of required 
plumbing facilities to provide access. 


125 51-50-480505 


Alteration—Level 3. 


State amendment deleted, covered in model 


code. 
126 51-50-480705 | 705.1.5 Accessibility - dining areas. Section not adopted. 
127 705.1.9 Toilet rooms. Allows reduction in number of required 


plumbing facilities to provide access. 


128 51-50-480708 | 708.1 


Energy conservation. 


Compliance required with WSEC for Level 1 
alterations. 


129 51-50-480804 Fire protection. 


Deleted; section number reserved. 


130 51-50-480906 | 906.1 


Accessibility - general. 


Compliance with Sections 705 and 706 
required. 


131 906.2 


Type B dwelling or sleeping units. 


Eliminates exception for buildings occupied 
prior to 1991. 


132 51-50-480907 | 907.4.1 Structural evaluation and analysis. | Requires engineering evaluation for certain 
structures assigned to Seismic Design Cate- 
gory D. Updates benchmark standard. 

133 51-50-481012 Change of occupancy classifica- | State amendment deleted. Section covered in 

tion. the model code. 

134 51-50-481201 | 1201.1 Historic buildings - general. Deletes reference to Chapter 2. 

135 51-50-481301 | 1301.1 Relocated or moved buildings - Requirements for relocated or moved struc- 


scope. 


tures; includes relocatable buildings. 


136 51-50-490000 


Appendix N—Solar readiness. 


New section, not effective unless adopted by 
the local jurisdiction. Requires solar zones on 
certain structures; allows exceptions. 


Note: Those not listed on the table above remain as 
adopted in 2012. 

Reasons Supporting Proposal: RCW 19.27.031 and 
19.27-074 [19.27.074]. 

Statutory Authority for Adoption: RCW 19.27.031 and 
19.27.074. 

Statute Being Implemented: Chapters 19.27 and 34.05 
RCW. 

Rule is not necessitated by federal law, federal or state 
court decision. 

Agency Comments or Recommendations, if any, as to 
Statutory Language, Implementation, Enforcement, and Fis- 
cal Matters: SBCC is seeking comments on the issues pro- 
posed in the rules shown below. 

Name of Proponent: SBCC, governmental. 

Name of Agency Personnel Responsible for Drafting 
and Implementation: Joanne T. McCaughan, 1500 Jefferson 
Street, Olympia, (360) 407-9279. 

A small business economic impact statement has been 
prepared under chapter 19.85 RCW. 
technical requirements for building construction to be consis- 


Proposed 


Small Business Economic Impact Statement 


Description: SBCC is filing a proposed rule to adopt the 
updated 2015 edition of the IBC (chapter 51-50 WAC). Since 
1985 the SBCC has been responsible to update new editions 
of the building code per RCW 19.27.074. The IBC is updated 
every three years by the International Code Council (ICC). 
The code development process conducted by the model code 
organization is open to all interest groups within the design 
and construction industry and from governmental organiza- 
tions. See www.iccsafe.org for more information about the 
model code development process. 


The administrative compliance requirements are under 
the authority of the local government. RCW 19.27.050. Com- 
pliance activities including permit issuance, plan review and 
approval, and inspections occur at the local level. Require- 
ments for construction document submittal and other report- 
ing requirements are determined by the local jurisdiction and 
are consistent with previously established policies. The pro- 
posed amendments to chapter 51-50 WAC include specific 
tent with national standards. 
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Professional Services: Washington has had a statewide 
building code in effect since 1974. The local enforcement 
authority having jurisdiction administers the codes through 
the building and/or fire departments. Administrative proce- 
dures for state building code compliance are established and 
will not be changed by the adoption of the update to the cur- 
rent building codes. Small businesses will employ the same 
types of professional services for the design and construction 
of buildings and systems to comply with the state building 
code. 

The proposed rule updates the state building code and 
does not require additional equipment, supplies, labor or 
other services. Services needed to comply with the building 
code are existing within the construction industry as required 
by the local authority having jurisdiction. 

Costs of Compliance for Businesses: The cost of com- 
pliance incurred by Washington businesses includes training 
and educational materials. A complete set of the 2015 model 
codes on CD rom costs $985 for ICC members. These publi- 
cations are also available online at http://codes.iccsafe.org/I- 
Codes.html. The ICC chapters offer training for continuing 
education credits to architects, engineers and building inspec- 
tors for $285. 

The 2015 edition of the IBC contains fourteen significant 
amendments with a cost impact. These items were identified 
through the model code development process, and reviewed 
by the SBCC building code technical advisory group (TAG) 
and the economic workgroup. 

1. Table 509 Incidental Uses amended to require an auto- 
matic sprinkler system or a one hour fire separation where 
ambulatory care incidental uses occur. The amendment will 
increase the cost of construction for ambulatory care facili- 
ties. 

2. Section 3006.2 Hoistway opening protection amended 
to include Group I-1 Condition 2 assisted living facilities. 
The amendment will increase the cost of construction for 
those facilities. 

3. Section 1008.3 Illumination emergency power 
required for means of egress illumination in several addi- 
tional areas including electrical equipment rooms, fire com- 
mand centers, and public restrooms. This code change will 
increase the cost of construction and provides a higher level 
of safety. 

4. Section 1010.1.9.9 Electromagnetically locked egress 
doors for controlled access are allowed to be used for Group 
I-1 assisted living facilities. Where the access control is used 
it will increase the cost of construction. 

5. Section 1207 Sound transmission regulation between 
sleeping units in hotels and motels is added in this section. 
There will be a cost impact on some facilities not already 
built to the higher standard. 

6. Section 1505.10 Roof gardens and landscaped roofs 
must meet a standard for external fire design. Roof gardens 
are optional, where installed there may be a cost associated 
with meeting the fire standard. 

7. Section 1705.12.9 Cold formed steel special bolted 
moment frames require a periodic special inspection. The 
amendment will result in added cost for this type of structural 
element, the benefit is better quality construction. Not many 
projects will be affected. 
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8. Section 1904 Concrete durability requirements added 
to replace the weathering probability map. The amendment 
may increase the cost of construction for structural concrete 
but decrease the cost for nonstructural concrete. Cost is vari- 
able depending on the project. 

9. Table 2304.10.1 Fastening schedule for wood framed 
buildings amended to be consistent with IRC, resulting in a 
negligible cost increase and substantial savings by preventing 
structural deficiency. 

10. Section 3005.4 Elevator machine rooms and machin- 
ery spaces for fire service access elevators and occupant 
evacuation elevators are not allowed a reduction in enclosure 
protection. Not allowing the reduction will increase the cost 
of construction, and increase fire safety. 

11. Section 3102.7 Lateral restraint for membrane cov- 
ered structures is added. This change may require an increase 
in capacity for some structural members and will result in a 
moderate increase in the overall cost of construction. The 
cost impact is justified on the basis of occupant safety and the 
reduced chanced [chances] of collapse. 

12. Existing building code sections 403.6 and 403.7 
require bracing for unreinforced masonry (URM) buildings 
that undergo an alteration involving fifty percent or more of 
the building area. Parapets must be reinforced and wall 
anchors are required at the roof line. The added cost is small 
compared to total cost of a typical project, and there is no 
added cost in many jurisdictions in high seismic areas that 
already have similar provisions or targeted mitigation pro- 
grams. 

13. Existing building code section 403.8 requires evalu- 
ation of roof to wall connections for wind load where more 
than fifty percent of the roof diaphragm is removed. The 
added cost will apply to deficient buildings in high wind 
areas. 

14. Existing building code section 410.7 adds accessibil- 
ity to drinking fountains to the requirements. The cost will 
not exceed twenty percent of the cost for the alteration, as 
provided in the exception to providing access. 

The building code TAG and the SBCC economic work- 
group determined there is a cost for compliance on busi- 
nesses for the following proposed state amendments. 

1. Proposal 15-035: 

IBC 306.2 Moderate Hazard Factory Industrial 
Group F-1: Marijuana growing of more than fifteen plants— 
Marijuana processing. 

IBC 312 Utility and Miscellaneous Group U: Mari- 
juana growing of fifteen or fewer plants. 

This amendment addresses a new business in Washing- 
ton state and provides a threshold for classifying the occu- 
pancy of buildings or structures used for growing marijuana. 
The building code TAG modified the proposal to include 
Group U as an option for occupancy classification of mari- 
juana growing facilities. The SBCC economic workgroup has 
requested additional input into the appropriate threshold for 
allowing the Group U occupancy classification used for 
barns, greenhouses and other utility or agricultural buildings, 
instead of the Group F-1 moderate hazard factory classifica- 
tion, which can mean added fire safety, sanitary and struc- 
tural requirements, depending on building area, type of con- 
struction, access to water supply and other factors. The cur- 
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rent building code is silent on the occupancy classification of 
these buildings. A state amendment specifying occupancy 
classification would provide consistency across the state. 

SBCC amendments to the fire code provides an excep- 
tion to the fire flow requirement for Group U occupancies 
under 500 square feet. A second exception is proposed in the 
2015 proposed rule: 

507.3 Fire flow. Fire flow requirements for buildings or 
portions of buildings and facilities shall be determined by an 
approved method. 

Exceptions: 

1. Fire flow is not required for structures under 500 
square feet with a B, U or R-1 occupancy where structures are 
at least 30 feet from any other structure and are used only for 
recreation. 

2. In rural and suburban areas in which adequate and reli- 
able water supply systems do not exist, the fire code official 
is authorized to utilize NFPA 1142 or the International Wild- 
land-Urban Interface Code. 

The SBCC economic workgroup requested additional 
information regarding the licensing of marijuana producers. 
According to their 2014 annual report, producer licenses have 
been issued in thirty-two of the thirty-nine counties by the 
Washington state liquor and cannabis board (WSLCB). The 
WSLCB rules address the size of marijuana production: 

WAC 314-55-075 What is a marijuana producer 
license and what are the requirements and fees related to 
a marijuana producer license? 

(6) The maximum amount of space for marijuana pro- 
duction is initially limited to two million square feet, to be 
increased based on marketplace demand, but not to exceed 
eight and one-half million square feet without board 
approval. Applicants must designate on their operating plan 
the size category of the production premises and the amount 
of actual square footage in their premises that will be desig- 
nated as plant canopy. There are three categories as follows: 

(a) Tier 1 - Less than two thousand square feet; 

(b) Tier 2 - Two thousand square feet to ten thousand 
square feet; and 

(c) Tier 3 - Ten thousand square feet to thirty thousand 
square feet. 

From the WSLCB 2014 Annual Report 


Applications Applications 
Processed On Hold 
Producer Tier 1 57 110 
Producer Tier 2 21 107 
Producer Tier 3 18 90 


2. Proposal 15-041: 

IBC Section 202 Definitions, Section 2902.5.4 Bottle 
Filling Stations: For new construction, this amendment 
requires bottle filling stations in Group E school buildings 
with an occupant load over thirty, and permits substituting 
bottle filling stations for up to fifty percent of required drink- 
ing fountains in all buildings. Most water bottle filling station 
models do cost more than regular drinking fountains - the 
range of additional costs depends on the model. There are 
stand-alone water bottle filling station versions that would be 
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close to or just slightly above the cost of a regular drinking 
fountain. A typical price would be $400-800 depending on 
whether the water is chilled and filtered. The building code 
TAG modified the proposal to be mandatory in schools and 
voluntary in all other buildings. 

3. Proposal 15-044: 

IBC Section 427 Electric Vehicle (EV) Charging 
Infrastructure: For new construction with over ten on-site 
parking spaces, this proposed state amendment requires elec- 
tric vehicle infrastructure be provided to five percent of park- 
ing spaces serving Group B business and Group R-1 residen- 
tial motels and hotels and ten percent of parking spaces serv- 
ing Group R-2 apartment buildings. The infrastructure may 
be added electrical service capacity including space for future 
meters, panels capable of adding 208/240 volt 40 amp service 
capacity and conduit to the parking spaces served. The esti- 
mated cost ranges from $484 per parking space for a building 
mounted system to $1254 for a free standing charging station. 
According to the proponent's statement of need: "If the basic 
design of the building electrical room and EV designated 
parking are considered during design, cost for adding EV 
charging will be minimized. Installing any needed electrical 
conduit during construction will be less expensive than pro- 
viding it after the parking is paved, sidewalks are poured and 
the landscaping is complete." 

4. Proposal 15-048: 

IBC Appendix N Solar Readiness: This proposed state 
amendment is a nonmandatory appendix chapter available for 
local adoption. For new nonresidential buildings this amend- 
ment defines a "Solar Zone" and specifies requirements and 
elements of a solar ready zone. The SBCC economic work- 
group review concluded that since the appendix is optional 
and the local jurisdiction can amend the appendix where 
adopted, that there is not a cost based on SBCC action. 

Loss of Sales or Revenue: The proposed rules make the 
state code for building construction consistent with national 
standards. Businesses with new products or updated test or 
design standards are recognized in the updated building code. 

The update will result in some cost outlay for some small 
businesses for specific building projects, for a transition 
period. Other small businesses would see an increase in reve- 
nue. The amendments to the building codes affect over 
25,000 small businesses in the state, where construction 
activity occurs. The primary intent of the amendments is to 
improve the safety features in buildings and provide consis- 
tency and fairness across the state, for a predictable business 
environment. The amendments should result in enhanced 
safety and value in buildings. 

Cost of Compliance for Small Businesses: Determine 
whether the proposed rule will have a disproportionate cost 
impact on small businesses, compare the cost of compliance 
for small business with the cost of compliance for the ten per- 
cent of businesses that are the largest businesses. 

The majority of businesses affected by the updates to the 
building codes are small businesses; over ninety-five percent 
of those listed in the construction and related industries have 
under fifty employees. The costs per employee are compara- 
ble between the largest businesses and the majority of small 
businesses. The cost to comply with the updated codes is not 
a disproportionate impact on small business. Where SBCC 


Washington State Register, Issue 15-16 


found the cost of compliance for small businesses to be dis- 
proportionate, the proposed rule mitigates the cost. The pro- 
posed rules include a definition of small business and provide 
exceptions for compliance with the updated rule. 

Reducing the Costs of the Rule on Small Businesses: 
The revision history for the 2015 model code amendments 
shows several hundred amendments proposed by industry 
and local governments which add flexibility and clarity to the 
code and coordinate rules, and represent a savings for small 
business building owners and operators. 

SBCC conducted a detailed review process, including 
participation at the national code development hearings, to 
document significant economic impacts of the proposed code 
amendments. 

These amendments are proposed to reduce the cost of 
compliance on small businesses: 

IBC 304.1 Business Group B. Small food processing 
establishments and commercial kitchens no larger than 2,500 
sq. ft. and with no associated dining area are now Group B 
occupancies. The same uses which are larger than 2,500 sq. 
ft. are unchanged as F-1. 

This amendment allows small businesses operating in 
buildings with a kitchen to be treated as a business occupancy 
instead of a factory occupancy. 

IBC 304.1 Business Group B. Clarifying language has 
been added relating to the occupancy classification of train- 
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ing or skill development not in a school or academic pro- 
gram. Examples have been added including but not limited to 
tutoring centers, martial arts studios, gymnastics and similar 
uses when not classified as Group A. 


This amendment allows small businesses providing edu- 
cational services to be classified as business occupancy 
instead of an educational occupancy. 


IBC 310 Residential Group R-3. This amendment uses 
a Group R-3 classification for lodging homes, also known as 
bed and breakfast, with five or fewer guestrooms. This allows 
these small businesses to operate as single family homes. 


IBC 2902.2 Plumbing Fixtures, Separate Facilities. 
This amendment allows a single restroom facility in a drink- 
ing and dining establishment with an occupant load of thirty 
or fewer. 


Small Businesses Involved in the Development of the 
Rule: SBCC conducted eleven open public meetings of the 
building code TAG, available via telephone conference 
bridge and over the internet, and allowed comment on every 
item on every agenda. SBCC appointed over one hundred 
representatives of all segments of the business and construc- 
tion community to serve on the TAGs. 


List of Industries: Below is a list of industries required 
to comply with the building code: 


Businesses with | Businesses with 
fewer than 50 50 or more 

NAICS # | Type of Business employees employees 
236115 New single-family housing construction 2523 18 
236116 New multifamily housing construction 69 4 
236118 Residential remodelers 4298 3 
236210 Industrial building construction 88 8 
236220 Commercial and institutional building construction 1151 40 
238110 Poured concrete foundation and structure contractors 987 14 
238120 Structural steel and precast concrete contractors 154 10 
238130 Framing contractors 1866 17 
238140 Masonry contractors 517 1 
238150 Glass and glazing contractors 208 6 
238160 Roofing contractors 925 11 
238170 Siding contractors 558 1 
238190 Other foundation, structure, and building exterior contractors 145 1 
238220 Plumbing, heating, and air-conditioning contractors 2245 66 
238290 Other building equipment contractors 315 6 
238310 Drywall and insulation contractors 898 18 
238990 All other specialty trade contractors 1141 15 
321213 Engineered wood member (except truss) manufacturing 10 4 
321214 Truss manufacturing 14 4 
321911 Wood window and door manufacturing 31 1 
327310 Cement manufacturing 3 1 
327320 Ready-mix concrete manufacturing 41 7 
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Businesses with | Businesses with 
fewer than 50 50 or more 

NAICS # | Type of Business employees employees 
327331 Concrete block and brick manufacturing 13 1 
332311 Prefabricated metal building and component manufacturing 16 4 
332312 Fabricated structural metal manufacturing 67 8 
332321 Metal window and door manufacturing 10 1 
332322 Sheet metal work manufacturing 69 8 
333415 Air-conditioning and warm air heating equipment 13 2 
335110 Electric lamp bulb and part manufacturing 3 
335121 Residential electric lighting fixture manufacturing 14 
335122 Commercial, industrial, and institutional electric light 2 1 
335129 Other lighting equipment manufacturing 3 1 
423310 Lumber, plywood, millwork, and wood panel merchant wholesale 196 12 
423320 Brick, stone, and related construction material merchant 68 1 
423330 Roofing, siding, and insulation material merchant wholesale 33 4 
423390 Other construction material merchant wholesalers 78 
423720 Plumbing and heating equipment and supplies (hydronics) 99 6 
423730 Warm air heating and air-conditioning equipment and supplies 48 1 
531110 Lessors of residential buildings and dwellings 1525 152 
531120 Lessors of nonresidential buildings (except miniwarehouse) 2046 7 
541310 Architectural services 579 19 
541330 Engineering services 2351 82 
541340 Drafting services 69 
541350 Building inspection services 168 1 
922160 Fire protection 246 31 

Total 25,903 598 


Estimate of the Number of Jobs That Will Be Created 
or Lost: The adoption of the latest code edition is not 
expected to significantly impact the number of jobs in the 
construction industry. These rules are likely to be job neutral 
overall, i.e., they will not result in any job gains or losses. The 
scheduled effective date of the new edition is July 1, 2016. 
Building permits issued prior to that date will be vested under 
the 2012 building code. Permits issued for projects under the 
2015 code edition will start with the 2017 construction sea- 
son. 

The construction industry has experienced growth over 
the period June 2014 to June 2015. Data from current 
employment statistics (CES): 


Wage and salary workers 2015 2014 
Residential building con- 25,600 22,400 
struction 

Nonresidential building 18,700 16,500 
construction 

Specialty trade contractors 114,200 101,400 


A copy of the statement may be obtained by contacting 
Tim Nogler, P.O. Box 41449, Olympia, WA 98504-1449, 
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phone (360) 407-9277, fax (360) 407-9088, e-mail sbcc@ 
ga.wa.gov. 

A cost-benefit analysis is not required under RCW 
34.05.328. SBCC is not one of the agencies identified as 
required to prepare an analysis. However, SBCC intends to 
prepare an analysis prior to the final adoption of these rules 
and a copy can be requested using the same information as 
provided for the small business economic impact statement. 


August 4, 2015 
David F. Kokot 
Chair 


AMENDATORY SECTION (Amending WSR 13-04-067, 
filed 2/1/13, effective 7/1/13) 


WAC 51-50-003 International Building Code. The 
((2642)) 2015 edition of the International Building Code, 
including Appendix E, published by the International Code 
Council is hereby adopted by reference with the exceptions 
noted in this chapter of the Washington Administrative Code. 
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AMENDATORY SECTION (Amending WSR 13-04-067, 
filed 2/1/13, effective 7/1/13) 


WAC 51-50-007 Exceptions. The exceptions and 
amendments to the /nternational Building Code contained in 
the provisions of chapter 19.27 RCW shall apply in case of 
conflict with any of the provisions of these rules. 


The provisions of this code do not apply to temporary 
growing structures used solely for the commercial production 
of horticultural plants including ornamental plants, flowers, 
vegetables, and fruits. "Temporary growing structure" means 
a structure that has the sides and roof covered with polyeth- 
ylene, polyvinyl, or similar flexible synthetic material and is 
used to provide plants with either frost protection or 
increased heat retention. A temporary growing structure is 
not considered a building for purposes of this code. 


The provisions of this code do not apply to the construc- 
tion, alteration, or repair of temporary worker housing except 
as provided by rule adopted under chapter 70.1144 RCW or 
chapter 37, Laws of 1998 (SB 6168). "Temporary worker 
housing" means a place, area, or piece of land where sleeping 
places or housing sites are provided by an employer for his or 
her employees or by another person, including a temporary 
worker housing operator, who is providing such accommoda- 
tions for employees, for temporary, seasonal occupancy, and 
includes "labor camps" under RCW 70.54.110. 

Codes referenced which are not adopted through RCW 
19.27.031 or chapter 19.27A RCW shall not apply unless 


specifically adopted by the authority having jurisdiction. The 
((2642)) 2015 International Existing Building Code is 
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The storage area shall be designed to meet the needs of 
the occupancy, efficiency of pickup, and shall be available to 
occupants and haulers. 


AMENDATORY SECTION (Amending WSR 14-24-089, 
filed 12/1/14, effective 5/1/15) 


WAC 51-50-0200 Chapter 2—Definitions. 
SECTION 202—DEFINITIONS. 


ADULT FAMILY HOME. A dwelling, licensed by Washington 
state, in which a person or persons provide personal care, spe- 
cial care, room and board to more than one but not more than 
six adults who are not related by blood or marriage to the per- 
son or persons providing the services. 


(( : ; . ; 

j te-ortessthan 0-02 L/s-m* at 75 Pa pres- 
sure-differentialtested in accordance with ASTM E21 78-oF 
ASTM -E283-)) ASSISTED LIVING FACILITY. A home or other 
institution, licensed by the state of Washington, providing 
housing, basic services and assuming general responsibility 
for the safety and well-being of residents under chapters 
18.20 RCW and 388-78A WAC. These facilities may provide 
care to residents with symptoms consistent with dementia 
requiring additional security measures. 


BOTTLE FILLING STATION. A plumbing fixture connected to 
the potable water distribution system and sanitary drainage 
system that is designed and intended for filling personal use 
drinking water bottles or containers not less than 10 inches 
(254 mm) in height. Such fixtures can be separate from or 


included in the adoption of this code in Section ((34045)) 
101.4.7 and amended in WAC 51-50-480000. 


AMENDATORY SECTION (Amending WSR 13-04-067, 
filed 2/1/13, effective 7/1/13) 


WAC 51-50-008 Implementation. The /nternational 
Building Code adopted under chapter 51-50 WAC shall 
become effective in all counties and cities of this state on July 
1, (2043) 2016. 


AMENDATORY SECTION (Amending WSR 04-01-108, 
filed 12/17/03, effective 7/1/04) 


WAC 51-50-009 Recyclable materials, compost, and 
solid waste storage. For the purposes of this section, the fol- 
lowing definitions shall apply: 


COMPOST means biodegradable solid wastes that are sepa- 
rated for composting such as food waste, food soiled paper 


and yard waste. 


RECYCLED MATERIALS means those solid wastes that are 
separated for recycling or reuse, such as papers, metals and 
glass. 

All local jurisdictions shall require that space be ((pre- 
vide)) provided for the storage of recycled materials, com- 
post, and solid waste for all new buildings. 


EXCEPTION: Group R-3 and Group U Occupancies. 
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integral to a drinking fountain and can incorporate a water fil- 
ter and a cooling system for chilling the drinking water. 


CHILD CARE. The care of children during any period of a 24- 
hour day. 


CHILD CARE, FAMILY HOME. A child care facility, licensed 
by Washington state, located in the dwelling of the person or 
persons under whose direct care and supervision the child is 
placed, for the care of twelve or fewer children, including 
children who reside at the home. 


CLIMATE ZONE. A geographical region that has been 
assigned climatic criteria as specified in the Washington 
State Energy Code. 


CLUSTER. Clusters are multiple portable school classrooms 
separated by less than the requirements of the building code 
for separate buildings. 


EFFICIENCY DWELLING UNIT. A dwelling unit containing 
only one habitable room. 


HOSPICE CARE CENTER. A building or portion thereof used 
on a 24-hour basis for the provision of hospice services to ter- 
minally ill inpatients. 


NIGHTCLUB. An A-2 Occupancy use under the 2006 Interna- 
tional Building Code in which the aggregate area of concen- 
trated use of unfixed chairs and standing space that is specif- 
ically designated and primarily used for dancing or viewing 
performers exceeds three hundred fifty square feet, excluding 
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adjacent lobby areas. "Nightclub" does not include theaters 
with fixed seating, banquet halls, or lodge halls. 


((NONSFRUCFURAE-CONCREFE; Any element madeof plait 
orreinferced concrete thatis net part of e structural system 
required to-_transfer either gravity ortateraliteadstothe 
ground.)) 


PORTABLE SCHOOL CLASSROOM. A prefabricated structure 
consisting of one or more rooms with direct exterior egress 
from the classroom(s). The structure is transportable in one or 
more sections and is designed to be used as an educational 
space with or without a permanent foundation. The structure 
shall be capable of being demounted and relocated to other 
locations as needs arise. 


SMALL BUSINESS. Any business entity (including a sole pro- 
prietorship, corporation, partnership or other legal entity) 
which is owned and operated independently from all other 
businesses, which has the purpose of making a profit, and 
which has fifty or fewer employees. 


STAGED EVACUATION. A method of emergency response, 
that engages building components and trained staff to provide 
occupant safety during an emergency. Emergency response 
involves moving or holding certain occupants at temporary 
locations for a brief period of time before evacuating the 
building. This response is used by ambulatory surgery facility 
and assisted living facilities to protect the health and safety of 


fragile occupants and residents. 


NEW SECTION 
WAC 51-50-0306 Section 306—Factory Group F. 


306.2 Moderate-hazard factory industrial, Group F-1. 
Factory industrial uses that are not classified as factory indus- 
trial F-2 low hazard shall be classified as F-1 moderate haz- 
ard and shall include, but not be limited to, the following: 

Aircraft (manufacturing, not to include repair) 

Appliances 

Athletic equipment 

Automobiles and other motor vehicles 

Bakeries 

Beverages: Over 16 percent alcohol content 

Bicycles 

Boats 

Brooms or brushes 

Business machines 

Cameras and photo equipment 

Canvas or similar fabric 

Carpets and rugs (includes cleaning) 

Clothing 

Construction and agricultural machinery 

Disinfectants 

Dry cleaning and dyeing 

Electric generation plants 

Electronics 

Engines (including rebuilding) 

Food processing establishments and commercial kitch- 
ens not associated with restaurants, cafeterias and similar din- 
ing facilities more than 2,500 square feet (232m?) in area 

Furniture 
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Hemp products 

Jute products 

Laundries 

Leather products 

Machinery 

Marijuana growing of more than 15 plants 

Marijuana processing 

Metals 

Millwork (sash and door) 

Motion pictures and television filming (without specta- 
tors) 


Musical instruments 
Optical goods 

Paper mills or products 
Photographic film 
Plastic products 
Printing or publishing 
Recreational vehicles 
Refuse incineration 
Shoes 

Soaps and detergents 
Textiles 

Tobacco 

Trailers 

Upholstering 

Wood; distillation 
Woodworking (cabinet) 


AMENDATORY SECTION (Amending WSR 13-04-067, 
filed 2/1/13, effective 7/1/13) 


WAC 51-50-0308 Section 308—Institutional Group 


I. 


308.2 Definitions. The following terms are defined in Chap- 
ter 2: 


24-HOUR CARE. 

Custodial Care. 

Detoxification Facilities. 

Foster Care Facilities. 

HOSPICE CARE CENTER. 

Hospitals and psychiatric hospitals. 
Incapable of self-preservation. 
Medical care. 

Nursing homes. 


((398-3:2)) 308.3.3 Licensed care facilities. Assisted living 
facilities as licensed by Washington state under chapter 388- 
78A WAC and residential treatment facilities as licensed by 
Washington state under chapter 246-337 WAC shall be clas- 
sified as Group ((R-2)) I-1, Condition 2. 


((368-3-3)) 308.3.5 Adult family homes. Adult family 
homes licensed by Washington state shall be classified as 
Group R-3 or shall comply with the /nternational Residential 
Code. 


308.4 Institutional Group I-2. ((Fhis)) Institutional Group 
I-2 occupancy shall include buildings and structures used for 
medical care on a 24-hour basis for more than five persons 
who are incapable of self-preservation. This group shall 
include, but not be limited to, the following: 
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Foster care facilities. 
Detoxification facilities. 
Hospice care centers. 
Hospitals. 

Nursing homes. 
Psychiatric hospitals. 


chapter 246-337 WAC shall be clas- 
stfied_as-GroupR)) 
308.6.5 Family home child care. Family home child care 
licensed by Washington state for the care of twelve or fewer 
children shall be classified as Group R-3 or shall comply with 
the International Residential Code. 


AMENDATORY SECTION (Amending WSR 13-04-067, 
filed 2/1/13, effective 7/1/13) 


WAC 51-50-0310 Section 310—Residential Group R. 


310.2 Definitions. The following terms are defined in Chap- 
ter 2: 
ADULT FAMILY HOME. 
BOARDING HOUSE. 
CHILD CARE. 
CHILD CARE, FAMILY HOME. 
CONGREGATE LIVING FACILITIES. 
DORMITORY. 
GROUP HOME. 
GUEST ROOM. 
LODGING HOUSE. 
PERSONAL CARE SERVICE. 
TRANSIENT. 


310.4 Residential Group R-2. Residential occupancies con- 
taining sleeping units or more than two dwelling units where 
the occupants are primarily permanent in nature, including: 

Apartment houses 

((Assistedtivine faciitiesasticensed_by—Washington 
stateunder- chapter 388-78A WAC)) 

Boarding houses (nontransient) with more than 16 occu- 
pants 

Congregate living facilities (nontransient) with more 
than 16 occupants 

Convents 

Dormitories 

Fraternities and sororities 

Hotels (nontransient) 

Live/work units 

Monasteries 

Motels (nontransient) 

(Residential treatment facilities_astcensed_by—Wash- 
ington stateander chapter 246-337 WAC)) 

Vacation timeshare properties 
((340-5-2)) 310.5.3 Adult family homes, family home child 
care. Adult family homes and family home child care facili- 
ties that are within a single-family home are permitted to 
comply with the International Residential Code. 
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((346-5-3)) 310.5.4 Foster family care homes. Foster family 
care homes licensed by Washington state are permitted to 
comply with the International Residential Code, as an acces- 
sory use to a dwelling, for six or fewer children including 
those of the resident family. 


310.6 Residential Group R-4. R-4 classification is not 
adopted. Any reference in this code to R-4 does not apply. 


NEW SECTION 


WAC 51-50-0312 Section 312—Utility and miscella- 
neous Group U. 


312.1 General. Buildings and structures of an accessory 
character and miscellaneous structures not classified in any 
specific occupancy shall be constructed, equipped and main- 
tained to conform to the requirements of this code commen- 
surate with the fire and life hazard incidental to their occu- 
pancy. Group U shall include, but not be limited to, the fol- 
lowing: 

Agricultural buildings 

Aircraft hangers, accessory to a one- or two-family resi- 
dence (see Section 412.5) 

Barns 

Carports 

Fences more than 6 feet (1829 mm) in height 

Grain silos, accessory to a residential occupancy 

Greenhouses 

Livestock shelters 

Marijuana growing of 15 or fewer plants 

Private garages 

Retaining walls 

Sheds 

Stables 

Tanks 

Towers 


AMENDATORY SECTION (Amending WSR 13-04-067, 
filed 2/1/13, effective 7/1/13) 


WAC 51-50-0403 Section 403—High-rise buildings. 


403.5.4 Smokeproof ((exit)) enclosures. Every required 
interior exit stairway serving floors more than 75 feet 
(22,860 mm) above the lowest level of fire department vehi- 
cle access shall be a smokeproof enclosure in accordance 
with Sections 909.20 and ((492240)) 1023.10. 


EXCEPTION: Unless required by other sections of this code, portions 
of such stairways which extend to serve floors below the 
level of exit discharge need not comply with Sections 
909.20 and 1022.10 provided the portion of the stairway 
below is separated from the level of exit discharge with a 


1 hour fire barrier. 


AMENDATORY SECTION (Amending WSR 13-04-067, 


filed 2/1/13, effective 7/1/13) 
WAC 51-50-0407 ((Greup+.)) Reserved. 


rae Sener HOt ee res one | Re EE 
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be-smoke-resistant er fire resistance rated unless required by 
another section of this-cede-)) 


NEW SECTION 
WAC 51-50-0408 Group I-3. 


408.9 Smoke removal. To facilitate smoke removal in post- 
fire salvage and overhaul operations, each smoke compart- 
ment shall be equipped with natural or mechanical ventilation 
for removal of products of combustion in accordance with 
one of the following: 

1. Easily identifiable, manually operable windows or 
panels shall be distributed around the perimeter of each floor 
at not more than 50-foot (15,240 mm) intervals. The area of 
operable windows or panels shall be not less than 40 square 
feet (3.7 m?) per 50 linear feet (15,240 mm) of perimeter. 
EXCEPTIONS: 1. Each sleeping unit having an exterior wall shall be 
permitted to be provided with 2 square feet (0.19 mô) of 
venting area in lieu of the area specified in Item 1. 

2. Windows shall be permitted to be fixed provided that 
glazing can be cleared by fire fighters. 


2. Roof vents capable of being manually operated or sky- 
lights with glazing that can be cleared by firefighters, with 
dimensions as set forth in Section 910.3.3, shall be distrib- 
uted in accordance with Section 910.3.4. The maximum cen- 
ter-to-center spacing between vents shall be 100 feet (45,720 
mm) and the venting ratio of effecting area of vent openings 
to floor area of a smoke compartment shall be 1:150. 

3. Mechanical air-handling equipment providing one 
exhaust air change every 15 minutes for the area involved. 
Return and exhaust air shall be moved directly to the outside 
without recirculation to other portions of the building. 

4. Any other approved design that will produce equiva- 
lent results. 


NEW SECTION 


WAC 51-50-0412 Section 412—Aircraft-related 
occupancies. 


[F]412.8.3 Means of egress. The means of egress from heli- 
ports and helistops shall comply with the provisions of Chap- 
ter 10. Landing areas located on buildings or structures shall 
have two or more means of egress. For landing areas less than 
60 feet in length or less than 2,000 square feet in area, the sec- 
ond means of egress is permitted to be a fire escape, alternat- 
ing tread device or ladder leading to the floor below. On 
Group I-2 roofs with helistops or helipads, rooftop structures 
enclosing exit stair enclosures or elevator shafts shall be 
enclosed with fire barriers and opening protectives that match 
the rating of their respective shaft enclosures below. 


Reviser's note: The brackets and enclosed material in the text of the 
above section occurred in the copy filed by the agency and appear in the Reg- 
ister pursuant to the requirements of RCW 34.08.040. 


AMENDATORY SECTION (Amending WSR 13-04-067, 
filed 2/1/13, effective 7/1/13) 


WAC 51-50-0420 Section 420—Groups I-1, R-1, R-2, 
R-3. 
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420.7 Adult family homes. This section shall apply to all 
newly constructed adult family homes and all existing single- 
family homes being converted to adult family homes. This 
section shall not apply to those adult family homes licensed 
by the state of Washington department of social and health 


services prior to July 1, 2001. 


used for-chents-and the sleepine room classification of each 
Feem:.)) 


420.7.2 Sleeping room classification. Each sleeping room in 
an adult family home shall be classified as one of the follow- 
ing: 

1. Type S - Where the means of egress contains stairs, 
elevators or platform lifts. 

2. Type NS1 - Where one means of egress is at grade 
level or a ramp constructed in accordance with Section 
420.7.8 is provided. 

3. Type NS2 - Where two means of egress are at grade 
level or ramps constructed in accordance with Section 
420.7.8 are provided. 


420.7.3 Types of locking devices and door activation. All 
bedrooms and bathroom doors shall be openable from the 
outside when locked. 

Every closet door shall be readily openable from the 
inside. 

Operable parts of door handles, pulls, latches, locks and 
other devices installed in adult family homes shall be opera- 
ble with one hand and shall not require tight grasping, pinch- 
ing, or twisting of the wrist. Pocket doors shall have grasp- 
able hardware available when in the closed or open position. 

The force required to activate operable parts shall be 5.0 
pounds (22.2 N) maximum. Required exit door(s) shall have 
no additional locking devices. Required exit door hardware 
shall unlock inside and outside mechanisms when exiting the 
building allowing reentry into the adult family home without 
the use of a key, tool or special knowledge. 


420.7.4 Smoke and carbon monoxide alarm require- 
ments. ((AH adult fami homes-shalH be equipped avith 
smoke-and-carben monoxide_alarms mstated as tequired in 
Seetten-998-7)) Alarms shall be installed in such a manner so 
that the detection device warning is audible from all areas of 
the dwelling upon activation of a single alarm. 


420.7.5 Escape windows and doors. Every sleeping room 
shall be provided with emergency escape and rescue win- 
dows as required by Section ((4029)) 1030. No alternatives to 
the sill height such as steps, raised platforms or other devices 
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placed by the openings will be approved as meeting this 
requirement. 


420.7.6 ((Fi 


Adult family homes-shalt be-served by 
fire-apparatus-aceess_roads-_and-water_supples_ meeting the 
requirements-of the localpurisdiction-)) Reserved. 


420.7.7 Grab bar general requirements. Where facilities 
are designated for use by adult family home clients, grab bars 
for water closets, bathtubs and shower stalls shall be installed 
according ((te-this-seetien)) ICC A117.1. 
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points- 


be-previded-at the-centrolend head end_and the backavalt 
within the bathtub-area_Grab-bars_ shal be mounted between 
33-4inches-and 36-inches-abeve floor srade—Contrel end and 
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ing-objects,controlvabves-and bathtub_er- shower stat enelo- 
sure-features-above, below and atthe ends of the srabbar 
Sete Pete ee get E eee 


Grab-bars-shall have-a-structural strensth ef 250 pounds 


apphed-atany_peint onthe _erab_bartastener, meuntine 
sa Oi aia) Salis SHneTi member Soe Sena 


ing oF showering unit- -Aerylie bare found in bathing units 


have-grab-bars-mounted-on-both-sides—Grab-bars-ean-bea 
combinationoffixedpositionandswing-up-bars—Grab-bars 
shall meetthe requirements_of Section 420-77 Grabbars 
shal mount between 33 inches_and 36-inches above floor 
grade—Centerline distance between _erab_bars, regardless_of 

pne ed h ha he een inche minimi nd Q 


bars-shall be-a-minimum of 36 inches-intensth_and start 2 


inehes-fromthe rearwalk 


bo. grninieiim of 26 inches in lengit fromthe ear yall: 


fainimunm-of 18 inches tone and installed atthe -contrel-end 
wattand head endawall-Grabbars-shal meountavithin4 
tnches-of the exterior of the bath tub edge orswithin4 inches 
within the bath tub—The bottom end of the bar shalt start 
between 36-inches-and 42 inches above floor grade- 
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420-7-:7:5-1-Vertiest-erabbars--Vertical rabbars-shatl be 
ee 


ofthe inside of the shower stall Fhe bettem end of vertical 
barsmeunt betveen 36 inches and 42 inches_abeve floot 


grab_bars-shall-be-a-maximum of 6 inches from adjacent 
eontreLvabves- 

420-78 -Ramps- Al interior and exterior ramps, when pro- 
‘ded shall y i ith Seeti 346 
withamaximum-slope of vertical te _herizentak 
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420.8 Licensed care cooking facilities. In Group I-1, Condi- 
tion 2 assisted living facilities licensed under chapter 388- 


78A WAC and residential treatment facilities licensed under 
chapter 246-337 WAC, rooms or spaces that contain a cook- 
ing facility with domestic cooking appliances shall be permit- 
ted to be open to the corridor where all of the following crite- 
ria are met: 

1. The number of care recipients housed in the smoke 
compartment is not greater than 30. 

2. The number of care recipients served by the cooking 
facility is not greater than 30. 

3. Only one cooking facility area is permitted in a smoke 
compartment. 

4. The types of domestic cooking appliances permitted 
are limited to ovens, cooktops, ranges, warmers and micro- 
waves. 

5. The corridor is a clearly identified space delineated by 
construction or floor pattern, material or color. 

6. The space containing the domestic cooking facility 
shall be arranged so as not to obstruct access to the required 
exit. 

7. A domestic cooking hood installed and constructed in 
accordance with Section 505 of the International Mechanical 
Code is provided over the cooktop or range. 


420-7-10)) 420.7.8 Shower stalls. Where provided to meet 
the requirements for bathing facilities, the minimum size of 
shower stalls for an adult family home shall be 30 inches 
deep by 48 inches long. 
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8. The domestic cooking hood provided over the cooktop 
or range shall be equipped with an automatic fire-extinguish- 
ing system of a type recognized for protection of domestic 
cooking equipment. Preengineered automatic extinguishing 
systems shall be tested in accordance with UL 300A and 
listed and labeled for the intended application. The system 
shall be installed in accordance with this code, its listing and 
the manufacturer's instructions. 

9. A manual actuation device for the hood suppression 
system shall be installed in accordance with Sections 
904.12.1 and 904.12.2. 

10. An interlock device shall be provided such that upon 
activation of the hood suppression system, the power or fuel 
supply to the cooktop or range will be turned off. 

11. A shut-off for the fuel and electrical power supply to 
the cooking equipment shall be provided in a location that is 
accessible only to staff. 

12. A timer shall be provided that automatically deacti- 
vates the cooking appliances within a period of not more than 
120 minutes. 

13. A portable fire extinguisher shall be installed in 
accordance with Section 906 of the International Fire Code. 


AMENDATORY SECTION (Amending WSR 13-04-067, 
filed 2/1/13, effective 7/1/13) 


WAC 51-50-0422 Section 422—((Reserved)) Ambu- 
latory care facilities. 


422.3.1 Means of egress. Where ambulatory care facilities 
require smoke compartmentation in accordance with Section 
422.3, the fire safety evacuation plans provided in accor- 
dance with Section 1001.4 shall identify the building compo- 
nents necessary to support a staged evacuation emergency 
response in accordance with Sections 404 and 408 of the 
International Fire Code. 
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NEW SECTION 


WAC 51-50-0427 Section 427—Electric vehicle 
charging infrastructure. 


427.1 Scope. The provisions of this section shall apply to the 
construction of new buildings serving Group B, Group R-1, 
and Group R-2 occupancies. 


427.2 Required electric vehicle charging infrastructure. 
Where parking is provided, parking spaces shall be provided 
with electric vehicle charging infrastructure in compliance 
with Sections 425.3, 425.4, and 425.5 based on the schedule 
in Table 425.1. 


EXCEPTIONS: 1. Group R occupancies served by 10 or fewer on-site 
parking spaces. 
2. Group B occupancies served by 10 or fewer on-site 


employee parking spaces. 


Table 427.1 
Required Electric Vehicle Charging Infrastructure 


Minimum Number of 
Parking Spaces Served! 


Group B 5% of employee parking spaces 
Group R-1 5% of parking spaces 
Group R-2 10% of parking spaces 


! When the calculation of percent served results in a frac- 
tional parking space, the applicant shall round up to the 
next whole number. 


427.3 Electrical room(s). Electrical room(s) shall be 
designed to accommodate the electrical equipment and distri- 
bution required to serve a minimum of 20 percent of the total 
parking spaces with 208/240 V 40-amp electric vehicle 
charging infrastructure. 


427.4 Electric vehicle charging infrastructure. Electric 
vehicle charging infrastructure shall be installed meeting one 
of the following requirements: 

1. A minimum number of 208/240 V 40-amp, electric 
vehicle charging stations required to serve the parking spaces 
specified in Table 425.1. The electric vehicle charging sta- 
tions shall be located to serve spaces designated for parking 
and charging electric vehicles, or 

2. Additional service capacity, space for future meters, 
panel capacity or space for additional panels, and conduit for 
future installation of electric vehicle charging stations. The 
service capacity and conduit size shall be designed to accom- 
modate the future installation of the number of 208/240 V 40- 
amp, electric vehicle charging stations specified in Table 
425.1. The conduit shall terminate at spaces designated for 
parking and charging electric vehicles in the future. 


427.5 Electric vehicle charging infrastructure for accessi- 
ble parking spaces. When electric vehicle charging infra- 
structure is required, one accessible parking space shall be 
served by electric vehicle charging infrastructure. The elec- 
tric vehicle charging infrastructure may also serve adjacent 
parking spaces not designated as accessible parking. 
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NEW SECTION 


WAC 51-50-0503 Section 503—General building 
height and area limitations. 


503.1 General. Unless otherwise specifically modified in 
Chapter 4 and this chapter, building height, number of stories 
and building area shall not exceed the limits specified in Sec- 
tions 504 and 506 based on the type of construction as deter- 
mined by Section 602 and the occupancies as determined by 
Section 302 except as modified hereafter. Building height, 
number of stories and building area provisions shall be 
applied independently. For the purposes of determining area 
limitations, height limitations and type of construction, each 
portion of a building separated by one or more fire walls 
complying with Section 706 shall be considered to be a sepa- 
rate building. 


AMENDATORY SECTION (Amending WSR 13-04-067, 
filed 2/1/13, effective 7/1/13) 


WAC 51-50-0504 Section 504—Building height and 
number of stories. 


((504:3)) 504.4.1 Stair enclosure pressurization increase. 
For Group R1 and R2 occupancies in buildings of Type VA 
construction equipped throughout with an approved auto- 
matic sprinkler system in accordance with Section 903.3.1.1, 
the maximum number of stories permitted in Section 504.2 
may be increased by one provided the interior exit stairways 
and ramps are pressurized in accordance with Section 
909.((20-and Seetion 909-H. 


504-4 Reef structures. Same-as 2012 IBE except section 
numberrevised))) Legally required standby power shall be 
provided for buildings constructed in compliance with this 
section and be connected to stairway shaft pressurization 
equipment, elevators and lifts used for accessible means of 
egress, hoistway pressurization equipment (if provided) and 
other life safety equipment as determined by the authority 
having jurisdiction. For the purposes of this section, legally 
required standby power shall comply with NEC Section 
701.12, options (A), (B), (C), (D), Œ), or (G). 


NEW SECTION 


WAC 51-50-0505 Section 505—Mezzanines and 
equipment platforms. 


505.2.1 Area limitation. The aggregate area of a mezzanine 
or mezzanines within a room shall be not greater than one- 
third of the floor area of that room or space in which they are 
located. The enclosed portion of a room shall not be included 
in a determination of the floor area of the room in which the 
mezzanine is located. In determining the allowable mezzanine 
area, the area of the mezzanine shall not be included in the 
floor area of the room. 


EXCEPTIONS: 1.The aggregate area of mezzanines in buildings and 
structures of Type I or II construction for special indus- 
trial occupancies in accordance with Section 503.1.1 
shall be not greater than two-thirds of the floor area of 


the room. 
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2. The aggregate area of mezzanines in buildings and 
structures of Type I or II construction shall be not greater 
than one-half of the floor area of the room in buildings 
and structures equipped throughout with an approved 
automatic sprinkler system in accordance with Section 
903.3.1.1 and an approved emergency voice/alarm com- 
munication system in accordance with Section 907.5.2.2. 


505.2.1.1 Aggregate area of mezzanines and equipment 
platforms. Where a room contains both a mezzanine and an 
equipment platform, the aggregate area of the two raised floor 
levels shall be not greater than two-thirds of the floor area of 
the room or space in which they are located. The area of the 
mezzanine shall not exceed the area determined according to 
Section 505.2.1. 


505.3.1 Area limitation. The aggregate area of all equipment 
platforms within a room shall be not greater than two-thirds 
of the area of the room in which they are located. Where an 
equipment platform is located in the same room as a mezza- 
nine, the area of the mezzanine shall be determined by Sec- 
tion 505.2.1 and the combined aggregate area of the equip- 
ment platforms and mezzanines shall be not greater than two- 
thirds of the room in which they are located. The area of the 
mezzanine shall not exceed the area determined according to 
Section 505.2.1. 


AMENDATORY SECTION (Amending WSR 13-04-067, 


filed 2/1/13, effective 7/1/13) 
WAC 51-50-0506 ((Buitdine-areamedifieations-)) 


Reserved. 


actual aggregate building areeatal stories itho building 


NEW SECTION 
WAC 51-50-0510 Section 510—Special provisions. 


510.2 Horizontal building separation allowance. A build- 
ing shall be considered as separate and distinct buildings for 
the purpose of determining area limitations, continuity of fire 
walls, limitation of number of stories and type of construction 
where all of the following conditions are met: 

1. The buildings are separated with a horizontal assem- 
bly having a fire-resistance rating of not less than 3 hours. 
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2. The building below the horizontal assembly is of Type 
IA construction. 


3. Shaft, stairway, ramp and escalator enclosures 
through the horizontal assembly shall have not less than a 2- 
hour fire-resistance rating with opening protective in accor- 
dance with Section 716.5. 


EXCEPTION: Where the enclosure walls below the horizontal assem- 


bly have not less than a 3-hour fire-resistance rating with 
opening protectives in accordance with Section 716.5, 
the enclosure walls extending above the horizontal 
assembly shall be permitted to have a 1-hour fire-resis- 
tance rating provided: 


1. The building above the horizontal assembly is not 
required to be of Type I construction. 

2. The enclosure connects fewer than four stories; and 
3 . The enclosure opening protective above the horizontal 
assembly have a fire protection rating of not less than 1 
hour. 


4. The building or buildings above the horizontal assem- 
bly shall be permitted to have multiple Group A occupancy 
uses, each with an occupant load of less 300, or Group B, 
Group I-1, Condition 2 licensed care facilities, M, R, or S 
occupancies. 


5. The building below the horizontal assembly shall be 
protected throughout by an approved automatic sprinkler 
system in accordance with Section 903.3.1.1, and shall be 
permitted to be any occupancy allowed by this code except 
Group H. 


6. The maximum building height in feet (mm) shall not 
exceed the limits set forth in Section 504.3 for the building 
having the smaller allowable height as measured from the 
grade plane. Group I-1, Condition 2 licensed care facilities 
shall be permitted to use the values for maximum height in 
feet for Group R-2 occupancies. 


NEW SECTION 
WAC 51-50-0706 Section 706—Fire walls. 


706.1 General. Fire walls shall be constructed in accordance 
with Sections 706.2 through 706.11. The extent and location 
of such fire walls shall provide a complete separation. Where 
a fire wall also separates occupancies that are required to be 
separated by a fire barrier wall, the most restrictive require- 
ments of each separation shall apply. 


NEW SECTION 
WAC 51-50-0716 Section 716—Opening protectives. 


716.5.9 Door closing. Fire doors shall be latching and self- 
or automatic-closing in accordance with this section. 


EXCEPTIONS: 1. Fire doors located in common walls separating sleep- 
ing units in Group R-l shall be permitted without auto- 
matic- or self-closing devices. 

2. The elevator car doors and the associated hoistway 
enclosure doors at the floor level designated for recall in 
accordance with Section 3003.2 shall be permitted to 


remain open during Phase I emergency recall operation. 
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3. In Group I-1, Condition 2 Assisted living facilities 
licensed under chapter 388-78A WAC and residential 
treatment facilities licensed under chapter 246-337 
WAC, fire doors in dwelling and sleeping units opening 
to the corridor shall be permitted without automatic or 
self-closing devices when all of the following conditions 
exits: 

3.1 Each floor is constantly attended by staff on a 24- 
hour basis and stationed on that floor; 


3.2 The facility is provided with an NFPA 13 sprinkler 
system throughout; 

3.3 Doors shall be equipped with positive latching; 

3.4 Dwelling and sleeping units are not equipped with 
cooking appliances; 

3.5 Dwelling and sleeping units shall be equipped with a 
smoke detection system interconnected with the smoke 
detection system required by Section 907.2.6.1. 


AMENDATORY SECTION (Amending WSR 14-24-089, 
filed 12/1/14, effective 5/1/15) 


WAC 51-50-0903 Section 903—Automatic sprinkler 
systems. 


903.2.1.6 Assembly occupancies on roofs. Where an occu- 
pied roof has an assembly occupancy with an occupant load 


exceeding 100 for Group A-2, and 300 for other Group A 
occupancies, the building shall be equipped with an auto- 
matic sprinkler system in accordance with Section 903.3.1.1 
or 903.3.1.2. 


EXCEPTION: 


Open parking garages of Type I or Type II construction. 


903.2.1.8 Nightclub. An automatic sprinkler system shall be 
provided throughout Group A-2 nightclubs as defined in this 
code. 


903.2.3 Group E. An automatic sprinkler system shall be 


provided for Group E ((Qeeupaneies)) fire areas. 


EXCEPTIONS: 1. Portable school classrooms with an occupant load of 
50 or less calculated in accordance with Table 1004.1.2, 
provided that the aggregate area of any cluster of porta- 
ble school classrooms does not exceed 6,000 square feet 
(557 m); and clusters of portable school classrooms 
shall be separated as required by the building code; or 
2. Portable school classrooms with an occupant load 
from 51 through 98, calculated in accordance with Table 
1004.1.2, and provided with two means of direct inde- 
pendent exterior egress from each classroom in accor- 
dance with Chapter 10, and one exit from each class 
room shall be accessible, provided that the aggregate 
area of any cluster of portable classrooms does not 
exceed 6,000 square feet (557 m°); and clusters of porta- 
ble school classrooms shall be separated as required by 
the building code; or 

3. An automatic sprinkler system is not required in 
Group E occupancies with an occupant load of 50 or less 
within the Group E occupancy, calculated in accordance 
with Table 1004.1.2. 

4. An automatic sprinkler system is not required in 
Group E day care and preschool facilities with an occu- 
pant load of 100 or less, when located at the /evel of exit 
discharge, where every room in which care is provided 
has not fewer than one exterior exit door. 


[F] 903.2.6 Group I. An automatic sprinkler system shall be 


provided throughout buildings with a Group I fire area. 
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EXCEPTIONS: 1. An automatic sprinkler system installed in accordance 
with Section 903.3.1.2 shall be permitted in Group I-1 


Condition 1 facilities. 


2. An automatic sprinkler system is not required where 
Group I-4 day care facilities are at the level of exit dis- 
charge and where every room where care is provided has 
not fewer than one exterior exit door. 


3. In buildings where Group I-4 day care is provided on 
levels other than the level of exit discharge, an automatic 
sprinkler system in accordance with Section 903.3.1.1 
shall be installed on the entire floor where care is pro- 
vided, all floors between the level of care and the level of 
exit discharge, and all floors below the /evel of exit dis- 
charge other than areas classified as an open parking 
garage. 

4. Where new construction or additions house less than 
sixteen persons receiving care, an automatic sprinkler 
system installed in accordance with Section 903.2.8.3 
shall be permitted for Group I-1, Condition 2, assisted 
living facilities licensed under chapter 388-78A WAC 
and residential treatment facilities licensed under chapter 
246-337 WAC. 


903.2.7 Group M. An automatic sprinkler system shall be 
provided throughout buildings containing a Group M occu- 
pancy, where one of the following conditions exists: 

1. A Group M fire area exceeds 12,000 square feet (1115 
m’). 

2. A Group M fire area is located more than three stories 
above grade plane. 

3. The combined area of all Group M fire areas on all 
floors, including any mezzanines, exceeds 24,000 square feet 
(2230 m?). 

4. Where a Group M occupancy that is used for the dis- 
play and sale of upholstered furniture or mattresses exceeds 
5000 square feet (464 m7’). 


903.2.8 Group R. An automatic fire sprinkler system 
installed in accordance with Section 903.3 shall be provided 
throughout all buildings with a Group R fire area. 


EXCEPTION: Group R-1 if all of the following conditions apply: 

1. The Group R fire area is no more than 500 square feet 
and is used for recreational use only. 

2. The Group R fire area is only one story. 

3. The Group R fire area does not include a basement. 
4. The Group R fire area is no closer than 30 feet from 
another structure. 

5. Cooking is not allowed within the Group R fire area. 
6. The Group R fire area has an occupant load of no 
more than 8. 

7. A hand held (portable) fire extinguisher is in every 
Group R fire area. 


Reviser's note: The brackets and enclosed material in the text of the 
above section occurred in the copy filed by the agency and appear in the Reg- 
ister pursuant to the requirements of RCW 34.08.040. 


AMENDATORY SECTION (Amending WSR 12-01-099, 
filed 12/20/11, effective 4/1/12) 


WAC 51-50-0907 Section 907—Fire alarm and 
detection systems. 


[F] 907.2.3 Group E. A manual fire alarm system that initi- 
ates the occupant notification signal utilizing an emergency 
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voice/alarm communication system meeting the require- 
ments of Section 907.5.2.2 and installed in accordance with 
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with NFPA-72.)) signal utilizing an emergency voice/alarm 
communication system meeting the requirements of Section 


Section 907.6 shall be installed in Group E occupancies. 


907.5.2.2 and installed in accordance with Section 907.6 


When automatic sprinkler systems or smoke detectors are 


shall be installed in Group I-4 occupancies. When automatic 


installed, such systems or detectors shall be connected to the 


sprinkler systems or smoke detectors are installed, such sys- 


building fire alarm system. 
EXCEPTIONS: 


1. A manual fire alarm system is not required in Group E 
occupancies with an occupant load of 50 or less. 


2. Emergency voice/alarm communication systems 
meeting the requirements of Section 907.5.2.2 and 
installed in accordance with Section 907.6 shall not be 
required in Group E occupancies with occupant loads of 
100 or less, provided that activation of the manual fire 
alarm system initiates an approved occupant notification 
signal in accordance with Section 907.5. 


3. Manual fire alarm boxes are not required in Group E 
occupancies where all of the following apply: 


3.1 Interior corridors are protected by smoke detectors. 
3.2 Auditoriums, cafeterias, gymnasiums and similar 
areas are protected by heat detectors or other approved 
detection devices. 


3.3 Shops and laboratories involving dusts or vapors are 
protected by heat detectors or other approved detection 
devices. 


4. Manual fire alarm boxes shall not be required in 
Group E occupancies where the building is equipped. 
throughout with an approved automatic sprinkler system 
installed in accordance with Section 903.3.1.1, the emer- 


tems or detectors shall be connected to the building fire alarm 
system. 
EXCEPTIONS: 


1. A manual fire alarm system is not required in Group I- 
4 occupancies with an occupant load of 50 or less. 


2. Emergency voice alarm communication systems 
meeting the requirements of Section 907.5.2.2 and 
installed in accordance with Section 907.6 shall not be 
required in Group I-4 occupancies with occupant loads 
of 100 or less, provided that activation of the manual fire 
alarm system initiates an approved occupant notification 
signal in accordance with Section 907.5.2.2. Emergency 
voice alarm communication systems meeting the 
requirements of Section 907.5.2.2 and installed in accor- 
dance with Section 907.6 shall not be required in Group 
1-4 occupancies with occupant loads of 100 or less, pro- 
vided that activation of the manual fire alarm system ini- 
tiates an approved occupant notification signal in accor- 
dance with Section 907.5. 


907.2.9.1.1 Group R-2 assisted living facilities. A manual 
fire alarm system that activates the occupant notification sys- 


tem in accordance with Section 907.5 shall be installed in 
Group R-2 occupancies where the building contains an 


gency voice/alarm communication system will activate 
on sprinkler water flow and manual activation. 


[F] 907.2.6 Group I. A manual fire alarm system that acti- 
vates the occupant notification system shall be installed in 
Group I occupancies. An automatic smoke detection system 
that notifies the occupant notification system shall be pro- 
vided in accordance with Sections 907.2.6.1, 907.2.6.2, 
907.2.6.3.3 and 907.2.6.4. 


EXCEPTIONS: 1. Manual fire alarm boxes in resident or patient sleep- 
ing areas of Group I-1 and I-2 occupancies shall not be 
required at exits if located at nurses' control stations or 
other constantly attended staff locations, provided such 
stations are visible and continually accessible and that 
travel distances required in Section 907.4.2 are not 
exceeded. 

2. Occupant notification systems are not required to be 
activated where private mode signaling installed in 
accordance with NFPA 72 is approved by the fire code 
official. 


[F] 907.2.6.1 Group I-1. An automatic smoke detection sys- 


assisted living facility licensed by the state of Washington. 
EXCEPTIONS: 


1. Manual fire alarm boxes in resident sleeping areas 
shall not be required at exits if located at all care provid- 
ers' control stations or other constantly attended staff 
locations, provided such staff locations are visible and 
continuously accessible and that the distances of travel 
required in Section 907.4.2.1 are not exceeded. 


2. The manual fire alarm system that activates the occu- 
pant notification system is not required to be activated 
where private mode signaling installed in accordance 
with NFPA 72 is approved by the fire code official and 
staff evacuation responsibilities are included in the fire 
safety and evacuation plan required by Section 404. 


907.2.9.4 Group R-2 assisted living facilities. An automatic 
smoke detection system that activates the occupant notifica- 


tion system in accordance with Section 907.5 shall be 
installed in corridors, waiting areas open to corridors and 
habitable spaces other than sleeping units and kitchens 
located in Group R-2 assisted living facilities licensed by the 
state of Washington. 


tem shall be installed in corridors, waiting areas open to cor- 
ridors and habitable spaces other than sleeping units and 
kitchens. The system shall be activated in accordance with 
Section 907.4. 


EXCEPTIONS: 


1. For Group I-1 Condition 1 occupancies, smoke detec- 
tion in habitable spaces is not required where the facility 
is equipped throughout with an automatic sprinkler sys- 
tem installed in accordance with Section 903.3.1.1. 


2. Smoke detection is not required for exterior balconies. 


[F] 907.2.6.4 Group I-4 ((ehid-earefeeilities)) occupan- 
cies. ((An-autematie-smoke_detection_system that activates)) 
A manual fire alarm system that initiates the occupant notifi- 
cation ((systenin-accordance-with Sections 9076 +threugh 
907-6232 shall be -provided and installed in accordance 
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EXCEPTIONS: 1. Smoke detection is not required for exterior balconies. 


2. Occupant notification systems are not required to be 
activated where private mode signaling installed in 
accordance with NFPA 72 is approved by the fire code 
official and staff evacuation responsibilities are included 
in the fire safety and evacuation plan required by Section 
404. 


907.5.2.1.2 Maximum sound pressure. The maximum 
sound pressure level for audible alarm notification appliances 


shall be 110 dBA at the minimum hearing distance from the 
audible appliance. For systems operating in public mode, the 
maximum sound pressure level shall not exceed 30 dBA over 
the average ambient sound level. Where the average ambient 
noise is greater than 95 dBA, visible alarm notification appli- 
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ances shall be provided in accordance with NFPA 72 and 
audible alarm notification appliances shall be required. 


907.10 NICET: National Institute for Certification in 
Engineering Technologies. 


907.10.1 Scope. This section shall apply to new and existing 
fire alarm systems. 


907.10.2 Design review. All construction documents shall be 
reviewed by a NICET III in fire alarms or a licensed profes- 
sional engineer (PE) in Washington prior to being submitted 
for permitting. The reviewing professional shall submit a 
stamped, signed, and dated letter; or a verification method 
approved by the local authority having jurisdiction indicating 
the system has been reviewed and meets or exceeds the 
design requirements of the state of Washington and the local 
jurisdiction. (Effective July 1, 2017.) 


907.10.3 Installation/maintenance. All installation, inspec- 
tion, testing, maintenance and programing not defined as 
"electrical work" by chapter 19.28 RCW shall be completed 
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(oie-ind audible nothesien- Applicioad incialled- and wn 
tained 4n-accordance with this section for carbon menoxide 


alarms-and NEPA 720-2012 shall be - permitted The carbon 
monoxide_detectors-shal betisted as_comphy ine with OE 
2075-)) 


AMENDATORY SECTION (Amending WSR 13-04-067, 
filed 2/1/13, effective 7/1/13) 


WAC 51-50-0909 Section 909—Smoke control sys- 
tems. 


909.21.12 Hoistway venting. Hoistway venting ((required 
by Seetien 3004)) need not be provided for pressurized eleva- 


by a NICET II in fire alarms. (Effective July 1, 2017.) 


Reviser's note: The brackets and enclosed material in the text of the 
above section occurred in the copy filed by the agency and appear in the Reg- 
ister pursuant to the requirements of RCW 34.08.040. 


AMENDATORY SECTION (Amending WSR 13-23-087, 
filed 11/19/13, effective 4/1/14) 


WAC 51-50-0908 Section 908—((Emergeney—alarm 
systems)) Reserved. 


((F}908-7 Carbon monoxide alarms, Group tor Group R 


tor shafts. 


909.21.13 Machine rooms. Elevator machine rooms shall be 
pressurized in accordance with this section unless separated 
from the hoistway shaft by construction in accordance with 
Section 707. 


AMENDATORY SECTION (Amending WSR 10-03-097, 
filed 1/20/10, effective 7/1/10) 


WAC 51-50-0911 Section 911—((Hire-eommand-een- 
ter)) Reserved. 


E ES ae cian belie eos ie 
UE 2034 and be installed and maintained in-accerdance ith 
NFPA 720-201) and the manufacturer's instructens- 


NEW SECTION 


WAC 51-50-0915 Section 915—Carbon monoxide 
detection. 


915.1 General. Carbon monoxide detection shall be installed 
in new buildings in accordance with Sections 915.1.1 through 
915.6. Carbon monoxide detection shall be installed in exist- 
ing buildings in accordance with Chapter 11 of the Interna- 
tional Fire Code. 


915.1.1 Where required. Carbon monoxide detection shall 
be provided in Group I and R occupancies and in classrooms 
in Group E occupancies in the locations specified in Section 
915.2 where any of the conditions in Sections 915.1.2 
through 915.1.6 exist. 


EXCEPTIONS: 1. R-2 occupancies, with the exception of R-2 college 
dormitories, are required to install carbon monoxide 


detectors without exception. 
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2. Sleeping units or dwelling units in I and R-1 occupan- 
cies and R-2 college dormitories, hotel, DOC prisons and 
work releases and DSHS licensed boarding home and 
residential treatment facility occupancies which do not 
themselves contain a fuel-burning appliance, a fuel- 
burning fireplace, or have an attached garage, need not 
be provided with carbon monoxide alarms provided that 
they comply with the exceptions of 915.1.4. 


915.1.2 Fuel-burning appliances and fuel-burning fire- 
places. Carbon monoxide detection shall be provided in 
dwelling units, sleeping units and classrooms that contain a 
fuel-burning appliance or a fuel-burning fireplace. 


915.1.3 Forced-air furnaces. Carbon monoxide detection 
shall be provided in dwelling units, sleeping units and class- 
rooms served by a fuel-burning, forced-air furnace. 


EXCEPTION: Carbon monoxide detection shall not be required in 
dwelling units, sleeping units and classrooms where car- 
bon monoxide detection is provided in the first room or 
area served by each main duct leaving the furnace, and 
the carbon monoxide alarm signals are automatically 


transmitted to an approved location. 


915.1.4 Fuel-burning appliances outside of dwelling units, 
sleeping units and classrooms. Carbon monoxide detection 
shall be provided in dwelling units, sleeping units and class- 
rooms located in buildings that contain fuel-burning appli- 
ances or fuel-burning fireplaces. 


EXCEPTIONS: 1. Carbon monoxide detection shall not be required in 
dwelling units, sleeping units and classrooms where 
there are no communicating openings between the fuel- 
burning appliance or fuel-burning fireplace and the 
dwelling unit, sleeping unit or classroom. 

2. Carbon monoxide detection shall not be required in 
dwelling units, sleeping units and classrooms where car- 
bon monoxide detection is provided in one of the follow- 
ing locations: 

2.1. In an approved location between the fuel-burning 
appliance or fuel-burning fireplace and the dwelling unit, 
sleeping unit or classroom. 

2.2. On the ceiling of the room containing the fuel-burn- 
ing appliance or fuel-burning fireplace. 


915.1.5 Private garages. Carbon monoxide detection shall 
be provided in dwelling units, sleeping units and classrooms 
in buildings with attached private garages. 


EXCEPTIONS: _ 1. Carbon monoxide detection shall not be required 
where there are no communicating openings between the 
private garage and the dwelling unit, sleeping unit or 
classroom. 

2. Carbon monoxide detection shall not be required in 
dwelling units, sleeping units and classrooms located 
more than one story above or below a private garage. 

3. Carbon monoxide detection shall not be required 
where the private garage connects to the building 
through an open-ended corridor. 

4. Where carbon monoxide detection is provided in an 
approved location between openings to a private garage 
and dwelling units, sleeping units or classrooms, carbon 
monoxide detection shall not be required in the dwelling 
units, sleeping units or classrooms. 


915.1.6 Exempt garages. For determining compliance with 
Section 915.1.5, an open parking garage complying with Sec- 
tion 406.5 of the International Building Code or an enclosed 
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parking garage complying with Section 406.6 of the Interna- 
tional Building Code shall not be considered a private garage. 


915.2 Locations. Where required by Section 915.1.1, carbon 
monoxide detection shall be installed in the locations speci- 
fied in Sections 915.2.1 through 915.2.3. 


915.2.1 Dwelling units. Carbon monoxide detection shall be 
installed in dwelling units outside of each separate sleeping 
area in the immediate vicinity of the bedrooms and on each 
level of the dwelling. Where a fuel-burning appliance or fuel- 
burning fireplace is located within a bedroom or its attached 
bathroom, carbon monoxide detection shall be installed 
within the bedroom. 


915.2.2 Sleeping units. Carbon monoxide detection shall be 
installed in sleeping units. 


EXCEPTION: Carbon monoxide detection shall be allowed to be 


installed outside of each separate sleeping area in the 
immediate vicinity of the sleeping unit where the sleep- 
ing unit or its attached bathroom does not contain a fuel- 
burning appliance or fuel-burning fireplace and is not 
served by a forced air furnace. 


915.2.3 Group E occupancies. When required by Section 
915.1 in new buildings, or by Chapter 11 of the /nternational 
Fire Code, carbon monoxide detection shall be installed in 
classrooms in Group E occupancies. Carbon monoxide alarm 
signals shall be automatically transmitted to an on-site loca- 
tion that is staffed by school personnel. 


EXCEPTIONS: 1. Carbon monoxide alarm signals shall not be required 


to be automatically transmitted to an on-site location that 
is staffed by school personnel in Group E occupancies 
with an occupant load of 50 or less. 

2. Carbon monoxide alarm signals shall not be required 
to be automatically transmitted to an on-site location that 
is staffed by school personnel in Group E occupancies 
where an exception contained in Section 915.1 applies, 
or in Group E occupancies where signals are transmitted 
to an off-site service monitored by a third party, such as 
a service that monitors fire protection systems in the 
building. 


NEW SECTION 
WAC 51-50-1004 Section 1004. 


1004.2 Increased occupant load. The occupant load permit- 
ted in any building, or portion thereof, is permitted to be 
increased from that number established for the occupancies 
in Table 1004.1.2, provided that all other requirements of the 
code are also met based on such modified number and the 
occupant load does not exceed one occupant per 7 square feet 
(0.65 m?) of occupiable floor space. Where required by the 
building official, an approved aisle, seating or fixed equip- 
ment diagram substantiating any increase in occupant load 
shall be submitted. Where required by the building official, 
such diagram shall be posted. See WAC 170-295-0080 (1)(b) 
for day care licensed by the state of Washington. 
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NEW SECTION 


WAC 51-50-1006 Section 1006—Number of exits 
and exit access doorways. 


1006.2.2.6 Electrical equipment rooms. Rooms containing 
electrical equipment rated at 1,200 amperes or more where 
the equipment is over 6 feet (1829 mm) wide and containing 
overcurrent devices, switching devices or control devices 
shall be provided with the number of means of egress in 
accordance with NEC Article 110.26(c) in addition to the 
requirements of this code. 


AMENDATORY SECTION (Amending WSR 10-03-097, 
filed 1/20/10, effective 7/1/10) 


WAC 51-50-1007 Section 1007—((Aeeessible-means 
efegress)) Reserved. 
((1007t-Aeeessiblemeans-ofegress required A ceessible 
means-of egress-shall comply with this section Accessible 
spaces-shall be-providedawith not less than one accessible 


means-of eeress—Where-morethan 
ee ee ee 
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AMENDATORY SECTION (Amending WSR 13-04-067, 


filed 2/1/13, effective 7/1/13) 


WAC 51-50-1008 Section 1008—((Deers,-eates-and 
turnstiles)) Reserved. 


SONE AE Leeks oe jee ae be 


2 In-buildings-in-ocoupaney Group-A-having-an-oceu- 
pantlead ef 300 of less Groups BEM and Sand in places 
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6-1-The-clinical_needs-of one-or-more-patients-require 


63-Fhe deors-unleck upenmess-of electrical powercon- 
treline the teck of lock mechanism. 

6-4-Fhetoek shall be capable of being deactivated bya 
signal from a-switehlecatedin-an 

6-5-_Theres—a-systerm, such-as-a-keypad_and-eode, in 
placethatalHows-visitors-staffpersons-and-appropriate-resi- 
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six feet of the door. 


1008.4-9.6-SpeciaHockine-_arrancementsin-Groupt2, 
Approved special egress locks shall be-_permitted tna Group 
chrteatieeds-of 


persons receiving 
eare require such locking. Special egress_tocks shall be per 
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visible sisnals_Fhe tve-vaycommuntcation system shalt 
have-abattery-backup-or-an approved alternate source_of 
powerthatis-capable of 90 minutesusetupen_fathire-of the 
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4+-Fhedoors—unteck upenactuation-_of the automatic 
sprindersystem or automate tire detection systent 


2—Fhe-deeors-unteck apentess-_of pewer-controline the 
teckorteckunechanism:- 


3- oo E A 


7Emergencylightingeshallbeprovidedatthedoor- 
EXCEPTION: 


eperate the tockine deviees-)) 
AMENDATORY SECTION (Amending WSR 13-04-067, 
filed 2/1/13, effective 7/1/13) 


WAC 51-50-1009 Section 1009—((Staivways—and 
handrails)) Accessible means of egress. 


hj : ; allt lesed 
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the-primary-bathroom-orkitehen are—exempt from the 
requirements-of Section 1009-)) 1009.1 Accessible means of 

egress required. Accessible means of egress shall comply 
with this section. Accessible spaces shall be provided with 
not less than one accessible means of egress. Where more 
than one means of egress is required by Section 1006.2 or 
1006.3 from any accessible space, each accessible portion of 
the space shall be served by not less than two accessible 


means Of egress. 


EXCEPTIONS: 


1. Accessible means of egress are not required to be pro- 
vided in existing buildings. 


2. One accessible means of egress is required from an 
accessible mezzanine level in accordance with Section 
1009.3, 1009.4 or 1009.5. 

3. In assembly areas with ramped aisles or stepped 
aisles, one accessible means of egress is permitted where 
the common path of egress travel is accessible and meets 
the requirements in Section 1029.8. 


4. In parking garages, accessible means of egress are not 
required to serve parking areas that do not contain acces- 
sible parking spaces. 


1009.8 Two-way communication. A two-way communica- 
tion system complying with Sections 1009.8.1 and 1009.8.2 


shall be provided at the landing serving each elevator or bank 
of elevators on each accessible floor that is one or more sto- 
ries above or below the level of exit discharge. 


EXCEPTIONS: 1. Two-way communication systems are not required at 
the landing serving each elevator or bank of elevators 
where the two-way communication system is provided 
within areas of refuge in accordance with Section 
1009.6.5. 

2. Two-way communication systems are not required on 
floors provided with ramps that provide a direct path of 
egress travel to grade or the level of exit discharge con- 
forming to the provisions of Section 1012. 


3. Two-way communication systems are not required at 
the landings serving only service elevators that are not 
designated as part of the accessible means of egress or 
serve as part of the required accessible route into a facil- 


ity. 
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4. Two-way communication systems are not required at 
the landings serving only freight elevators. 


5. Two-way communication systems are not required at 
the landing serving a private residence elevator. 


1009.8.1 System requirements. Two-way communication 
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2.3. The use of the key-operated locking device is revo- 
cable by the building official for due cause. 

3. Where egress doors are used in pairs, approved auto- 
matic flush bolts shall be permitted to be used, provided that 
the door leaf having the automatic flush bolts has no door- 


systems shall provide communication between each required 


knob or surface-mounted hardware. 


location and the fire command center or a central control 
point location approved by the fire department. Where the 
central control point is not a constantly attended location, a 
two-way communication system shall have a timed automatic 
telephone dial-out capability to a monitoring location. The 
two-way communication system shall include both audible 
and visible signals. The two-way communication system 
shall have a battery backup or an approved alternate source of 
power that is capable of 90 minutes use upon failure of the 
normal power source. 


AMENDATORY SECTION (Amending WSR 13-04-067, 
filed 2/1/13, effective 7/1/13) 


WAC 51-50-10100 Section 1010—((Ramps)) Doors 
gates, and turnstiles. 


((404+04-Seepe- Fhe provisions of this-section shatlapphtte 
ramps used_as-a-component of aimeans-of esress- 


tion in-the accessible means of egress.)) 
1010.1.9.3 Locks and latches. Locks and latches shall be 


4. Doors from individual dwelling or sleeping units of 
Group R occupancies having an occupant load of 10 or less 
are permitted to be equipped with a night latch, dead bolt, or 
security chain, provided such devices are openable from the 
inside without the use of a key or a tool. 

5. Fire doors after the minimum elevated temperature 
has disabled the unlatching mechanism in accordance with 
listed fire door test procedures. 

6. Approved, listed locks without delayed egress shall be 
permitted in Group R-2 assisted living facilities licensed by 
the state of Washington, provided that: 

6.1. The clinical needs of one or more patients require 
specialized security measures for their safety. 

6.2. The doors unlock upon actuation of the automatic 
sprinkler system or automatic fire detection system. 

6.3. The doors unlock upon loss of electrical power con- 
trolling the lock or lock mechanism. 

6.4. The lock shall be capable of being deactivated by a 
signal from a switch located in an approved location. 

6.5. There is a system, such as a keypad and code, in 
place that allows visitors, staff persons and appropriate resi- 
dents to exit. Instructions for exiting shall be posted within 
six feet of the door. 


1010.1.9.6 Special locking arrangements in Group I-2. 
Approved special egress locks shall be permitted in a Group 


I-2 occupancy where the clinical needs of persons receiving 
care require such locking. Special egress locks shall be per- 
mitted in such occupancies where the building is equipped 
throughout with an automatic sprinkler system in accordance 
with Section 903.3.1.1 or an approved automatic smoke or 
heat detection system installed in accordance with Section 
907, provided that the doors unlock in accordance with Items 
1 through 7. 

1. The doors unlock upon actuation of the automatic 
sprinkler system or automatic fire detection system. 

2. The doors unlock upon loss of power controlling the 
lock or lock mechanism. 


permitted to prevent operation of doors where any of the fol- 
lowing exists: 
1. Places of detention or restraint. 


2. In buildings in occupancy Group A having an occu- 
pant load of 300 or less, Groups B, F, M and S, and in places 


3. The door locks shall have the capability of being 
unlocked by a signal from the fire command center, a nursing 
station or other approved location. 

4. A building occupant shall not be required to pass 
through more than one door equipped with a special egress 


of religious worship, the main exterior door or doors are per- 
mitted to be equipped with key-operated locking devices 
from the egress side, provided: 

2.1. The locking device is readily distinguishable as 
locked; 

2.2. A readily visible and durable sign is posted on the 
egress side on or adjacent to the door stating: THIS DOOR TO 
REMAIN UNLOCKED WHEN BUILDING IS OCCUPIED. The sign 
shall be in letters 1 inch (25 mm) high on a contrasting back- 
ground; and 
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lock before entering an exit. 

5. The procedures for the operation(s) of the unlocking 
system shall be described and approved as part of the emer- 
gency planning and preparedness required by Chapter 4 of 
the International Fire Code. 

6. There is a system, such as a keypad and code, in place 
that allows visitors, staff persons and appropriate residents to 
exit. Instructions for exiting shall be posted within six feet of 
the door. 

7. Emergency lighting shall be provided at the door. 
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EXCEPTION: Items 1, 2, 3, and 6 shall not apply to doors to areas 
where persons, which because of clinical needs, require 
restraint or containment as part of the function of a psy- 
chiatric treatment area provided that all clinical staff 
shall have the keys, codes or other means necessary to 


operate the locking devices. 


NEW SECTION 
WAC 51-50-1011 Section 1011—Stairways. 


1011.17 Stairways in individual dwelling units. Stairs or 
ladders within an individual dwelling unit used for access to 
areas of 200 square feet (18.6 m?) or less, and not containing 
the primary bathroom or kitchen, are exempt from the 
requirements of Section 1009. 


NEW SECTION 
WAC 51-50-1012 Section 1012—Ramps. 


1012.1 Scope. The provisions of this section shall apply to 
ramps used as a component of a means of egress. 


EXCEPTIONS: 1. Ramped aisles within assembly rooms or spaces shall 
conform with the provisions in Section 1029.13. 

2. Curb ramps shall comply with ICC A117.1. 

3. Vehicle ramps in parking garages for pedestrian exit 
access shall not be required to comply with Sections 
1012.3 through 1012.10 where they are not an accessible 
route serving accessible parking spaces, other required 
accessible elements, or part of an accessible means of 
egress. 

4. In a parking garage where one accessible means of 
egress serving accessible parking spaces or other acces- 
sible elements is provided, a second accessible means of 
egress serving that area may include a vehicle ramp that 
does not comply with Sections 1012.5, 1012.6, and 
1012.9. A landing complying with Sections 1012.6.1 and 
1012.6.4 shall be provided at any change of direction in 
the accessible means of egress. 


AMENDATORY SECTION (Amending WSR 13-04-067, 
filed 2/1/13, effective 7/1/13) 


WAC 51-50-1018 Section 1018—((Coerriders)) 
Reserved. 
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NEW SECTION 


WAC 51-50-1020 Section 1020—Corridors. 


1020.5 Air movement in corridors. Corridors shall not 
serve as supply, return, exhaust, relief, or ventilation air 
ducts. 


EXCEPTIONS: 1. Use ofa corridor as a source of makeup air for exhaust 
systems in rooms that open directly onto such corridors, 
including toilet rooms, bathrooms, dressing rooms, 
smoking lounges and janitor closets, shall be permitted 
provided that each such corridor is directly supplied with 
outdoor air at a rate greater than the rate of makeup air 
taken from the corridor. 

2. Where located within a dwelling unit, the use of corri- 
dors for conveying return air shall not be prohibited. 
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3. Where located within tenant spaces of one thousand 
square feet (93 m?) or less in area, utilization of corridors 
for conveying return air is permitted. 

4. Incidental air movement from pressurized rooms 
within health care facilities, provided that a corridor is 
not the primary source of supply or return to the room. 
5. Where such air is part of an engineered smoke control 
system. 

6. Air supplied to corridors serving residential occupan- 
cies shall not be considered as providing ventilation air 
to the dwelling units and sleeping units subject to the fol- 
lowing: 

6.1 The air supplied to the corridor is one hundred per- 
cent outside air; and 

6.2 The units served by the corridor have conforming 
ventilation air independent of the air supplied to the cor- 
ridor; and 

6.3 For other than high-rise buildings, the supply fan will 
automatically shut off upon activation of corridor smoke 
detectors which shall be spaced at no more than thirty 
feet (9,144 mm) on center along the corridor; or 

6.4 For high-rise buildings, corridor smoke detector acti- 
vation will close required smoke/fire dampers at the sup- 
ply inlet to the corridor at the floor receiving the alarm. 


NEW SECTION 
WAC 51-50-1028 Section 1028—Exit discharge. 


1028.4.1 Width or capacity. The required capacity of egress 
courts shall be determined as specified in Section 1005.1, but 
the minimum width shall be not less than 44 inches (1,118 
mm), except as specified herein. Egress courts serving Group 
R-3 and U occupancies shall be not less than 36 inches (914 
mm) in width. The required capacity and width of egress 
courts shall be unobstructed to a height of 7 feet (2,134 mm). 


EXCEPTION: Encroachments complying with Section 1005.7. 


NEW SECTION 
WAC 51-50-1030 Emergency escape and rescue. 


1030.1 General. In addition to the means of egress required 
by this chapter, provisions shall be made to emergency 
escape and rescue openings in Group R-2 occupancies in 
accordance with Tables 1006.3.2(1) and (2) and Group R-3 
occupancies. Basements and sleeping rooms below the fourth 
story above grade plane shall have at least one exterior emer- 
gency escape and rescue opening in accordance with this sec- 
tion. Where basements contain one or more sleeping rooms, 
emergency escape and rescue openings shall be required in 
each sleeping room, but shall not be required in adjoining 
areas of the basement. Such openings shall open directly into 
a public way or to a yard or court that opens to a public way. 


EXCEPTIONS: 1. Basements with a ceiling height of less than 80 inches 
(2,032 mm) shall not be required to have emergency 
escape and rescue openings. 

2. Emergency escape and rescue openings are not 
required from basements or sleeping rooms that have an 
exit door or exit access door that opens directly into a 
public way or to a yard, court or exterior balcony that 
opens to a public way. 
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3. Basements without habitable spaces and having not 
more than 200 square feet (18.6 m?) in floor area shall 
not be required to have emergency escape and rescue 
openings. 

4. Within individual dwelling and sleeping units in 
Group R-2 and R-3, where the building is equipped 
throughout with an automatic sprinkler system installed 
in accordance with Section 903.3.1.1, 903.3.1.2 or 
903.3.1.3, sleeping rooms in basements shall not be 
required to have emergency escape and rescue openings 
provided that the basement has one of the following: 
4.1. One means of egress and one emergency escape and 
rescue opening. 

4.2. Two means of egress. 


AMENDATORY SECTION (Amending WSR 13-04-067, 
filed 2/1/13, effective 7/1/13) 


WAC 51-50-1101 Section 1101—General. 


1101.2 Design. Buildings and facilities shall be designed and 
constructed to be accessible in accordance with this code and 
ICC A117.1, except those portions of ICC A117.1 amended 
by this section. 


1101.2.2 (CC A117.1 Section 403.5) Clear width of acces- 
sible route. Clear width of an accessible route shall comply 
with ICC A117.1 Section 403.5. For exterior routes of travel, 
the minimum clear width shall be 44 inches (1118 mm). 


1101.2.3 (ICC A117.1 Section 404.2.8) Door-opening 
force. Fire doors shall have the minimum opening force 
allowable by the appropriate administrative authority. The 
force for pushing or pulling open doors other than fire doors 
shall be as follows: 


1. Interior hinged door: 5.0 pounds (22.2 N) maximum 
2. Interior sliding or folding doors: 5.0 pounds (22.2 N) 
maximum 


3. Exterior hinged, sliding or folding door: 10 pounds 
(44.4 N) maximum. 


EXCEPTION: Interior or exterior automatic doors complying with Sec- 


tion 404.3 of ICC ANSI A117.1. 


These forces do not apply to the force required to retract 
latch bolts or disengage other devices that hold the door in a 
closed position. 


1101.2.4 (ICC A117.1 Section 407.4.6.2.2) Arrangement 
of elevator car buttons. ((Fhis-sectionisnetadepted.)) But- 
tons shall be arranged with numbers in ascending order. 
When two or more columns of buttons are provided they shall 
read from left to right. 


1101.2.7 (ICC ANSI A117.1 606.7) Operable parts. Oper- 
able parts on drying equipment, towel or cleansing product 
dispensers, and disposal fixtures shall comply with Table 
603.6. 


1101.2.8 (ICC A117.1 Section 604.6) Flush controls. Flush 
controls shall be hand operated or automatic. Hand operated 
flush controls shall comply with Section 309, except the max- 
imum height above the floor shall be 44 inches. Flush con- 
trols shall be located on the open side of the water closet. 
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EXCEPTION: In ambulatory accessible compartments complying with 


Section 604.10, flush controls shall be permitted to be 
located on either side of the water closet. 


1101.2.9 (ICC A117.1 Section 703.6.3.1) International 
Symbol of Accessibility. Where the International Symbol of 
Accessibility is required, it shall be proportioned complying 
with ICC A117.1 Figure 703.6.3.1. All interior and exterior 
signs depicting the International Symbol of Accessibility 
shall be white on a blue background. 


AMENDATORY SECTION (Amending WSR 13-04-067, 
filed 2/1/13, effective 7/1/13) 


WAC 51-50-1107 Section 1107—Dwelling units and 
sleeping units. 


1107.6 Group R. Accessible units, Type A units and Type B 
units shall be provided in Group R Occupancies in accor- 
dance with Sections 1107.6.1 through 1107.6.4. Accessible 
and Type A units shall be apportioned among efficiency 
dwelling units, single bedroom units and multiple bedroom 
units, in proportion to the numbers of such units in the build- 
ing. 


((H404%6-2-4+4)) 1107.6.2.2.1 Type A units. In Group R-2 
Occupancies containing more than 10 dwelling units or 
sleeping units, at least 5 percent, but not less than one, of the 
units shall be a Type A unit. All units on a site shall be con- 
sidered to determine the total number of units and the 
required number of Type A units. Type A units shall be dis- 
persed among the various classes of units, as described in 
Section 1107.6. Bedrooms in monasteries and convents shall 
be counted as sleeping units for the purpose of determining 
the number of units. Where the sleeping units are grouped 
into suites, only one sleeping unit in each suite shall count 
towards the number of required Type A units. 


EXCEPTIONS: 1. The number of Type A units is permitted to be reduced 


in accordance with Section 1107.7. 
2. Existing structures on a site shall not contribute to the 
total number of units on a site. 


((H87-6-2-2)) 1107.6.2.3 Group R-2 other than live/work 
units, apartment houses, monasteries and convents. In 
Group R-2 Occupancies, other than live/work units, apart- 
ment houses, monasteries and convents falling within the 
scope of Sections 1107.6.2.1 and 1107.6.2.2, accessible units 
and Type B units shall be provided in accordance with Sec- 
tions ((H04622-4 and H076222)) 1107.6.2.3.1 and 
1107.6.2.3.2. Bedrooms within congregate living facilities 
shall be counted as sleeping units for the purpose of deter- 
mining the number of units. Where the sleeping units are 
grouped into suites, only one sleeping unit in each suite shall 
be permitted to count towards the number of required acces- 
sible units. Accessible units shall be dispersed among the var- 
ious classes of units, as described in Section 1107.6. 
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AMENDATORY SECTION (Amending WSR 14-24-055, 
filed 11/25/14, effective 5/1/15) 


WAC 51-50-1203 Section 1203—Ventilation. 


1203.1 General. Buildings shall be provided with natural 
ventilation in accordance with Section ((4263-4)) 1203.5, or 
mechanical ventilation in accordance with the International 
Mechanical Code. Ambulatory care facilities and Group 1-2 
occupancies shall be ventilated by mechanical means in 
accordance with Section 407 of the International Mechanical 
Code. 


1203.2 Attic spaces. Enclosed attics and enclosed rafter 
spaces formed where ceilings are applied directly to the 
underside of roof framing members shall have cross ventila- 
tion for each separate space by ventilation openings protected 
against the entrance of rain and snow. Blocking and bridging 
shall be arranged so as not to interfere with the movement of 
air. An airspace of not less than 1 inch (25 mm) shall be pro- 
vided between the insulation and the roof sheathing. The net 
free ventilating area shall not be less than 1/150th of the area 
of the space ventilated. Ventilators shall be installed in accor- 
dance with the manufacturer's installation instructions. 
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5. Insulation shall be located in accordance with the fol- 
lowing: 

5.1 Item 5.1.1, 5.1.2, 5.1.3 or 5.1.4 shall be met, depend- 
ing on the air permeability of the insulation directly under the 


Washington State Encrgy Code (chapter 51-11 WAC).)) 


EXCEPTIONS: The net free cross-ventilation area shall be permitted to 
be reduced to 1/300 provided both of the following con- 


ditions are met: 


1. A Class I or II vapor retarder is installed on the warm- 
in-winter side of the ceiling. 


2. At least 40 percent and not more than 50 percent of the 
required venting area is provided by ventilators located 
in the upper portion of the attic or rafter space. Upper 
ventilators shall be located not more than 3 feet (914 
mm) below the ridge or highest point of the space, mea- 
sured vertically, with the balance of the ventilation pro- 


roof sheathing. 

5.1.1 Where only air-impermeable insulation is pro- 
vided, it shall be applied in direct contact with the underside 
of the structural roof sheathing. 


5.1.2 Where air-permeable insulation is provided inside 
the building thermal envelope, it shall be installed in accor- 
dance with Item 5.1. In addition to the air-permeable insula- 
tion installed directly below the structural sheathing, rigid 
board or sheet insulation shall be installed directly above the 
structural roof sheathing in accordance with these R-values 
for condensation control: 


i. Climate Zone #4C- R-10 minimum rigid board or air- 
impermeable insulation R-value. 


ii. Climate Zone #5B- R-20 minimum rigid board or air- 
impermeable insulation R-value. 


5.1.3 Where both air-impermeable_and_air-permeable 
insulation are provided, the air-impermeable insulation shall 
be applied in direct contact with the underside of the struc- 
tural roof sheathing in accordance with Item 5.1.1 and shall 
be in accordance with these R-values for condensation con- 
trol. The air-permeable insulation shall be installed directly 
under the air-impermeable insulation. 


i. Climate Zone #4C- R-10 minimum rigid board or air- 
impermeable insulation R-value. 


ii. Climate Zone #5B- R-20 minimum rigid board or air- 
impermeable insulation R-value. 


5.1.4 Alternatively, sufficient rigid board or sheet insula- 
tion shall be installed directly above the structural roof 
sheathing to maintain the monthly average temperature of the 
underside of the structural roof sheathing above 45 degrees F. 


vided by eave or cornice vents. Where the location of 
wall or roof framing members conflicts with the installa- 
tion of upper ventilators, installation more than 3 feet 
(914 mm) below the ridge or highest point of the space 
shall be permitted. 


1203.3 Unvented attic and unvented enclosed rafter 
assemblies. Unvented attics and unvented enclosed roof 
framing assemblies created by ceilings applied directly to the 
underside of the roof framing members/rafters and the struc- 
tural roof sheathing at the top of the roof framing members 
shall be permitted where all the following conditions are met: 


1. The unvented attic space is completely within the 
building thermal envelope. 

2. No interior-vapor retarders are installed on the ceiling 
side (attic floor) of the unvented attic assembly or on the ceil- 
ing side of the unvented enclosed roof framing assembly. 


3. Where wood shingles or shakes are used, a minimum 
1/4 inch (6.4 mm) vented airspace separates the shingles or 
shakes and the roofing underlayment above the structural 
sheathing. 

4. In Climate Zone 5B, any air-impermeable insulation 
shall be a Class II vapor retarder or shall have a Class II vapor 
retarder coating or covering in direct contact with the under- 
side of the insulation. 
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For calculation purposes, an interior air temperature of 68 
degrees F is assumed and the exterior air temperature is 
assumed to be the monthly average outside air temperature of 
the three coldest months. 


5.2 Where preformed insulation board is used as the air- 
permeable insulation layer, it shall be sealed at the perimeter 
of each individual sheet interior surface to form a continuous 
layer. 
EXCEPTIONS: 


1. Section 1203.3 does not apply to special use structures 
or enclosures such as swimming pool enclosures, data 
processing centers, hospitals or art galleries. 


2. Section 1203.3 does not apply to enclosures in Cli- 
mate Zone-5B that are humidified beyond 35 percent 
during the three coldest months. 


((4263;3)) 1203.4 Under-floor ventilation. The space 
between the bottom of the floor joists and the earth under any 
building except spaces occupied by basements or cellars shall 
be provided with ventilation openings through foundation 
walls or exterior walls. Such openings shall be placed so as to 
provide cross ventilation of the under-floor space. A ground 
cover of six mil (0.006 inch thick) black polyethylene or 
approved equal shall be laid over the ground within crawl 
spaces. The ground cover shall be overlapped six inches min- 
imum at the joints and shall extend to the foundation wall. 
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EXCEPTION: The ground cover may be omitted in crawl spaces if the 


crawl space has a concrete slab floor with a minimum 
thickness of two inches. 


((4263-4)) 1203.5 Natural ventilation. For other than Group 
R Occupancies, natural ventilation of an occupied space shall 
be through windows, doors, louvers or other openings to the 
outdoors. The operating mechanism for such openings shall 
be provided with ready access so that the openings are readily 
controllable by the building occupants. Group R Occupancies 
shall comply with the International Mechanical Code. 


1203.6 Radon resistive construction standards. The crite- 
ria of this section establishes minimum radon resistive con- 
struction requirements for Group R Occupancies. 


1203.6.1 Application. The requirements of Section 1203.6 
shall be adopted and enforced by all jurisdictions of the state 
according to the following subsections. 


1203.6.1.1 All jurisdictions of the state shall comply with 
Section 1203.6.2. 


1203.6.1.2 Clark, Ferry, Okanogan, Pend Oreille, Skamania, 
Spokane, and Stevens counties shall also comply with Sec- 
tion 1203.6.3. 


1203.6.2 State wide radon requirements. 


1203.6.2.1 Crawlspaces. All crawlspaces shall comply with 
the requirements of this section. 


1203.6.2.2 Ventilation. All crawlspaces shall be ventilated 
as specified in Section 1203.3. 

If the installed ventilation in a crawlspace is less than 
one square foot for each 300 square feet of crawlspace area, 
or if the crawlspace vents are equipped with operable louvers, 
a radon vent shall be installed to originate from a point 
between the ground cover and soil. The radon vent shall be 
installed in accordance with Sections 1203.6.3.2.6 and 
1203.6.3.2.7. 


1203.6.2.3 Crawlspace plenum systems. In crawlspace ple- 
num systems used for providing supply air for an HVAC sys- 
tem, aggregate, a permanently sealed soil gas retarder mem- 
brane and a radon vent pipe shall be installed in accordance 
with Section 1203.6.3.2. Crawlspaces shall not be used for 
return air plenums. 

In addition, an operable radon vent fan shall be installed 
and activated. The fan shall be located as specified in Section 
1203.6.3.2.7. The fan shall be capable of providing at least 
100 cfm at 1-inch water column static pressure. The fan shall 
be controlled by a readily accessible manual switch. The 
switch shall be labeled "RADON VENT FAN." 


1203.6.3 Radon prescriptive requirements. 


1203.6.3.1 Scope. This section applies to those counties 
specified in Section 1203.6.1.2. This section establishes pre- 
scriptive construction requirements for reducing the potential 
for radon entry into all Group R Occupancies, and for prepar- 
ing the building for future mitigation if desired. 

In all crawlspaces, except crawlspace plenums used for 
providing supply air for an HVAC system, a continuous air 
barrier shall be installed between the crawlspace area and the 
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occupied area to limit air transport between the areas. If a 
wood sheet subfloor or other material is utilized as an air bar- 
rier, in addition to the requirements of Section 502.1.6.2 of 
the Washington State Energy Code, all joints between sheets 
shall be sealed. 


1203.6.3.2 Floors in contact with the earth. 


1203.6.3.2.1 General. Concrete slabs that are in direct con- 
tact with the building envelope shall comply with the require- 
ments of this section. 


EXCEPTION: Concrete slabs located under garages or other than 


Group R Occupancies need not comply with this chapter. 


1203.6.3.2.2 Aggregate. A layer of aggregate of 4-inch min- 
imum thickness shall be placed beneath concrete slabs. The 
aggregate shall be continuous to the extent practical. 


1203.6.3.2.3 Gradation. Aggregate shall: 

1. Comply with ASTM Standard C-33 Standard Specifi- 
cation for Concrete Aggregate and shall be size No. 8 or 
larger size aggregate as listed in Table 2, Grading Require- 
ments for Course Aggregate; or 

2. Meet the 1988 Washington State Department of 
Transportation Specification 9-03.1 (3) "Coarse Aggregate 
for Portland Cement Concrete," or any equivalent successor 
standards. Aggregate size shall be of Grade 8 or larger as 
listed in Section 9-03.1 (3) C, "Grading"; or 

3. Be screened, washed pea gravel free of deleterious 
substances in a manner consistent with ASTM Standard C-33 
with 100 percent passing a 1/2-inch sieve and less than 5 per- 
cent passing a No. 16 sieve. Sieve characteristics shall con- 
form to those acceptable under ASTM Standard C-33. 


EXCEPTION: Aggregate shall not be required if a substitute material or 


system, with sufficient load bearing characteristics, and 
having approved capability to provide equal or superior 
air flow, is installed. 


1203.6.3.2.4 Soil-gas retarder membrane. A soil-gas 
retarder membrane, consisting of at least one layer of virgin 
polyethylene with a thickness of at least 6 mil, or equivalent 
flexible sheet material, shall be either placed directly under 
all concrete slabs so that the slab is in direct contact with the 
membrane, or on top of the aggregate with 2 inches minimum 
of fine sand or pea gravel installed between the concrete slab 
and membrane. The flexible sheet shall extend to the founda- 
tion wall or to the outside edge of the monolithic slab. Seams 
shall overlap at least 12 inches. The membrane shall also be 
fitted tightly to all pipes, wires, and other penetrations of the 
membrane and sealed with an approved sealant or tape. All 
punctures or tears shall be repaired with the same or approved 
material and similarly lapped and sealed. 


1203.6.3.2.5 Sealing of penetrations and joints. All pene- 
trations and joints in concrete slabs or other floor systems and 
walls below grade shall be sealed by an approved sealant to 
create an air barrier to limit the movement of soil-gas into the 
indoor air. 

Sealants shall be approved by the manufacturer for the 
intended purpose. Sealant joints shall conform to manufac- 
turer's specifications. The sealant shall be placed and tooled 
in accordance with manufacturer's specifications. There shall 
be no gaps or voids after the sealant has cured. 
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1203.6.3.2.6 Radon vent. One continuous sealed pipe shall 
run from a point within the aggregate under each concrete 
slab to a point outside the building. Joints and connections 
shall be permanently gas tight. The continuous sealed pipe 
shall interface with the aggregate in the following manner, or 
by other approved equal method. The pipe shall be perma- 
nently connected to a "T" within the aggregate area so that the 
two end openings of the "T" lie within the aggregate area. A 
minimum of 5 feet of perforated drain pipe of 3 inches mini- 
mum diameter shall join to and extend from the "T." The per- 
forated pipe shall remain in the aggregate area and shall not 
be capped at the ends. The "T" and its perforated pipe exten- 
sions shall be located at least 5 feet horizontally from the 
exterior perimeter of the aggregate area. 

The continuous sealed pipe shall terminate no less than 
12 inches above the eave, and more than 10 horizontal feet 
from a woodstove or fireplace chimney, or operable window. 
The continuous sealed pipe shall be labeled "radon vent." The 
label shall be placed so as to remain visible to an occupant. 

The minimum pipe diameter shall be 3 inches unless oth- 
erwise approved. Acceptable sealed plastic pipe shall be 
smooth walled, and may include either PVC schedule 40 or 
ABS schedule of equivalent wall thickness. 

The entire sealed pipe system shall be sloped to drain to 
the subslab aggregate. 

The sealed pipe system may pass through an uncondi- 
tioned attic before exiting the building; but to the extent prac- 
ticable, the sealed pipe shall be located inside the thermal 
envelope of the building in order to enhance passive stack 
venting. 


EXCEPTION: A fan for subslab depressurization system includes the 


following: 


1. Soil-gas retarder membrane as specified in Section 
1203.6.3.2.4; 

2. Sealing of penetrations and joints as specified in Sec- 
tion 1203.6.3.2.5; 

3. A 3-inch continuous sealed radon pipe shall run from 
a point within the aggregate under each concrete slab to 
a point outside the building; 

4. Joints and connections shall be gas tight, and may be 
of either PVC schedule 40 or ABS schedule of equiva- 
lent in wall thickness; 

5. A label of "radon vent" shall be placed on the pipe so 
as to remain visible to an occupant; 


6. Fan circuit and wiring as specified in Section 
1203.6.3.2.7 and a fan. 


If the subslab depressurization system is exhausted 
through the concrete foundation wall or rim joist, the exhaust 
terminus shall be a minimum of 6 feet from operable win- 
dows or outdoor air intake vents and shall be directed away 
from operable windows and outdoor air intake vents to pre- 
vent radon reentrainment. 


1203.6.3.2.7 Fan circuit and wiring and location. An area 
for location of an in-line fan shall be provided. The location 
shall be as close as practicable to the radon vent pipe's point 
of exit from the building, or shall be outside the building 
shell; and shall be located so that the fan and all downstream 
piping is isolated from the indoor air. 

Provisions shall be made to allow future activation of an 
in-line fan on the radon vent pipe without the need to place 
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new wiring. A 110 volt power supply shall be provided at a 
junction box near the fan location. 


1203.6.3.2.8 Separate aggregate areas. If the 4-inch aggre- 
gate area underneath the concrete slab is not continuous, but 
is separated into distinct isolated aggregate areas by a footing 
or other barrier, a minimum of one radon vent pipe shall be 
installed into each separate aggregate area. 


EXCEPTION: Separate aggregate areas may be considered a single area 


if a minimum 3-inch diameter connection joining the 
separate areas is provided for every 30 feet of barrier 
separating those areas. 


1203.6.3.2.9 Concrete block walls. Concrete block walls 
connected to below grade areas shall be considered unsealed 
surfaces. All openings in concrete block walls that will not 
remain accessible upon completion of the building shall be 
sealed at both vertical and horizontal surfaces, in order to cre- 
ate a continuous air barrier to limit the transport of soil-gas 
into the indoor air. 


1203.7 Other ventilation and exhaust systems. Ventilation 
and exhaust systems for occupancies and operations involv- 


ing flammable or combustible hazards or other contaminant 
sources as covered in the International Mechanical Code or 
the International Fire Code shall be provided as required by 
both codes. 


AMENDATORY SECTION (Amending WSR 13-04-067, 
filed 2/1/13, effective 7/1/13) 


WAC 51-50-1204 Section 1204—Temperature con- 
trol. 


1204.1 Equipment and systems. Interior spaces intended for 
human occupancy shall be provided with active or passive 
space-heating systems capable of maintaining ((aminimum)) 
an indoor temperature of not less than 68°F (20°C) at a point 
3 feet (914 mm) above the floor on the design heating day. 


EXCEPTION: 1. Interior spaces where the primary purpose of the space 
is not associated with human comfort. 


2. Group F, H, S, or U occupancies. 


3. Group R-1 Occupancies not more than 500 square 
feet. 


1204.2.1 Definitions. For the purposes of this section only, 
the following definitions apply. 


DESIGNATED AREAS are those areas designated by a county 
to be an urban growth area in chapter 36.70A RCW and those 
areas designated by the U.S. Environmental Protection 
Agency as being in nonattainment for particulate matter. 


SUBSTANTIALLY REMODELED means any alteration or resto- 
ration of a building exceeding 60 percent of the appraised 
value of such building within a 12-month period. For the pur- 
pose of this section, the appraised value is the estimated cost 
to replace the building and structure in-kind, based on current 
replacement costs. 


1204.2.2 Primary heating source. Primary heating sources 
in all new and substantially remodeled buildings in desig- 
nated areas shall not be dependent upon wood stoves. 
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1204.2.3 Solid fuel burning devices. No new or used solid 
fuel burning device shall be installed in new or existing build- 
ings unless such device is United States Environmental Pro- 
tection Agency certified or exempt from certification by the 
United States Environmental Protection Agency and con- 
forms with RCW 70.94.011, 70.94.450, 70.94.453 and 
70.94.457. 


EXCEPTION: 1. Wood cook stoves. 


2. Antique wood heaters manufactured prior to 1940. 


AMENDATORY SECTION (Amending WSR 13-04-067, 
filed 2/1/13, effective 7/1/13) 


WAC 51-50-1208 Section 1208—Interior space 
dimensions. 


seo roma speed 
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1208.3 Room area. Every dwelling unit shall have no fewer 
than one room that shall have not less than 120 square feet 
(13.9 m?) of net floor area. Other habitable rooms shall have 
a net floor area of not less than 70 square feet (6.5 m?). 


EXCEPTION: Kitchens are not required to be of a minimum floor area. 


Portions of a room with a sloped ceiling measuring less 
than 5 feet (1524 mm) or a flat ceiling measuring less than 7 
feet (2134 mm) from the finished floor to the finished ceiling 
shall not be considered as contributing to the minimum hab- 
itable area for that room. 


AMENDATORY SECTION (Amending WSR 13-04-067, 
filed 2/1/13, effective 7/1/13) 


WAC 51-50-1210 Section 1210—((Feilet-and-bath- 
reem-requirements)) Reserved. 
((4240-4 Feilet+eems-Fhis section is netadepted. 

(Fhe -requirements_of this_section _have-been movedte 
Section 29902.34-))) 


AMENDATORY SECTION (Amending WSR 13-04-067, 
filed 2/1/13, effective 7/1/13) 


WAC 51-50-1403 Section 1403—Performance 
requirements. 


1403.2 Weather protection. Exterior walls shall provide the 
building with a weather-resistant exterior wall envelope. The 
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exterior wall envelope shall include flashing as described in 
Section 1405.4. The exterior wall envelope shall be designed 
and constructed in such a manner as to prevent the accumula- 
tion of water within the wall assembly by providing a water- 
resistant barrier behind the exterior veneer, as described in 
Section 1404.2, and a means for draining water that enters the 
assembly to the exterior. An air space cavity is not required 
under the exterior cladding for an exterior wall clad with 
lapped or panel siding made of plywood, engineered wood, 
hardboard, or fiber cement. Protection against condensation 
in the exterior wall assembly shall be provided in accordance 
with Section 1405.3. 


EXCEPTIONS: 1. A weather-resistant exterior wall envelope shall not 
be required over concrete or masonry walls designed in 
accordance with Chapters 19 and 21, respectively. 

2. Compliance with the requirements for a means of 
drainage, and the requirements of Sections 1404.2 and 
1405.4, shall not be required for an exterior wall enve- 
lope that has been demonstrated through testing to resist 
wind-driven rain, including joints, penetrations and 
intersections with dissimilar materials, in accordance 
with ASTM E 331 under the following conditions: 

2.1 Exterior wall envelope test assemblies shall include 
at least one opening, one control joint, one wall/eave 
interface and one wall sill. All tested openings and pen- 
etrations shall be representative of the intended end-use 
configuration. 

2.2 Exterior wall envelope test assemblies shall be at 
least 4 feet by 8 feet (1219 mm by 2438 mm) in size. 
2.3 Exterior wall envelope assemblies shall be tested at a 
minimum differential pressure of 6.24 pounds per square 
foot (psf) (0.297 kN/m’). 

2.4 Exterior wall envelope assemblies shall be subjected 
to a minimum test exposure duration of 2 hours. 

The exterior wall envelope design shall be considered to 
resist wind-driven rain where the results of testing indi- 
cate that water did not penetrate control joints in the 
exterior wall envelope, joints at the perimeter of open- 
ings or intersections of terminations with dissimilar 
materials. 

3. Exterior insulation and finish systems (EIFS) comply- 
ing with Section 1408.4.1. 


((4403-5-Vertiea-andtateralfame-prepacation Exterior 
wals-on-buildines-of Type Ht or TV construction that 


ee ee 


ASTM E 84 or UL 723.)) 


AMENDATORY SECTION (Amending WSR 10-03-097, 
filed 1/20/10, effective 7/1/10) 


WAC 51-50-1607 ((Reserved-)) Section 1607—Live 
loads. 
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Table 1607.1 


Minimum Uniformly Distributed Live Loads, Lo And 
Minimum Concentrated Live Loads: 


CONCEN- 
OCCUPANCY UNIFORM TRATED 
OR USE (psf) (pounds) 
5. Balconies and 1.5 times the live load for the area = 


decks? served. Not required to exceed 


100 psf. 


(All other items in table and footnotes to remain 


unchanged) 


AMENDATORY SECTION (Amending WSR 13-04-067, 
filed 2/1/13, effective 7/1/13) 


WAC 51-50-1702 Section 1702—Definitions. 


1702.1 Definitions. The following terms are defined in 


Chapter 2: ((faddtermsfrom 2012 IBE pe 379))) 


Approved agency 
Approved fabricator 
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Certificate of compliance 
Designated seismic system 
Fabricated item 
Intumescent fire-resistant coatings 
Main wind-force resisting system 
Mastic fire-resistant coatings 
SMALL BUSINESS. 
Special inspection 
1. Continuous special inspection 
2. Periodic special inspection 
Special inspector 
Sprayed fire-resistant materials 
Structural observation 


AMENDATORY SECTION (Amending WSR 13-04-067, 
filed 2/1/13, effective 7/1/13) 


WAC 51-50-1705 ((Required-verifieation-andinspee- 
tien-)) Reserved. 


(Modify Fable 4705.3, Remainder of Table + 705.3 remains 
as-published in the 2012 IBC. 


ACT318:- D924 


b-Mechanicalanchers-and adhesive anchers- 
not defined in4a- 


x 


a Where 


b- Speci 


appleable_see-alse Seetion 1705-1, Specialinspections for seisnrie 


resistance- 


NEW SECTION 
WAC 51-50-1708 Preconstruction load tests. 


1708.5 Exterior window and door assemblies. The design 
pressure rating of exterior windows and doors in buildings 
shall be determined in accordance with Section 1709.5.1 or 
1709.5.2. For the purposes of this section, the required design 
pressure shall be determined using the allowable stress 
design load combinations of Section 1605.3. 


EXCEPTIONS: 1. Structural wind load design pressures for window 
units smaller than the size tested in accordance with Sec- 
tion 1709.5.1 or 1709.5.2 shall be permitted to be higher 
than the design value of the tested unit provided such 
higher pressures are determined by accepted engineering 
analysis. All components of the small unit shall be the 
same as the tested unit. Where such calculated design 
pressures are used, they shall be validated by an addi- 
tional test of the window unit having the highest allow- 
able design pressure. 


[147] 


2. Custom exterior windows and doors manufactured by 
a small business shall be exempt from all testing require- 
ments in Section 1709 of the International Building Code 
provided they meet the applicable provisions of Chapter 
24 of the International Building Code. 


AMENDATORY SECTION (Amending WSR 13-04-067, 
filed 2/1/13, effective 7/1/13) 


WAC 51-50-1710 Section 1710—((Preeenstruction 
lead-tests)) Reserved. 


(4740. es et ae 
ave iia - aa wand Oe ae picts — ; = ee 


withSeetien 1710-51 oF 
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AMENDATORY SECTION (Amending WSR 13-04-067, 
filed 2/1/13, effective 7/1/13) 


WAC 51-50-1901 Section 1901—((General)) 
Reserved. 


((4964+2-4+-Anchoring_te-conerete: Anchoring to-conerete 
i withAC} 318-as-amended in Section 


4+905—and-appleste-cast in theaded_ belts headed studsand 
tac SD A CIs eae aaa as alee 


pnd adnsdive anchors) 


AMENDATORY SECTION (Amending WSR 13-04-067, 
filed 2/1/13, effective 7/1/13) 


WAC 51-50-1903 Section 1903—((Speeifieationsfer 
tests-and-materials)) Reserved. 


AMENDATORY SECTION (Amending WSR 13-04-067, 
filed 2/1/13, effective 7/1/13) 


WAC 51-50-1904 Section 1904—((Durabiity 
requirements)) Reserved. 
((49044-Straetural-conerete; Structuratconerete shalt con- 
he durabil ; PACT 319 
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For 0£ 2500 -psiter Class £0: 3000 psi for Class #4 -and 3500 
psHfor Classes #2 and £3 Nonstructural conerete shal be ait 
entrained in-accordance-with ACI 318.) 


AMENDATORY SECTION (Amending WSR 13-20-119, 
filed 10/1/13, effective 11/1/13) 


WAC 51-50-1905 Section 1905—((Medifieationste 
ACH348)) Reserved. 


((49054-General The text of ACI318 shall be modified-as 


indicated in Sections 190544 through 1905410. 


desisned in sécordance wHhPD-3-3A4-3-Fheanchordesign 
tenstle strength shal be determined in accordance with 


; : : 


mined in accordance with ASCE 7 Equation 121 oF 
424410 shall be deemedte satisfy Seetion- 


Dera EEP o Eon ot PDA eee 


golubinadioné hel acidet wii E eed by Oy The 
anchor-desientenstte strength shal be colentated from 


ee DE I E E 
Poo EA A o B OE 
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loadcombinationanchorsandHtheir-attachments-sshaHbe 
with-D-3-3-5.3Fhe ancherdesien 


designed in accordance 
shear-strength for+resisting earthquake forees_shal be deter- 


Washington State Register, Issue 15-16 


D-6-2-He})) 


AMENDATORY SECTION (Amending WSR 13-04-067, 
filed 2/1/13, effective 7/1/13) 


WAC 51-50-1908 Section 1908—(( 


Anchoragete-con- 
erete—AHowablestress-desicn)) Reserved. ((Fhis-section 
is not adepted.)) 


AMENDATORY SECTION (Amending WSR 13-04-067, 
filed 2/1/13, effective 7/1/13) 


WAC 51-50-1909 Section 1909—((Anehoragete-con- 
erete—Strensth-desicn)) Reserved. ((Fhis-section is-net 
adepted-)) 
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AMENDATORY SECTION (Amending WSR 13-04-067, 
filed 2/1/13, effective 7/1/13) 


WAC 51-50-21070 Section 2107—Allowable stress 
design. 


2107.1 General. The design of masonry structures using 
allowable stress design shall comply with Sections 2106((; 
24072)) and the requirements of Chapters 1 ((and2)) 
through 8 of TMS 402/ACI 530/ASCE 5 except as modified 
by Sections 2107.2 through 2107.5. 


lep splices: In lien of Section 2187-44. it shal be permitted 
te-desientap-spleesn accordance with Section 210724, 
2407.2-1-Lap-splees.- Fhe minimum tensth ef lap splees-for 7 į 7 TER i 
reinforcing bars-in tension _or- compression, + shall bet = 
9.0024, (Equation 21h 


029d, f; 


Mine E La NeaiEN fe ne-ease shall the 


eona e. E E avs 


incereasednotHessthan50-percent-oftheminimum-required 
lengthbut need not -be-greaterthan 72d p Otherequivatent 
means-_of stresstransferte-accomplish the same 50 _pereent 
inerease shall be _ permitted Where epoxycoated barsare 
used taptensth shal be nereased by 50 percent )) 

2107.5 TMS 402/ACI 530/ASCE 5. Modify Section 
((2:3-4)) 8.3.4 Axial compression and flexure, as follows: 


((2-3-4.2-4)) 8.3.4.2.1 The compressive force in reinforced 
masonry due to axial load only shall be permitted to not 
exceed that given by Equation ((2-2+)) 2107.5-1 or Equation 
(22) 2107.5-2. 


(a) For members having an //r ratio not greater than 99: 


[Py = (0.33 f' mAn +0.654,F,) [1-(h/140r)?] ieee 


(b) For members having an //r ratio not greater than 99: 


(Equation ((2-22)) 


= 1 2 
[Pa = (0.33 f' mAn + 0.65F,Ag)) (70r/h) 2107 5-2) 


Reviser's note: The brackets and enclosed material in the text of the 
above section occurred in the copy filed by the agency and appear in the Reg- 
ister pursuant to the requirements of RCW 34.08.040. 
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AMENDATORY SECTION (Amending WSR 13-04-067, 
filed 2/1/13, effective 7/1/13) 


WAC 51-50-2111 Section 2111—Masonry fireplaces. 


((2H+-7)) 2111.8 Fireplaces. Fireplaces shall be provided 
with each of the following: 

1. Tightly fitting flue dampers, operated by a readily 
accessible manual or approved automatic control. 
EXCEPTION: 


Fireplaces with gas logs shall be installed in accordance 
with the International Mechanical Code Section 901, 
except that the standards for liquefied petroleum gas 
installations shall be NFPA 58 (Liquefied Petroleum Gas 
Code) and NFPA 54 (National Fuel Gas Code). 


2. An outside source for combustion air ducted into the 
firebox. The duct shall be at least 6 square inches, and shall 
be provided with an operable outside air duct damper. 


EXCEPTION: Washington certified fireplaces shall be installed with 
the combustion air systems necessary for their safe and 
efficient combustion and specified by the manufacturer 
in accordance with IBC Section 2114 (WAC 51-50- 


2114). 


3. Site built fireplaces shall have tight fitting glass or 
metal doors, or a flue draft induction fan or as approved for 
minimizing back-drafting. Factory built fireplaces shall use 
doors listed for the installed appliance. 


(2H+44) 2111.8.1 Lintel and throat. Masonry over a 
fireplace opening shall be supported by a lintel of noncom- 
bustible material. The minimum required bearing length on 
each end of the fireplace opening shall be 4 inches (102 mm). 
The fireplace throat or damper shall be located a minimum of 
8 inches (203 mm) above the top of the fireplace opening. 


NEW SECTION 


WAC 51-50-2407 Section 2407—Glass in handrails 
and guards. 


2407.1.1 Loads. The panels and their support system shall be 
designed to withstand the loads specified in Section 1607.8, 
using a factor of safety of four. 


2407.1.2 Structural glass baluster panels. Guards with 
structural glass baluster panels shall be installed with an 
attached top rail or handrail. The top rail or handrail shall be 
supported by a minimum of three glass baluster panels, or 
shall be otherwise supported to remain in place should one 
glass baluster panel fail. 


EXCEPTION: An attached top rail or handrail is not required where the 
glass baluster panels are laminated glass with two or 
more glass plies of equal thickness and of the same glass 


type. 


NEW SECTION 


WAC 51-50-2603 Section 2603—Foam plastic insula- 
tion. 


2603.10 Wind resistance. Foam plastic insulation comply- 
ing with ASTM C 578 or ASTM C 1289 and used as exterior 
wall sheathing on framed wall assemblies shall comply with 
ANSI/FS 100 for wind pressure resistance. 
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AMENDATORY SECTION (Amending WSR 14-24-087, 
filed 12/1/14, effective 5/1/15) 


WAC 51-50-2900 Chapter 29—Plumbing systems. 


SECTION 2901—GENERAL. 


2901.1 Scope. The provisions of this chapter and the state 
plumbing code shall govern the erection, installation, alter- 
ation, repairs, relocation, replacement, addition to, use or 
maintenance of plumbing equipment and systems. Toilet and 
bathing rooms shall be constructed in accordance with Sec- 
tion 1210. Plumbing systems and equipment shall be con- 
structed, installed and maintained in accordance with the 
state plumbing code. 


2901.2 Health codes. In food preparation, serving and 
related storage areas, additional fixture requirements may be 
dictated by health codes. 


SECTION 2902—MINIMUM PLUMBING FACILITIES. 


2902.1 Minimum number of fixtures. Plumbing fixtures 
shall be provided ((ferthe+type-ofeceupaney—and)) in the 
minimum number shown in Table 2902.1. (( 

paneies)) Uses not shown in Table 2902.1 shall be deter- 
mined individually by the building official based on the occu- 
pancy which most nearly resembles the proposed occupancy. 
The number of occupants shall be determined by this code. 
((QOceupaney-elassifieation shal be determined in accordance 
with Chapter 3.)) Plumbing fixtures need not be provided for 
unoccupied buildings or facilities. 


2902.1.1 Fixture calculations. To determine the occupant 
load of each sex, the total occupant load shall be divided in 
half. To determine the required number of fixtures, the fix- 
ture ratio or ratios for each fixture type shall be applied to the 
occupant load of each sex in accordance with Table 2902.1. 
Fractional numbers resulting from applying the fixture ratios 
of Table 2902.1 shall be rounded up to the next whole num- 
ber. For calculations involving multiple occupancies, such 
fractional numbers for each occupancy shall first be summed 
and then rounded up to the next whole number. 


EXCEPTION: The total occupant load shall not be required to be 
divided in half where approved statistical data indicate a 
distribution of the sexes of other than 50 percent of each 


Sex. 


2902.1.1.1 Private offices. Fixtures only accessible to pri- 
vate offices shall not be counted to determine compliance 
with this section. 


2902.1.1.2 Urinals. Where urinals are provided, one water 
closet less than the number specified may be provided for 
each urinal installed, except the number of water closets in 
such cases shall not be reduced to less than one quarter (25%) 
of the minimum specified. For men's facilities serving 26 or 
more persons, not less than one urinal shall be provided. 


2902.1.2 Family or assisted-use toilet and bath fixtures. 
Fixtures located within family or assisted-use toilet and bath- 
ing rooms required by Section 1109.2.1 are permitted to be 
included in the number of required fixtures for either the male 
or female occupants in assembly and mercantile occupancies. 
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2902.2 Separate facilities. Where plumbing fixtures are 
required, separate facilities shall be provided for each sex. 


EXCEPTIONS: 1. Separate facilities shall not be required for dwelling 
units and sleeping units. 

2. Separate facilities shall not be required in structures or 
tenant spaces with a total occupant load, including both 
employees and customers, of 15 or less. 

3. Separate facilities shall not be required in mercantile 
occupancies in which the maximum occupant load is 
100 or less. 

4. Separate facilities shall not be required in spaces pri- 
marily used for drinking or dining with a total occupant 
load, including both employees and customers, of 30 or 
fewer. 


2902.2.1 Family or assisted-use toilet facilities serving as 
separate facilities. Where a building or tenant space requires 
a separate toilet facility for each sex and each toilet facility is 
required to have only one water closet, two family((/)) or 
assisted-use toilet facilities shall be permitted to serve as the 
required separate facilities. Family or assisted-use toilet facil- 
ities shall not be required to be identified for exclusive use by 
either sex as required by Section 2902.4. 


2902.3 Employee and public toilet facilities. Customers, 
patrons and visitors shall be provided with public toilet facil- 
ities in structures and tenant spaces intended for public utili- 
zation. The number of plumbing fixtures located within the 
required toilet facilities shall be provided in accordance with 
Section 2902.1 for all users. Employees shall be provided 
with toilet facilities in all occupancies. Employee toilet facil- 
ities shall either be separate or combined employee and pub- 
lic toilet facilities. 


EXCEPTION: Public toilet facilities shall not be required in: 

1. Open or enclosed parking garages((—Fetlet-faciities- 
shall net be requiredin parking sarages)) where there are 
no parking attendants. 

2. Structures and tenant spaces intended for quick trans- 
actions, including takeout, pickup and drop-off, having a 
public access area less than or equal to 300 square feet 
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shall be located in each building not more than one story 
above or below the space required to be provided with toilet 
facilities, or conveniently in a building adjacent thereto on 
the same property, and the path of travel to such facilities 
shall not exceed a distance of 500 feet (152 m). 


EXCEPTION: The location and maximum ((traveł)) distances of travel 
to required employee facilities in factory and industrial 
occupancies are permitted to exceed that required by this 
section, provided that the location and maximum 


((travel)) distance of travel are approved. 


2902.3.3 Location of toilet facilities in malls. In covered 
and open mall buildings, the required public and employee 
toilet facilities shall be located not more than one story above 
or below the space required to be provided with toilet facili- 
ties, and the path of travel to such facilities shall not exceed a 
distance of 300 feet (91,440 mm). In mall buildings, the 
required facilities shall be based on total square footage (m?) 
within a covered mall building or within the perimeter line of 
an open mall building, and facilities shall be installed in each 
individual store or in a central toilet area located in accor- 
dance with this section. The maximum ((traveł)) distance of 
travel to central toilet facilities in mall buildings shall be 
measured from the main entrance of any store or tenant 
space. In mall buildings, where employees' toilet facilities are 
not provided in the individual store, the maximum ((trave})) 
distance of travel shall be measured from the employees' 
work area of the store or tenant space. 


2902.3.4 Pay facilities. Where pay facilities are installed, 
such facilities shall be in excess of the required minimum 
facilities. Required facilities shall be free of charge. 


2902.3.5 Door locking. Where a toilet room is provided for 
the use of multiple occupants, the egress door for the room 
shall not be lockable from the inside of the room. This section 
does not apply to family or assisted-use toilet rooms. 


2902.3.6 Prohibited toilet room location. Toilet rooms shall 
not open directly into a room used for the preparation of food 


(28 m2). 


2902.3.1 Access. The route to the public toilet facilities 
required by Section 2902.3 shall not pass through kitchens, 
food preparation areas, unpackaged food storage areas, stor- 
age rooms or closets. Access to the required facilities shall be 
from within the building or from the exterior of the building. 
Access to toilets serving multiple tenants shall be through a 
common use area and not through an area controlled by a 
tenant. All routes shall comply with the accessibility require- 
ments of this code. The public shall have access to the 
required toilet facilities at all times that the building is occu- 
pied. For other requirements for plumbing facilities, see 
Chapter 11. 


((2902.3:4-4 Feed preparation areas. Totlet rooms shalt not 
open directly inte-a room used for the preparation of food for 


2902.3.2 Location of toilet facilities in occupancies other 
than malls. In occupancies other than covered and open mall 
buildings, the required public and employee toilet facilities 


for service to the public. 


2902.4 Signage. Required public facilities shall be ((desig- 
nated by-atesible sien for-each-sex)) provided with signs that 
designate the sex as required by Section 2902.2. Signs shall 
be readily visible and located near the entrance to each toilet 
facility. Signs for accessible toilet facilities shall comply with 
Section (HH) 1111. 


2902.4.1 Directional signage. Directional signage indicating 
the route to the public toilet facilities shall be posted in 
((accordance with Section 3107 Such signage shal be 
teeated i-2-corriderorasie atthe entrancetothe factties 
fereustemers-and-visiters)) a lobby, corridor, aisle or similar 
space, such that the sign can be readily seen from the main 
entrance to the building or tenant space. 


2902.5 Drinking fountain location. Drinking fountains shall 
not be required to be located in individual tenant spaces pro- 
vided that public drinking fountains are located within a 
((trave})) distance of travel of 500 feet of the most remote 
location in the tenant space and not more than one story 
above or below the tenant space. Where the tenant space is in 
a covered or open mall, such distance shall not exceed 300 
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feet. Drinking fountains shall be located on an accessible 
route. Drinking fountains shall not be located in toilet rooms. 


2902.5.1 Drinking fountain number. Occupant loads over 
30 shall have one drinking fountain for the first 150 occu- 
pants, then one per each additional 500 occupants. 


EXCEPTIONS: 1. Sporting facilities with concessions serving drinks 


shall have one drinking fountain for each 1000 occu- 
pants. 

2. A drinking fountain need not be provided in a drink- 
ing or dining establishment. 


2902.5.2 Multistory buildings. Drinking fountains shall be 
provided on each floor having more than 30 occupants in 
schools, dormitories, auditoriums, theaters, offices and pub- 
lic buildings. 


2902.5.3 Penal institutions. Penal institutions shall have one 
drinking fountain on each cell block floor and one on each 
exercise floor. 


2902.5.4 Bottle filling stations. In Group E occupancies with 
occupant load over 30, a minimum of one bottle filling sta- 
tion shall be provided on each floor. This bottle filling station 
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may be integral to a drinking fountain. In all occupancies that 
require two drinking fountains, bottle filling stations shall be 
permitted to be substituted for drinking fountains up to 50 
percent of the requirements for drinking fountains. At least 
one of the required bottle filling stations must be located in 
accordance with Section 309 ANSI A117.1. 


2902.6 Dwelling units. Dwelling units shall be provided with 
a kitchen sink. 


2902.7 Water closet space requirements. The water closet 
stool in all occupancies shall be located in a clear space not 
less than 30 inches (762 mm) in width, with a clear space in 
front of the stool of not less than 24 inches (610 mm). 


2902.8 Water. Each required sink, lavatory, bathtub and 
shower stall shall be equipped with hot and cold running 
water necessary for its normal operation. 


2902.9 Small occupancies. Drinking fountains shall not be 
required for an occupant load of 15 or fewer. 
SECTION 2903—RESERVED. 


SECTION 2904—RESERVED. 


Table 2902.1 
Minimum Number of Required Plumbing Fixtures? 
(See Sections 2902.2 and 2902.3) 


Water Closets Lavatories Bathtubs 
No. Classification Occupancy Description Male Female Male Female /Showers 
1 Assembly A-14 Theaters and other buildings | 1 per 125 1 per 65 1 per 200 — 
for the performing arts and 
motion pictures 
A-24 Nightclubs, bars, taverns, 1 per 40 1 per 40 1 per 75 — 
dance halls and buildings for 
similar purposes 
Restaurants, banquet halls 1 per 75 1 per 75 1 per 200 — 
and food courts 
A-34 Auditoriums without perma- | 1 per 125 1 per 65 1 per 200 — 
nent seating, art galleries, 
exhibition halls, museums, 
lecture halls, libraries, 
arcades and gymnasiums 
Passenger terminals and 1 per 500 1 per 500 1 per 750 s 
transportation facilities 
Places of worship and other | 1 per 150 1 per 75 1 per 200 = 
religious services 
A-4 Coliseums, arenas, skating 1 per 75 for per 40 for 1 per 200 1 per 150 — 
rinks, pools, and tennis first 1,500and | first 1,520 
courts for indoor sporting 1 per 120 for | and 1 per 60 
events and activities remainder or remainder 
exceeding exceeding 
1,500 ,520 
A-5 Stadiums amusement parks, | 1 per 75 for per 40 for 1 per 200 1 per 150 — 
bleachers and grandstands first 1,500and | first 1,520 
for outdoor sporting events | 1 per 120 for | and 1 per 60 
and activities remainder or remainder 
exceeding exceeding 
1,500 ,520 
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Water Closets Lavatories Bathtubs 
No. Classification Occupancy Description Male Female Male Female /Showers 
2 Business B Buildings for the transaction | 1 per 25 for first 50 and 1 per | 1 per 40 for first 80 and 1 per | — 
of business, professional 50 for the remainder exceeding | 80 for remainder exceeding 
services, other services 50 80 
involving merchandise, 
office buildings, banks, light 
industrial and similar uses 
3 Educational E Educational facilities 1 per 35 1 per 25 1 per 85 1 per 50 — 
4 Factory and F-1 and F-2 Structures in which occu- 1 per 100 1 per 100 Check State 
industrial pants are engaged in work (UPC) 
fabricating, assembly or pro- 
cessing of products or mate- 
rials 
5 Institutional I-1 Residential care 1 per 10 1 per 10 1 per 8 
1-2 Hospitals, ambulatory nurs- | 1 per room* 1 per room® 1 per 15 
ing home care recipient? 
Employees, other than resi- | 1 per 25 1 per 35 —— 
dential care? 
Visitors other than residen- | 1 per 75 1 per 100 — 
tial care 
I-3 Prisons? 1 per cell 1 per cell 1 per 15 
Reformatories, detention 1 per 15 1 per 15 1 per 15 
centers and correctional cen- 
ters? 
Employees? 1 per 25 1 per 35 — 
I-4 Adult day care and child day | 1 per 15 l per 15 1 
care 
6 Mercantile M Retail stores, service sta- 1 per 500 1 per 750 — 
tions, shops, salesrooms, 
markets and shopping cen- 
ters 
7 Residential R-1 Hotels, motels, boarding 1 per sleeping unit 1 per sleeping unit 1 per sleeping 
houses (transient) unit 
R-2 Dormitories, fraternities, 1 per 10 1 per 10 1 per 8 
sororities and boarding 
houses (not transient) 
Apartment house 1 per dwelling unit 1 per dwelling unit 1 per dwelling 
unit 
R-3 One- and two-family dwell- | 1 per dwelling unit 1 per 10 1 per dwelling 
ings unit 
Congregate living facilities | 1 per 10 1 per 10 1 per 8 
with 16 or fewer persons 
R-4 Congregate living facilities | 1 per 10 1 per 10 1 per 8 
with 16 or fewer persons 
8 Storage S-1 Structures for the storage of | 1 per 100 1 per 100 Check State 
S-2 goods, warehouses, store- (UPC) 
houses and freight depots, 
low and moderate hazard 


a. The fixtures shown are based on one fixture being the minimum required for the number of persons indicated or any fraction of the number of persons indi- 


cated. The number of occupants shall be determined by this code, except with respect to Group E occupancies the provisions of note 


b. Toilet facilities for employees shall be separate from facilities for inmates or care recipients. 


"e" 


shall apply. 


c. A single-occupant toilet room with one water closet and one lavatory serving not more than two adjacent patient sleeping units shall be permitted where such 
room is provided with direct access from each patient sleeping unit and with provisions for privacy. 


d. The occupant load for seasonal outdoor seating and entertainment areas shall be included when determining the minimum number of facilities required. 


e. For Group E occupancies: The number of occupants shall be determined by using a calculation of 100 square feet gross building area per student for the min- 
imum number of plumbing fixtures. 
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NEW SECTION 


WAC 51-50-30020 Section 30020—Hoistway enclo- 
sures. 


30020.4 Elevator car to accommodate ambulance 
stretcher. Where elevators are provided in buildings four or 
more stories above, or four or more stories below, grade 
plane, or in any Group R-1, R-2 or I occupancy building pro- 
vided with an elevator regardless of the number of stories, not 
fewer than one elevator shall be provided for fire department 
emergency access to all floors. The elevator car shall be of 
such a size and arrangement to accommodate an ambulance 
stretcher 24-inch by 84-inch (610 mm by 2,134 mm) with not 
less than 5-inch (127 mm) radius corners, in the horizontal, 
open position and shall be identified by the international 
symbol for emergency medical services (star of life). The 
symbol shall not be less than 3 inches (76 mm) in height and 
shall be placed inside on both sides of the hoistway door 
frame. 


AMENDATORY SECTION (Amending WSR 07-01-091, 
filed 12/19/06, effective 7/1/07) 


WAC 51-50-3004 Section 3004—((Heistway—-+ent- 
ing)) Reserved. 


((3004-3—A+rea-of-vents-Exceptas- provided for in Section 
3004-344 the area-_ofthe-vents-shall net be tess than3 2 per- 
So OR iie area ree me very nor lads ther odoare Ipet 
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NEW SECTION 


WAC 51-50-30050 Section 30050—Machine rooms. 


30050.2 Venting. Elevator machine rooms, machinery 
spaces that contain the driving machine, and control rooms or 
spaces that contain the operation or motion controller for ele- 
vator operation shall be provided with an independent venti- 
lation or air-conditioning system to protect against the over- 
heating of the electrical equipment. Ventilation systems shall 
use outdoor make up air. The system shall service the equip- 
ment space only, and shall be capable of maintaining the tem- 
perature and humidity within the range established by the 
manufacturer's specifications. Where no manufacturer speci- 
fications are available, the equipment space temperature shall 
be maintained at no less than fifty-five degrees Fahrenheit 
and no more than ninety degrees Fahrenheit. 


The cooling load for the equipment shall include the 
BTU output of the elevator operation equipment as specified 
by the manufacturer based on one hour of continuous opera- 
tion. The outdoor design temperature for ventilation shall be 
from the 0.5% column for summer from the Puget Sound 
Chapter of ASHRAE publication "Recommended Outdoor 
Design Temperatures, Washington State." The following for- 
mula shall be used to calculate flow rate for ventilation: 


CFM = BTU output of elevator machine room equipment/[1.08 x (acceptable machine room temp - make up air temp)| 


EXCEPTION: For buildings four stories or less, natural or mechanical 
means may be used in lieu of an independent ventilation 
or air-conditioning system to keep the equipment space 
ambient air temperature and humidity in the range spec- 


ified by the elevator equipment manufacturer. 


Reviser's note: The brackets and enclosed material in the text of the 
above section occurred in the copy filed by the agency and appear in the Reg- 
ister pursuant to the requirements of RCW 34.08.040. 


AMENDATORY SECTION (Amending WSR 07-01-091, 
filed 12/19/06, effective 7/1/07) 


WAC 51-50-3006 Section 3006—((Machine+eons)) 
Reserved. 


rol sbnces-and conwel 


manufacturer pees nt An era eae: 


Proposed [154] 


NEW SECTION 
WAC 51-50-3009 Section 3009—Hoistway venting. 


3009.1 Vents required. Hoistways of elevators and dumb- 
waiters penetrating more than three stories shall be provided 
with a means for venting smoke and hot gases to the outer air 
in case of fire. 


Washington State Register, Issue 15-16 


EXCEPTION: Venting is not required for the following elevators and 


hoistways: 

1. In occupancies other than Groups R-1, R-2, I-1, I-2 
and similar occupancies with overnight sleeping units, 
where the building is equipped throughout with an 
approved automatic sprinkler system installed in accor- 
dance with Section 903.3.1.1 or 903.3.1.2. 

2. Sidewalk elevator hoistways. 

3. Elevators contained within and serving open parking 
garages only. 

4. Elevators within individual residential dwelling units. 


3009.2 Location of vents. Vents shall be located at the top of 
the hoistway and shall open either directly to the outer air or 
through noncombustible ducts to the outer air. Noncombusti- 
ble ducts shall be permitted to pass through the elevator 
machine room, provided that portions of the ducts located 
outside the hoistway or machine room are enclosed by con- 
struction having not less than the fire-resistance rating 
required for the hoistway. Holes in the machine room floors 
for the passage of ropes, cables or other moving elevator 
equipment shall be limited as not to provide greater than 2 
inches of clearance on all sides. 


3009.3 Area of vents. Except as provided for in Section 
3009.3.1, the area of the vents shall not be less than 3 1/2 per- 
cent of the area of the hoistway nor less than 3 square feet 
(0.28 m?) for each elevator car, and not less than 3 1/2 percent 
nor less than 0.5 square feet (0.047 m?) for each dumbwaiter 
car in the hoistway, whichever is greater. The total required 
vent area shall be equipped with dampers that remain pow- 
ered closed until activated open by the fire alarm system 
panel. The dampers shall open upon loss of power. 


3009.3.1 Reduced vent area. Where mechanical ventilation 
conforming to the International Mechanical Code is pro- 
vided, a reduction in the required vent area is allowed pro- 
vided that all of the following conditions are met: 

1. The occupancy is not in Group R-1, R-2, I-1 or I-2 or 
of a similar occupancy with overnight sleeping units. 

2. The vents required by Section 3009.2 do not have out- 
side exposure. 

3. The hoistway does not extend to the top of the build- 
ing. 

4. The hoistway and machine room exhaust fan is auto- 
matically reactivated by thermostatic means. 

5. Equivalent venting of the hoistway is accomplished. 


AMENDATORY SECTION (Amending WSR 07-01-091, 
filed 12/19/06, effective 7/1/07) 


WAC 51-50-3109 Section 3109—Swimming ((peel 
enclosures-and-safetydevices)) pools, spas and hot tubs. 


((34-09.3-Pable—swhnninse_peels.Fhis section is not 
adepted.)) 3109.1 General. The design and construction of 
swimming pools, spas and hot tubs shall comply with the 
International Swimming Pool and Spa Code. Public swim- 
ming pool barriers are regulated by WAC 246-260-031(4). 
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AMENDATORY SECTION (Amending WSR 13-04-067, 
filed 2/1/13, effective 7/1/13) 


WAC 51-50-3401 Section 3401—((General)) 
Reserved. 


((3404+5 Alternative complanee Work performed in accer- 
gence Be A aes ecg mode as 


ee) 


AMENDATORY SECTION (Amending WSR 10-03-097, 
filed 1/20/10, effective 7/1/10) 


WAC 51-50-3404 Section 3404—((AHerstiens)) 
Reserved. 


((3404.-4-Generak Except-as_provided by Section 34014 oF 
bi i | : buildi hall 


ply-with-the-requirements-of the Code _for-new-construction. 
Alterations shall be -such that the existing building oF strue- 
tareis-netess-conformine with the provisions-_of this Cede 


thanthe-existine building of structurewas-_prior tothe ater 
atten: 


height ef netless than 7feet (2134 mm),)) 
AMENDATORY SECTION (Amending WSR 10-03-097, 
filed 1/20/10, effective 7/1/10) 


WAC 51-50-3410 Section 3410—((Meved—strue- 
tures)) Reserved. 


((3440.4-Conformanee.Buildines-or structures moved inte 
thintheiurisdictionshali brith bi : 


this-cede_the International Residential Codefehapter 5454 

WAC}, the International Mechanical Code tehapter S452 
Fire Codefehapter 5154 WAC) the 

Uniform Plumbing Code-and Standards(chapters 5156-and 

54+57 WAG) the Washington State-Eneray Code (chapter 

SHMA CO and the-W 

Jndeor Ait Quality Codetchapter 5143 WAC) for new 


od anaes 
and 
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Ferthe purpeses-of this seetion,a building shal be con- 
sidered tobe substantially remodeled--hen the -cests_of 
remodeline exceed 60 percent of the -vahie of the buHdine 
exchistre-of the_cests relatins to_preparation, construction, 
demoltion or renovation of foundations.) ) 


AMENDATORY SECTION (Amending WSR 13-04-067, 
filed 2/1/13, effective 7/1/13) 


WAC 51-50-3411 Section 3411—((Aeeessibility_for 
existing beHdings)) Reserved. 


(3444-7 -Aterations affecting an ares containing 2 pr- 


te; BF COnRRAS aE Aen AE ota A on: the-reutetothe 
primaryfunetionarea_shal be accessible_The accessible 
reutetethe primary funetionarea_shall inchide totlet facit- 
ties telephones-or-drinkine fountains serving the area_of pri- 
mary function 
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AMENDATORY SECTION (Amending WSR 13-04-067, 
filed 2/1/13, effective 7/1/13) 


WAC 51-50-480000 ((2642)) 2015 International 
Existing Building Code. 


INTERNATIONAL EXISTING BUILDING CODE 


((2042)) 2015 EDITION 


AMENDATORY SECTION (Amending WSR 13-04-067, 


filed 2/1/13, effective 7/1/13) 
WAC 51-50-480101 Section 101—General. 


adoption of this- code, regardless of eceupaney,_subjecttothe 
erHterta_of Sections 101-41 and 1014.2 When complance 
withthis- code _has not been 


requested_complance swith the 
Be ee ere Men re 


34H.8-H Feiletreoms.Where itis technically infeasible to 
alter-existine totlet and bathine reems tebe accessible_an 
accessible family orassisted ase toilet or bathing reemt-con- 
structed in-accordance with Section 109.21 is permitted, 
Fhe-famihyerassisted-ausetoitet or bathine reem shall be 


leeated-_on the samefleorand in the same area_as the existing 
tettet or_bathine reoms—The number of toilet of bathine 


ee E Rie HON EA ae 


AMENDATORY SECTION (Amending WSR 13-04-067, 
filed 2/1/13, effective 7/1/13) 


WAC 51-50-3500 Chapter 35—((Referenee—stan- 
dards)) Reserved. 


(Add new-standardste-Chapter 35: 
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WAC. pues A a 


suchoccupaney-)) 


101.4.2 Buildings previously occupied. The legal occu- 
pancy of any building existing on the date of adoption of this 
code shall be permitted to continue without change, except as 
is specifically covered in this code, the International Fire 
Code, or as deemed necessary by the code official to mitigate 
an unsafe building. For the purpose of this section, "unsafe 
building" is not to be construed as mere lack of compliance 
with the current code. 


101.6 Appendices. The code official is authorized to require 
rehabilitation and retrofit of buildings, structures, or individ- 
ual structural members in accordance with the appendices of 
this code if such appendices have been individually adopted. 
Appendix A, Guidelines for the Seismic Retrofit of Existing 
Buildings, is hereby adopted as part of this code without any 
specific adoption by the local jurisdiction. 


AMENDATORY SECTION (Amending WSR 13-04-067, 
filed 2/1/13, effective 7/1/13) 


WAC 51-50-480102 Section 102—((AppHeabHity)) 
Reserved. 


property-or-publie-welfare-in-the- occupancy of structures-ot 


premises:-and the construction, extension, repair, alteration 
erremeovatlof fire suppressien_and alarm systems_or fire haz 
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ards_in the structure-oron the _ premises from occupancy or 
eperation exceptas _ specifically provided for in this Cede-)) 


NEW SECTION 
WAC 51-50-480403 Alterations. 


403.1 General. Except as provided by Section 401.2 or this 
section, alterations to any building or structure shall comply 
with the requirements of the /nternational Building Code for 
new construction. Alterations shall be such that the existing 
building or structure is no less conforming with the provi- 
sions of this code than the existing building or structure was 
prior to the alteration. 


EXCEPTIONS: 1. An existing stairway shall not be required to comply 
with the requirements of Section 1011 of the Interna- 
tional Building Code where the existing space and con- 
struction does not allow a reduction in pitch or slope. 

2. Handrails otherwise required to comply with Section 
1011.11 of the International Building Code shall not be 
required to comply with the requirements of Section 
1014.6 regarding full extension of the handrails where 
such extensions would be hazardous due to plan config- 
uration. 

3. In buildings considered existing structures on July 1, 
2010, dwelling units shall be permitted to have a ceiling 
height of not less than 7 feet (2134 mm). 


AMENDATORY SECTION (Amending WSR 13-04-067, 
filed 2/1/13, effective 7/1/13) 


WAC 51-50-480407 Change of occupancy. 


407.1 Conformance. No change shall be made in the use or 
occupancy of any building ((thatavould- place the building in 
a-different division of the same _sroup-_of eceupaney_or it & 
different group-ef eceupaneies;)) unless such building is 
made to comply with the requirements of the International 
Building Code for ((sech-divisien-or-sroup-ef)) the use or 
occupancy. Changes in use or occupancy in a building or por- 
tion thereof shall be such that the existing building is no less 
complying with the provisions of this code than the existing 
building or structure was prior to the change. Subject to the 
approval of the building official, the use or occupancy of 
existing buildings shall be permitted to be changed and the 
building is allowed to be occupied for purposes in other 
groups without conforming to all the requirements of the 
International Building Code for those groups, provided the 
new or proposed use is less hazardous, based on life and fire 
risk, than the existing use. The hazard tables of Chapter 10 
may be used to demonstrate the relative fire and life risk of 
the existing and the new proposed uses. 


NEW SECTION 
WAC 51-50-480409 Moved structures. 


409.1 Conformance. Buildings or structures moved into or 
within the jurisdiction shall comply with the provisions of 
this code, the International Residential Code (chapter 51-51 
WAC), the International Mechanical Code (chapter 51-52 
WAC), the International Fire Code (chapter 51-54A WAC), 
the Uniform Plumbing Code and Standards (chapters 51-56 
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and 51-57 WAC), the Washington State Energy Code (chap- 
ter 51-11 WAC) and the Washington State Ventilation and 
Indoor Air Quality Code (chapter 51-13 WAC) for new 
buildings or structures. 


EXCEPTION: Group R-3 buildings or structures are not required to 


comply if: 
1. The original occupancy classification is not changed; 
and 


2. The original building is not substantially remodeled or 
rehabilitated. 


For the purposes of this section, a building shall be con- 
sidered to be substantially remodeled when the costs of 
remodeling exceed 60 percent of the value of the building 
exclusive of the costs relating to preparation, construction, 
demolition or renovation of foundations. 


NEW SECTION 


WAC 51-50-480410 Accessibility for existing build- 
ings. 


410.6 Alterations. A facility that is altered shall comply with 
the applicable provisions in Chapter 11 of the International 
Building Code, unless technically infeasible. Where compli- 
ance with this section is technically infeasible, the alteration 
shall provide access to the maximum extent technically feasi- 
ble. 


EXCEPTIONS: 1. The altered element or space is not required to be on 


an accessible route, unless required by Section 410.7. 

2. Accessible means of egress required by Chapter 10 of 
the International Building Code are not required to be 
provided in existing facilities. 

3. The alteration to Type A individually owned dwelling 
units within a Group R-2 occupancy shall be permitted to 
meet the provision for a Type B dwelling unit. 

4. Type B dwelling or sleeping units required by Section 
1107 of the International Building Code are not required 
to be provided in existing buildings and facilities under- 
going alterations where the work area is 50 percent or 
less of the aggregate area of the building. 


410.8.10 Toilet rooms. Where it is technically infeasible to 
alter existing toilet and bathing rooms to be accessible, an 
accessible family or assisted-use toilet or bathing room con- 
structed in accordance with Section 1109.2.1 of the Interna- 
tional Building Code is permitted. The family or assisted-use 
toilet or bathing room shall be located on the same floor and 
in the same area as the existing toilet or bathing rooms. At the 
inaccessible toilet and bathing rooms, directional signs indi- 
cating the location of the nearest family or assisted-use toilet 
or bathing room shall be provided. These directional signs 
shall include the International Symbol of Accessibility and 
sign characters shall meet the visual character requirements 
in accordance with ICC A117.1. The number of toilet or bath- 
ing rooms and water closets required by the Washington 
State Building Code is permitted to be reduced by one, in 
order to provide accessible features. 
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AMENDATORY SECTION (Amending WSR 13-04-067, 
filed 2/1/13, effective 7/1/13) 


WAC 51-50-480505 ((AHeration—tervet3-)) 
Reserved. 


((505.4-Seepe-Level 3 alterations apph where the werk area 
exceeds 50% of the fleorares_of the buitding-)) 


NEW SECTION 
WAC 51-50-480705 Accessibility. 
705.1.5 Dining areas. This section is not adopted. 


705.1.9 Toilet rooms. Where it is technically infeasible to 
alter existing toilet and bathing rooms to be accessible, an 
accessible family or assisted use toilet or bathing room con- 
structed in accordance with Section 1109.2.1 of the /nterna- 
tional Building Code is permitted. The family or assisted-use 
toilet or bathing room shall be located on the same floor and 
in the same area as the existing toilet or bathing rooms. At the 
inaccessible toilet and bathing rooms, directional signs indi- 
cating the location of the nearest family or assisted-use toilet 
room or bathing room shall be provided. These directional 
signs shall include the International Symbol of Accessibility 
and sign characters shall meet the visual character require- 
ments in accordance with ICC A117.1. The number of toilet 
or bathing rooms and water closets required by the Washing- 
ton State Building Code is permitted to be reduced by one, in 
order to provide accessible features. 


AMENDATORY SECTION (Amending WSR 13-04-067, 
filed 2/1/13, effective 7/1/13) 
WAC 51-50-480707 ((Hrergy—eonservation-)) 


Reserved. 


(HHHH +equirements;Level 1 alterations te 
existing _buildines-or structures shall comph with the -Wash- 
ineten State Energy Code fehapter 5141 WAC})) 


NEW SECTION 
WAC 51-50-480708 Energy conservation. 


708.1 Minimum requirements. Level 1 alterations to exist- 
ing buildings or structures shall comply with the Washington 
State Energy Code (chapter 51-11 WAC). 


AMENDATORY SECTION (Amending WSR 13-04-067, 
filed 2/1/13, effective 7/1/13) 


WAC 51-50-480804 vey EOR ERSEN Reserved. 


a a EEN: 


o ae 
formed and where specified they-shall apply throughout the 
fleor-onawhich the work areas_are teeated or otherwise 
beyond theswerk area- 


EXCEPTION: 


bythe-fire-code-offieiak)) 
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NEW SECTION 
WAC 51-50-480906 Section 906—Accessibility. 


906.1 General. A building, facility or element that is altered 
shall comply with this section and Sections 705 and 806. 


906.2 Type B dwelling or sleeping units. Where four or 
more Group I-1, I-2, R-1, R-2 or R-3 dwelling or sleeping 
units are being altered, the requirements of Section 1107 of 
the International Building Code for Type B units and Chapter 
9 of the International Building Code for visible alarms apply 
only to the quantity of the spaces being altered. 


AMENDATORY SECTION (Amending WSR 13-04-067, 
filed 2/1/13, effective 7/1/13) 


WAC 51-50-480907 Structural. 


907.4.1 Evaluation and analysis. An engineering evaluation 
and analysis that establishes the structural adequacy of the 
altered structure shall be prepared by a registered design pro- 
fessional and submitted to the code official. For structures 
assigned to Seismic Design Category D, the registered design 
professional shall submit to the code official a seismic evalu- 
ation report of the existing building based on one of the pro- 
cedures specified in Section 301.1.4.2. This seismic evalua- 
tion report shall not be required for buildings in compliance 
with the benchmark building provisions of ((ASCGE34,See- 
tien 3.2)) ASCE/SEI. 


AMENDATORY SECTION (Amending WSR 13-04-067, 
filed 2/1/13, effective 7/1/13) 


WAC 51-50-481012 ((Change-ofeceupaney—elassifi- 
eation:)) Reserved. 


((4642-41-Complanee-vith-Chapter9-The requirements 
ef Chapter-9-shall be-appleable threousheut the building fer 
the new-eccupancy classification based on the separation 
conditions set forth in Sections 1012-41-11 and 1012-4 42. 


Atl existing buildings with a-change of occupancy classifiea- 
4007-3-)) 


AMENDATORY SECTION (Amending WSR 13-04-067, 
filed 2/1/13, effective 7/1/13) 


WAC 51-50-481201 Section 1201—Historic build- 
ings—General. 


1201.1 Scope. It is the intent of this chapter to provide means 
for the preservation of historic buildings ((as-definedin 
Chapter2)). It is the purpose of this chapter to encourage 
cost-effective preservation of original or restored architec- 
tural elements and features and to provide a historic building 
that will result in a reasonable degree of safety, based on 
accepted life and fire safety practices, compared to the exist- 
ing building. Historical buildings shall comply with the pro- 
visions of this chapter relating to their repair, alteration, relo- 
cation and change of occupancy. 


SECTION 1202—Reserved. 
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AMENDATORY SECTION (Amending WSR 13-04-067, 
filed 2/1/13, effective 7/1/13) 


WAC 51-50-481301 Relocated or moved buildings— 
General. 


1301.1 Scope. This chapter provides requirements for relo- 
cated or moved structures, including relocatable buildings as 
defined in Chapter 2. 


1301.2 Conformance. Buildings or structures moved into or 
within the jurisdiction shall comply with the provisions of 
this code, the /nternational Residential Code (chapter 51-51 
WAC), the International Mechanical Code (chapter 51-52 
WAC), the International Fire Code (chapter 51-54 WAC), 
the Uniform Plumbing Code and Standards (chapters 51-56 
and 51-57 WAC), the Washington State Energy Code (chap- 
ter 51-11 WAC) and the Washington State Ventilation and 
Indoor Air Quality Code (chapter 51-13 WAC) for new 
buildings or structures. 


EXCEPTION: Group R-3 buildings or structures are not required to 
comply if: 

1. The original occupancy classification is not changed; 
and 

2. The original building is not substantially remodeled or 


rehabilitated. 


For the purposes of this section, a building shall be con- 
sidered to be substantially remodeled when the costs of 
remodeling exceed 60 percent of the value of the building 
exclusive of the costs relating to preparation, construction, 
demolition or renovation of foundations. 


NEW SECTION 


WAC 51-50-490000 Appendix N—Solar readiness. 
The provisions contained in this appendix are not mandatory 
unless specifically referenced in the local adopting ordi- 
nance. 


490101.1 General. A solar zone shall be provided on nonres- 
idential buildings of any size that are 5 stories or less in 
height above grade plane, and shall be located on the roof of 
the building or on another structure elsewhere on the site. The 
solar zone shall be in accordance with Sections 490101.3 
through 490101.9 and the /nternational Fire Code. 


EXCEPTION: A solar zone is not required where the solar exposure of 
the building's roof area is less than 75 percent of that of 
an unshaded area, as measured by one of the following: 
a. Incident solar radiation expressed in kWh/ft? per year 
using typical meteorological year (TMY) data; 

b. Annual sunlight exposure expressed in cumulative 
hours per year using TMY data; 

c. Shadow studies indicating that the roof area is more 
than 25 percent in shadow, on September 21 at 10:00 
a.m., 11:00 a.m., 12:00 p.m., 1:00 p.m., and 2:00 p.m. 
solar time. 


490101.2 Definitions. The following words and terms shall, 
for the purposes of this appendix, have the meanings shown 
herein. Refer to Chapter 2 of the International Building Code 
for general definitions. 
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SOLAR ZONE. A clear area or areas reserved solely for 
current and future installation of photovoltaic or solarwater 
heating systems. 


490101.3 Minimum area. The minimum area of the solar 
zone shall be determined by one of the following methods, 
whichever results in the smaller area: 


1. 40 percent of roof area. The roof area shall be calcu- 
lated as the horizontally-projected gross roof area, less the 
area covered by skylights, occupied roof decks and planted 
areas. 


2. 20 percent of electrical service size. The electrical ser- 
vice size shall be the rated capacity of the total of all electrical 
services to the building. The required solar zone size shall be 
based upon 10 peak watts of PV per square foot. 


EXCEPTION: Subject to the approval of the building official, buildings 
with extensive rooftop equipment that would make full 
compliance with this section impractical shall be permit- 
ted to reduce the size of the solar zone required by Sec- 


tion N101.3 to the maximum practicable area. 


490101.4 Contiguous area. The solar zone is permitted to be 
comprised of smaller separated subzones. Each subzone shall 
be at least 5 feet wide in the narrowest dimension. 


490101.5 Obstructions. The solar zone shall be free of 
pipes, vents, ducts, HVAC equipment, skylights and other 
obstructions, except those serving photovoltaics or solar 
water heating systems within the solar zone. Photovoltaics or 
solar water heating systems are permitted to be installed 
within the solar zone. The solar zone is permitted to be 
located above any such obstructions, provided that the rack- 
ing for support of the future system is installed at the time of 
construction, the elevated solar zone does not shade other 
portions of the solar zone, and its height is permitted by the 
International Building Code and other applicable codes. 


490101.6 Shading. The solar zone shall be set back from any 
existing or new object on the building or site that is located 
south, east, or west of the solar zone a distance at least two 
times the object's height above the nearest point on the roof 
surface. Such objects include, but are not limited to, taller 
portions of the building itself, parapets, chimneys, antennas, 
signage, rooftop equipment, trees and roof plantings. No por- 
tion of the solar zone shall be located on a roof slope greater 
than 2:12 that faces within 45 degrees of true north. 


490101.7 Access. Areas contiguous to the solar zone shall 
provide access pathways and provisions for emergency 
smoke ventilation as required by the Jnternational Fire Code. 


490101.8 Structural integrity. The as-designed dead load 
and live load for the solar zone shall be clearly marked on the 
record drawings, and shall accommodate future photovoltaic 
or solar water heating arrays at an assumed dead load of 4 
pounds per square foot in addition to other required live and 
dead loads. For photovoltaic systems, a location for future 
inverters shall be designated either within or adjacent to the 
solar zone, with a minimum area of 2 square feet for each 
1,000 square feet of solar zone area, and shall accommodate 
an assumed dead load of 175 pounds per square foot. Where 
photovoltaic or solar water heating systems are installed in 
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the solar zone, structural analysis shall be based upon calcu- 
lated loads, not upon these assumed loads. 


490101.9 Photovoltaic or solar water heating interconnec- 
tion provisions. Buildings shall provide for the future inter- 
connection of either a photovoltaic system in accordance 
with Section 490101.9.1 or a solar water heating system in 
accordance with Section 490101.9.2. 


490101.9.1 Photovoltaic interconnection. A capped roof 
penetration sleeve shall be provided in the vicinity of the 
future inverter, sized to accommodate the future photovoltaic 
system conduit. Interconnection of the future photovoltaic 
system shall be provided for at the main service panel, either 
ahead of the service disconnecting means or at the end of the 
bus opposite the service disconnecting means, in one of the 
following forms: 

a. A space for the mounting of a future overcurrent 
device, sized to accommodate the largest standard rated over- 
current device that is less than 20 percent of the bus rating; 

b. Lugs sized to accommodate conductors with an 
ampacity of at least 20 percent of the bus rating, to enable the 
mounting of an external overcurrent device for interconnec- 
tion. 

The electrical construction documents shall indicate the 
following: 

a. Solar zone boundaries and access pathways; 

b. Location for future inverters and metering equipment; 
and 

c. Route for future wiring between the photovoltaic pan- 
els and the inverter, and between the inverter and the main 
service panel. 


N101.9.2 Solar water heating interconnection. Two 
capped pipe tees shall be provided upstream of the domestic 
water heating equipment to provide plumbing interconnec- 
tions between a future solar water heating system and the 
domestic water heating system. Two roof penetration sleeves 
shall be provided in the vicinity of the solar zone, capable of 
accommodating supply and return piping for a future solar 
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water heating system. The plumbing construction documents 
shall indicate the following: 

a. Solar zone boundaries and access pathways; 

b. Location for future hot water storage tanks; and 

c. Route for future piping between the solar zone and the 
plumbing interconnection point, following the shortest feasi- 
ble pathway. 


WSR 15-16-109 
PROPOSED RULES 
BUILDING CODE COUNCIL 
[Filed August 4, 2015, 1:01 p.m.] 


Original Notice. 

Preproposal statement of inquiry was filed as WSR 15- 
10-077. 

Title of Rule and Other Identifying Information: Adop- 
tion and amendment of the 2015 International Fire Code 
(IFC), chapter 51-54A WAC. 

Hearing Location(s): Fire Department Training Center, 
1618 South Rebecca Street, Spokane, WA, on September 11, 
2015, at 10:00 a.m.; and at the DES Presentation Room, 1500 
Jefferson S.E., Olympia, WA 98504, on October 16, 2015, at 
10:00 a.m. 

Date of Intended Adoption: November 13, 2015. 

Submit Written Comments to: Dave Kokot, Chair, State 
Building Code Council (SBCC), P.O. Box 41449, Olympia, 
WA 98504-1449, e-mail sbcc@ga.wa.gov, fax (360) 586- 
9088, by October 23, 2015. 

Assistance for Persons with Disabilities: Contact Peggy 
Bryden by August 24, 2015, (360) 407-9280. 

Purpose of the Proposal and Its Anticipated Effects, 
Including Any Changes in Existing Rules: The proposed 
tules adopt the 2015 edition of the International Code Coun- 
cil (ICC) Fire Code, with state amendments to incorporate 
proposed changes as adopted by the Washington SBCC. The 
tules will provide increased clarity and life safety measures. 


WAC Section Changes in 2015 Discussion 
51-54A-0105 
105.6.4 CO2 systems. New section. 
105.6.4.9 Marijuana extraction systems - operational | New; currently adopted as emergency rule. 
permits. 
105.7.19 Marijuana extraction systems - construction | New; currently adopted as emergency rule. 
permits. 
105.7.20 Underground supply piping - automatic New section. 
sprinkler system. 
51-54A-0202 General definitions. 
Assisted living facility. New definition. 
Emergency drill. Deleted definition. 
Deleted reference to R-2 Assisted living 
facility. 
51-54A-0308 Open flames. 
308.1.10 Decorative open flame tables. New section. 
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WAC Section Changes in 2015 Discussion 
51-54A-0402 Definitions. 
Emergency drill. Delete reference. 
51-54A-0403 Emergency preparedness requirements. New section. 

403.3.1 Fire evacuation plan. 

403.5.4 Assembly points and fire operations. 

403.10.2 Group R-2 occupancies. 

403.10.2.4 Group R-2 assisted living and residential 

403.10.3 care facilities. 

403.12.3 Group R-4 occupancies. This section is not 

adopted. 
Crowd managers for gatherings exceeding 
1,000 people. 
51-54A-0404 Fire safety and evacuation plans. Section name changed. 

404.1 General. Deleted. 

404.2 Fire safety and emergency plans. Deleted. 

404.2.1 Where required. Deleted. 

404.2.2 Contents. Deleted. 

404.2.2.1 Fire evacuation plans. Deleted. 

404.2.2.2 Fire safety plans. Deleted. 

404.2.3 Lockdown plans. This section is not adopted. 

404.3 Shelter-in-place plans. Deleted. 

404.3.1 Where required. Deleted. 

404.3.2 Shelter-in-place plan controls. Deleted. 

404.4 Maintenance. Deleted. 

404.5 Availability. Deleted. 
51-54A-0405 Emergency evacuation drills. Modified to add "evacuation." 

405.1 General. Corrects reference. 

405.2 Table 405.2 Fire and Evacuation Drill/Fre- | Adds new occupancy groups and modifies 

quency and Participation. requirements for drills. 

405.6 Notification. Adds evacuation. 

405.7 Initiation. Corrects reference. 

405.7.1 Fire evacuation drills. Reference to "assisted living facilities" 

added. 

405.7.2 Shelter-in-place drills. Corrects reference. 
51-54A-0406 Employee training and response procedures. 

406.1 General. Corrects reference. 

406.3.1 Fire prevention training. New section. 

406.3.2 Evacuation training. New section. 

406.3.3 Fire safety training. New section. 

406.3.4 Emergency shelter-in-place training. Section renumbered. 

406.4 Emergency lockdown training. This section is not adopted. 
51-54A-0408 Use and occupancy related requirements. Section deleted; WAC number reserved. 
51-54A-0507 Fire protection water supplies. 

507.3 Fire flow. Additional exception allowed. 
51-54A-0605 Electrical equipment, wiring and hazards. 
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WAC Section Changes in 2015 Discussion 
605.11 Solar photovoltaic power systems. Modifies references; deletes exception. 
605.11.1 Access and pathways. 
605.11.1.1 Roof access points. 
605.11.1.2 Solar photovoltaic systems for Group R-3 (Note: remove duplicate section.) 
buildings. 
605.11.1.2.1 Size of solar photovoltaic array. 
605.11.1.2.2 | Hip roof layouts. 
605.11.1.2.3 | Single ridge roofs. 
605.11.1.2.4 | Roofs with hips and valleys. 
605.11.1.2.5 | Allowance for smoke ventilation operations. 
605.11.1.3 Other than Group R-3 buildings. 
605.11.1.3.1 | Access. 
605.11.1.3.2 | Pathways. 
605.11.1.3.3 Smoke ventilation. 
605.11.2 Locations of DC conductors. Deleted. 
605.11.3 Access and pathways. Deleted. 
605.11.3.2 Residential systems for one- and two-family | Deleted. 
dwellings. 
605.11.3.2.3 | Residential buildings with roof hips and val- | Deleted. 
leys. 
605.11.3.2.4 | Residential building smoke ventilation. Deleted. 
605.11.2 Ground-mounted photovoltaic arrays. Renumbered. 
51-54A-0609 Commercial kitchen hoods. 
Table 609.2.1 | Reference to "assisted living facilities" 
added. 
51-54A-0901 General. New section. 
901.4.2 Nonrequired fire protection systems. 
901.8.2 Removal of existing occupant-use hose 
lines. 
51-54A-0903 Automatic sprinkler systems. 
903.2.1.6 Nightclub. Renumbered/moved to 903.2.1.8. 
903.2.1.6 Assembly occupancies on roofs. New. 
903.2.1.8 Nightclub. Renumbered/moved from 903.2.1.6. 
903.2.3 Group E. Modified. 
903.2.6 Group I. New. 
903.2.11.7 Relocatable buildings within buildings. New. 
903.3.5.3 Underground portions of fire protection sys- | New 
tem water supply piping. 
51-54A-0904 Alternative automatic fire-extinguishing New section. 
systems. 
904.12 Commercial cooking systems. 
51-54A-0907 Fire alarm and detection systems. 
907.2.6.1 Group I-1. 
907.2.6.4 Group I-4 occupancies. 
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WAC Section Changes in 2015 Discussion 
907.2.9.1.1 Group R-2 assisted living facilities. Modified name and exceptions. 
907.2.9.4 Group R-2 assisted living facilities. 
907.5.2.1.2 Maximum sound pressure. New. 
907.10 NICET: National Institute for Certification | New. 
in Engineering Technologies. 
907.10.1 Scope. 
907.10.2 Design review. 
907.10.3 Installation/maintenance. 
51-54A-0908 Emergency alarm systems. Section deleted; WAC number reserved. 
51-54A-0909 Smoke control systems. Section deleted; WAC number reserved. 
51-54A-0915 Alerting systems. Deleted; moved to WAC 51-54A-0916. 
51-54A-0915 Carbon monoxide detection. New. 
915.1 General. Modified. 
915.1.1 Where required. 
915.1.2 Fuel-burning appliances and fuel-burning 
fireplaces. 
915.1.3 Forced-air furnaces. 
915.1.4 Fuel-burning appliances outside of dwelling 
units, sleeping units and classrooms. 
915.1.5 Private garages. 
915.1.6 Exempt garages. 
915.2 Locations. Modified. 
915.2.1 Dwelling units. Modified. 
915.2.2 Sleeping units. Modified. 
915.2.3 Group E occupancies. New. 
915.3 Duration of operation. Deleted - moved to WAC 51-54A-0916. 
915.4 Combination system. Deleted - moved to WAC 51-54A-0916. 
915.4.1 System priority. Deleted - moved to WAC 51-54A-0916. 
915.4.2 Fire alarm system. Deleted - moved to WAC 51-54A-0916. 
915.4.2.1 Signal priority. Deleted - moved to WAC 51-54A-0916. 
915.4.2.2 Temporary deactivation. Deleted - moved to WAC 51-54A-0916. 
915.4.2.3 Supervisory signal. Deleted - moved to WAC 51-54A-0916. 
915.5 Audibility. Deleted - moved to WAC 51-54A-0916. 
915.6 Visibility. Deleted - moved to WAC 51-54A-0916. 
51-54A-0916 Alerting systems. New section - previously WAC 51-54A- 
0915. 
916.1 General. 
916.2 Power source. 
916.3 Duration of operation. 
916.4 Combination system. 
916.4.1 System priority. 
916.4.2 Fire alarm system. 
916.4.2.1 Signal priority. 
916.4.2.2 Temporary deactivation. 
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WAC Section Changes in 2015 Discussion 
916.4.2.3 Supervisory signal. 
916.5 Audibility. 
916.6 Visibility. 
51-54A-1007 Accessible means of egress. Section deleted; WAC number reserved; 
chapter renumbered to WAC 51-54A-1009. 
51-54A-1008 Doors, gates and turnstiles. Section deleted; WAC number reserved; 
chapter renumbered to WAC 51-54A-1010. 
51-54A-1009 Stairways and handrails. Moved to WAC 51-54A-1011. 
Accessible means of egress. Moved from WAC 51-54A-1009. 
51-54A-1010 Ramps. Moved to WAC 51-54A-1012. 
Doors, gates and turnstiles. Moved from WAC 51-54A-1008. 
51-54A-1011 Stairways. New section - moved from WAC 51-54A- 
1009. 
51-54A-1012 Ramps. Moved from WAC 51-54A-1010. 
51-54A-1018 Corridors. Section chapter renumbered to WAC 51-54- 
1020. 
1018.6 Corridor continuity. Deleted. 
51-54A-1020 Corridors. New section to replace 1018. 
1020.5 Air movement in corridors. Renumbered. 
51-54A-1021 Number of exits and exit configurations. Section reserved. 
51-54A-1028 Exit discharge. New section. 
1028.4.1 Width or capacity. New section. 
51-54A-1030 Emergency escape and rescue. New section. 
1030.1 General. New section. 
51-54A-1103 Fire safety requirements for existing build- 
ings. 
1103.4.2 Three to five stories. New section. 
1103.4.3 More than five stories. Modified. 
1103.5.5 Nightclub. Renumbered from 1103.4.3. 
1103.9 Carbon monoxide alarms. Modifies references and exceptions. 
51-54A-1105 Construction requirements for existing New section. 
Group I-2. 
1105.1 General. Provides compliance with federal programs. 
51-54A-3103 Temporary tents and membrane structures. | New section. 
3103.5 Use period. 
51-54A-3800 Marijuana processing or extraction facilities. | New chapter. 
3801 Administration. New section. 
3802 Definitions. New section. 
3803 Processing or extraction of marijuana. New section (drafting error assigned 3802 
here). 
51-54A-5307 Carbon dioxide (CO, systems). New section. 
51-54A-8000 Referenced standards. NFPA 720-15. 


Note: Those not listed on the table above remain as adopted in 2012. 
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Reasons Supporting Proposal: RCW 19.27.031 and 
19.27.074. 

Statutory Authority for Adoption: RCW 19.27.031 and 
19.27.074. 

Statute Being Implemented: Chapters 19.27 and 34.05 
RCW. 

Rule is not necessitated by federal law, federal or state 
court decision. 

Agency Comments or Recommendations, if any, as to 
Statutory Language, Implementation, Enforcement, and Fis- 
cal Matters: SBCC is seeking comments on the issues pro- 
posed in the rules shown below. 

Name of Proponent: SBCC, governmental. 

Name of Agency Personnel Responsible for Drafting 
and Implementation: Joanne T. McCaughan, 1500 Jefferson 
Street, Olympia, (360) 407-9279. 

A small business economic impact statement has been 
prepared under chapter 19.85 RCW. 


Small Business Economic Impact Statement 


Description: SBCC is filing a proposed rule to adopt the 
updated 2015 edition of the IFC (chapter 51-54A WAC). 
Since 1985 SBCC has been responsible to update new edi- 
tions of the fire code per RCW 19.27.074. 

The administrative compliance requirements are under 
the authority of the local government. RCW 19.27.050. Com- 
pliance activities including permit issuance, plan review and 
approval, and inspections occur at the local level. Require- 
ments for construction document submittal and other report- 
ing requirements are determined by the local jurisdiction and 
are consistent with previously established policies. The pro- 
posed amendments to chapter 51-54A WAC include specific 
technical requirements for life safety to be consistent with 
national standards. 

The IFC is updated every three years by the ICC. The 
code development process conducted by the model code 
organization is open to all interest groups within the design 
and construction industry and from governmental organiza- 
tions. See www.iccsafe.org for more information about the 
model code development process. 

Professional Services: Washington state has had a state- 
wide fire code in effect since 1974. The local enforcement 
authority having jurisdiction administers the codes through 
the building and/or fire departments. Administrative proce- 
dures for state building code compliance are established and 
will not be changed by the adoption of the update to the cur- 
rent building codes. Small businesses will employ the same 
types of professional services for the design and construction 
of buildings and systems to comply with the state building 
code. 

The proposed rule updates the state fire code and does 
not require additional equipment, supplies, labor or other ser- 
vices. Services needed to comply with the fire code exist 
within the construction industry as required by the local 
authority having jurisdiction. 

Costs of Compliance for Businesses: The cost of com- 
pliance incurred by Washington businesses includes training 
and educational materials. A complete set of the 2015 model 
codes on CD rom costs $985 for ICC members. The ICC 
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chapters offer training for continuing education credits to 
architects, engineers and building inspectors for $285. 

The 2015 edition of the IFC contains five amendments 
with a negative cost impact; an additional ten amendments 
will have a possible minor cost impact. These items were 
identified through the model code development process, and 
reviewed by the SBCC fire code technical advisory group 
(TAG) and the economic workgroup. 

1. Section 403.2 Public safety plan. This provision will 
remove an exception for Group A and E occupancies from 
crowd management plans. This change will increase the cost 
of indoor/outdoor gatherings in Group A and E occupancies, 
where required by the fire code official to have a fire safety 
plan. 

2. Section 903.2.1 will require fire sprinkler protection 
where there is more than one level of exit discharge for 
Group A occupancies. This change will increase the cost of 
construction for buildings with more than one level of exit 
discharge for Group A occupants. 

3. Sections 903.2.1.1, 903.2.1.2, 903.2.1.3 and 903.2.1.4 
re: Group A occupancy. Will require sprinkler systems to be 
added when more than three hundred occupants share an exit 
for separated assembly occupancies. The change will 
increase the cost of construction for certain buildings where 
exiting is shared for separated assembly occupancies. 

4. Section 903.2.11.3 Buildings fifty-five feet or more in 
height, will require certain airport control towers to install 
automatic sprinkler systems, where there is any occupiable 
floor thirty-five feet or more above the lowest level of exit 
discharge. This change will increase the cost of construction 
for certain control towers. 

5. Section 907.2.22, 907.2.22.1, and 907.2.22.2 Airport 
control towers, will clarify required locations of smoke detec- 
tion equipment in airport traffic control towers. Will require 
sprinklers where an occupied floor is thirty-five feet or more 
above the lowest level of exit discharge. This change will 
increase the cost of construction for certain control towers. 

6. Section 202 Definitions, will add new items to the list 
of decorative materials. This change will increase the cost of 
construction where such materials are used. 

7. Section 315.6 Storage plenums in Group I occupan- 
cies will require cleanout of excess material in plenums and 
forbid plenums to be used for storage. Minimal construction 
cost increase for areas where plenums are installed. 

8. Section 318.1 Laundry carts with a capacity of one 
cubic yard or more, adds Group E and M to occupancies 
required to comply with fire safety for laundry carts; day care 
is exempted. Minimal cost increase in Group E and M occu- 
pancies. 

9. Section 806.2, 907.1, 807.1.2, 807.4.2.2 Artificial 
vegetation, will require certain test methods per NFPA 701 to 
be applied to artificial vegetation. Cost increase for projects 
where artificial vegetation is used. 

10. Section 908.7 Carbon monoxide detection, will 
require CO detection in Group E. Minimal cost as a percent- 
age of building valuation in Group E occupancies. 

11. Section 909.5 Smoke barrier construction, clarifies 
requirements for passive smoke control systems, i.e., for 
leakage area calculation and testing; clarifies requirements 
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12. 909.7 Airflow design method. References NFPA 92 
Standard for Smoke Control systems; uses airflow method. 
Small cost impact for smoke control systems. 

13. 3206.9.3 Dead ends, removes reference to Chapter 
10; provides 50 foot limit for dead end aisles; allows certain 
exceptions. Will increase cost of construction for certain 
aisles. 

14. 3304.2.1 Rubbish containers, adds certain safety 
requirements for rubbish containers exceeding 5.33 cu. ft. 
Will have a minimal cost impact on certain projects. 

15. Table 5003.1.1(1) Maximum allowable quantity per 
control area of hazardous materials posing a physical hazard, 
limits NFPA standard amount of fireworks to one hundred 
twenty-five pounds net. Removes the allowance for an 
increase when sprinklers are provided. This may increase the 
cost of construction. 

The fire code TAG and the SBCC economic workgroup 
determined there is a cost for compliance on businesses for 
the following proposed state amendments: 

1. Proposal 14-003: IFC 507.3 Fireflow requirements: 
This amendment will allow local fire officials to use NFPA 
1142 or the WUI code for fire flow requirements where nec- 
essary. There will be a small cost impact for fire flow testing 
in jurisdictions which choose to use these provisions. 

2. Proposal 15-006 Group E daycare sprinklers: This 
amendment will specify that sprinkler systems are installed in 
Group E fire areas rather than Group E occupancies; excep- 
tions for daycare/preschool when located at level of exit dis- 
charge. Construction costs may increase in some jurisdic- 
tions. 

3. Proposal 15-013 Group R-2 assisted living: This 
amendment will specify smoke detection requirements in R- 
2. There will be a minor cost for alarm installations. 

4. Proposal 15-021 Marijuana extraction systems: 
This proposal will require permits for marijuana extraction 
systems. A construction permit will be required to install a 
marijuana/cannabis extraction system, and an operational 
permit will be required to use a marijuana/cannabis 
extraction system regulated by WAC 314-55-104. The cost is 
estimated at up to $200 per permit. 

5. Proposal 15-024 Vertical openings: This amend- 
ment will require fire resistant/smoke-rated construction or 
fire sprinklers in three- to five-story buildings; when more 
than five stories, smoke-rated construction is required. Where 
required the cost would be from $1000 to $5000 per floor/per 
elevator. 

Proposal 15-051 Relocatable buildings within build- 
ings: This amendment will require sprinkler systems be 
installed where job shacks or portable buildings are within 
buildings under construction. Where required, the estimated 
cost of construction is $250; an additional cost of $250 is esti- 
mated for enforcement. 

6. Proposal 15-088 Commercial cooking systems: 
This amendment will amend section 904.12 to require sig- 
nage that identifies appliances in commercial kitchens. The 
estimated cost impact is $10 per sign. 

7. Proposal 15-090 Required fire protection: This 
amendment will amend section 901.4.1 to require signage for 
labeling required fire protection systems. The estimated cost 
impact is $10 per sign. 
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8. Proposal 15-091 Cannabis processing and 
extraction facilities: This amendment will create a new 
Chapter 38 in chapter 51-54A WAC to regulate cannabis pro- 
cessing and extraction facilities. The purpose is to provide 
additions or exceptions to applicable requirements of the fire 
code. The requirements of the chapter are retroactive for 
existing processing and extraction facilities effective July 1, 
2016. 

The cost impact of this proposal is indeterminate, as this 
is a new industry in Washington state. According to the July 
29, 2015, Weekly Marijuana Report published by the Wash- 
ington state liquor and cannabis board (LCB), there are cur- 
rently a total of six hundred seventy-eight processor (forty- 
eight) and producer/processor (six hundred thirty) licenses 
issued. 

These entities are already obligated to follow the require- 
ments of WAC 314-55-104 Marijuana processor license 
extraction requirements, as adopted by LCB. Those rules 
already require specific health and safety measures, establish 
standards to be followed, require the services of a profes- 
sional licensed engineer, and adherence to the requirements 
of the building and fire codes. The proposed rules in chapter 
51-54A WAC will provide further direction on what actions 
are needed to comply with the fire code for extraction and 
processing of marijuana. 

Loss of Sales or Revenue: The proposed rules make the 
state code for fire safety consistent with national standards. 
Businesses with new products or updated test or design stan- 
dards are recognized in the updated fire code. 

The update will result in some cost outlay for some small 
businesses for specific building projects, for a transition 
period. Other small businesses would see an increase in reve- 
nue. The amendments to the building codes affect over 
25,000 small businesses in the state, where construction 
activity occurs. The primary intent of the amendments is to 
improve the safety features in buildings and provide consis- 
tency and fairness across the state, for a predictable business 
environment. The amendments should result in enhanced 
safety and value in buildings. 

Cost of Compliance for Small Businesses: The major- 
ity of businesses affected by the updates to the building codes 
are small businesses; over ninety-five percent of those listed 
in the construction and related industries have under fifty 
employees. The costs per employee are comparable between 
the largest businesses and the majority of small businesses. 
The cost to comply with the updated codes is not a dispropor- 
tionate impact on small business. Where SBCC found the 
cost of compliance for small businesses to be disproportion- 
ate, the proposed rule mitigates the cost. The proposed rules 
include a definition of small business and provide exceptions 
for compliance with the updated rule. 

Reducing the Costs of the Rule on Small Businesses: 
The revision history for the 2015 model code amendments 
shows several hundred amendments proposed by industry 
and local governments which add flexibility and clarity to the 
code and coordinate rules, and represent a savings for small 
business building owners and operators. SBCC conducted a 
detailed review process, including participation at the 
national code development hearings, to document significant 
economic impacts of the proposed code amendments. These 
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amendments are proposed to reduce the cost of compliance 
on small businesses. 

Small Businesses Involved in the Development of the 
Rule: SBCC conducted fourteen open public meetings of the 
fire code TAG, available via telephone conference bridge and 
over the internet, and allowed comment on every item on 
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every agenda. SBCC appointed over one hundred representa- 
tives of all segments of the business, construction, and fire 
safety community to serve on SBCC's seven TAGs. 

List of Industries: Below is a list of industries required 
to comply with the fire code: 


Businesses with 

Businesses with 50 more than 50 
NAICS # Type of Business employees or less employees 
236115 New single-family housing construction 2523 18 
236116 New multifamily housing construction 69 4 
236118 Residential remodelers 4298 3 
236210 Industrial building construction 88 8 
236220 Commercial and institutional building construction 1151 40 
238110 Poured concrete foundation and structure contractors 987 14 
238120 Structural steel and precast concrete contractors 154 10 
238130 Framing contractors 1866 17 
238140 Masonry contractors 517 1 
238150 Glass and glazing contractors 208 6 
238160 Roofing contractors 925 11 
238170 Siding contractors 558 1 
238190 Other foundation, structure, and building exterior contractors 145 1 
238220 Plumbing, heating, and air-conditioning contractors 2245 66 
238290 Other building equipment contractors 315 6 
238310 Drywall and insulation contractors 898 18 
238990 All other specialty trade contractors 1141 15 
321213 Engineered wood member (except truss) manufacturing 10 4 
321214 Truss manufacturing 14 4 
321911 Wood window and door manufacturing 31 1 
327310 Cement manufacturing 3 1 
327320 Ready-mix concrete manufacturing 41 T 
327331 Concrete block and brick manufacturing 13 1 
332311 Prefabricated metal building and component manufacturing 16 4 
332312 Fabricated structural metal manufacturing 67 8 
332321 Metal window and door manufacturing 10 1 
332322 Sheet metal work manufacturing 69 8 
333415 Air-conditioning and warm air heating equipment 13 2 
335110 Electric lamp bulb and part manufacturing 3 
335121 Residential electric lighting fixture manufacturing 14 
335122 Commercial, industrial, and institutional electric light 2 1 
335129 Other lighting equipment manufacturing 3 1 
423310 Lumber, plywood, millwork, and wood panel merchant wholesale 196 12 
423320 Brick, stone, and related construction material merchant 68 1 
423330 Roofing, siding, and insulation material merchant wholesale 33 4 
423390 Other construction material merchant wholesalers 78 
423720 Plumbing and heating equipment and supplies (hydronics) 99 6 
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Businesses with 
Businesses with 50 more than 50 

NAICS # Type of Business employees or less employees 
423730 Warm air heating and air-conditioning equipment and supplies 48 1 
531110 Lessors of residential buildings and dwellings 1525 152 
531120 Lessors of nonresidential buildings (except miniwarehouse) 2046 7 
541310 Architectural services 579 19 
541330 Engineering services 2351 82 
541340 Drafting services 69 
541350 Building inspection services 168 1 
922160 Fire protection 246 31 

Total 25,903 598 


Estimate of the Number of Jobs That Will Be Created 
or Lost: The adoption of the latest code edition is not 
expected to significantly impact the number of jobs in the 
construction industry. These rules are likely to be job neutral 
overall, i.e., they will not result in any job gains or losses. The 
scheduled effective date of the new edition is July 1, 2016. 
Building permits issued prior to that date will be vested under 
the 2012 building code. Permits issued for projects under the 
2015 code edition will start with the 2017 construction sea- 
son. 

The construction industry has experienced growth over 
the period June 2014 to June 2015. 


Data from current employment statistics (CES): 


Wage and salary workers 2015 2014 
Residential building con- 25,600 22,400 
struction 

Nonresidential building con- 18,700 16,500 
struction 

Specialty trade contractors 114,200 101,400 
Total 158,500 140,300 


A copy of the statement may be obtained by contacting 
Tim Nogler, P.O. Box 41449, Olympia, WA 98504-1449, 
phone (360) 407-9277, fax (360) 407-9088, e-mail sbcc@ 
ga.wa.gov. 

A cost-benefit analysis is not required under RCW 
34.05.328. SBCC is not one of the agencies identified as 
required to prepare an analysis. However, SBCC intends to 
prepare an analysis prior to the final adoption of these rules 
and a copy can be requested using the same information as 
provided for the small business economic impact statement. 


August 4, 2015 
David F. Kokot 
Chair 


AMENDATORY SECTION (Amending WSR 13-04-063, 
filed 2/1/13, effective 7/1/13) 


WAC 51-54A-008 Implementation. The /nternational 
Fire Code adopted by chapter 51-54A WAC shall become 


Proposed 


effective in all counties and cities of this state on July 1, 
(2%) 2016. 


AMENDATORY SECTION (Amending WSR 13-04-063, 
filed 2/1/13, effective 7/1/13) 


WAC 51-54A-0105 Permits. 
SECTION 105 SCOPE AND GENERAL REQUIREMENTS 


105.1.1 Permits required. Any property owner or autho- 
rized agent who intends to conduct an operation or business, 
or install or modify systems and equipment, which is regu- 
lated by this code, or to cause any such work to be done shall 
first make application to the fire code official and obtain the 
required permit. 


105.6.4 Carbon dioxide systems. An operational permit is 
required for carbon dioxide systems having more than 100 


pounds of carbon dioxide. 


105.6.4.9 Marijuana extraction systems. An operational 
permit is required to use a marijuana/cannabis extraction sys- 


tem regulated under WAC 314-55-104. 


105.7.19 Marijuana extraction systems. A construction 
permit is required to install a marijuana/cannabis extraction 


system regulated under WAC 244-55-104. 


105.7.20 Underground supply piping for automatic sprin- 
kler system. A construction permit is required for the instal- 


lation of the portion of the underground water supply piping, 
public or private, supplying a water-based fire protection sys- 
tem. The permit shall apply to all underground piping and 
appurtenances downstream of the first control valve on the 
lateral piping or service line from the distribution main to one 
foot above finished floor of the facility with the fire protec- 
tion system. Maintenance performed in accordance with this 
code is not considered to be a modification and does not 
EXCEPTIONS: 


1. When the underground piping is installed by the abo- 
veground piping contractor. 


2. Underground piping serves a fire protection system 
installed in accordance with NFPA 13D. 
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AMENDATORY SECTION (Amending WSR 14-24-090, 
filed 12/1/14, effective 5/1/15) 


WAC 51-54A-0202 General definitions. 


SECTION 202 GENERAL DEFINITIONS 


ADULT FAMILY HOME. A dwelling, licensed by Washington 
state, in which a person or persons provide personal care, spe- 
cial care, room and board to more than one but not more than 
six adults who are not related by blood or marriage to the per- 
son or persons providing the services. 


ALERT SIGNAL. A distinctive signal indicating the need for 
trained personnel and occupants to initiate a specific action, 
such as shelter-in-place. 


ALERT SYSTEM. Approved devices, equipment and systems 
or combinations of systems used to transmit or broadcast an 
alert signal. 


ASSISTED LIVING FACILITY. A home or other institution, 
licensed by the state of Washington, providing housing, basic 
services and assuming general responsibility for the safety 
and well-being of residents under chapters 18.20 RCW and 
388-78A WAC. These facilities may provide care to residents 
with symptoms consistent with dementia requiring additional 
security measures. 


CHILD CARE. For the purposes of these regulations, child 
care is the care of children during any period of a 24-hour 
day. 


CHILD CARE, FAMILY HOME. A child care facility, licensed 
by Washington state, located in the dwelling of the person or 
persons under whose direct care and supervision the child is 
placed, for the care of twelve or fewer children, including 
children who reside at the home. 


CLUSTER. Clusters are multiple portable school classrooms 
separated by less than the requirements of the building code 
for separate buildings. 


COVERED BOAT MOORAGE. A pier or system of floating or 
fixed access ways to which vessels on water may be secured 
and any portion of which are covered by a roof. 


ELECTRICAL CODE. The National Electrical Code, promul- 
gated by the National Fire Protection Association, as adopted 
by rule or local ordinance under the authority of chapter 
19.28 RCW. 


((EMERGENCY DRIEE, Ap exercise performed to-train staff 
i | heir effici effecti 

nessinearryingoutemergenceyprocedures-)) 

EXISTING. Buildings, facilities or conditions that are already 


in existence, constructed or officially authorized prior to the 
adoption of this code. 


GRAVITY-OPERATED DROP OUT VENTS. Automatic smoke 
and heat vents containing heat-sensitive glazing designed to 
shrink and drop out of the vent openings when exposed to 
fire. 
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HOSPICE CARE CENTER. A building or portion thereof used 
on a 24-hour basis for the provision of hospice services to ter- 
minally ill inpatients. 


MOTOR VEHICLE. Includes, but not limited to, a vehicle, 
machine, tractor, trailer or semitrailer, or any combination 
thereof, propelled or drawn by mechanical power and 
designed for use upon the highways in the transportation of 
passengers or property. It does not include a vehicle, locomo- 
tive or car operated exclusively on a rail or rails, or a trolley 
bus operated by electric power derived from a fixed overhead 
wire, furnishing local passenger transportation similar to 
street-railway service. The term "motor vehicle" also 
includes freight containers or cargo tanks used, or intended 
for use, in connection with motor vehicles. 


NIGHTCLUB. An A-2 Occupancy use under the 2006 Interna- 
tional Building Code in which the aggregate area of concen- 
trated use of unfixed chairs and standing space that is specif- 
ically designated and primarily used for dancing or viewing 
performers exceeds three hundred fifty square feet, excluding 
adjacent lobby areas. "Nightclub" does not include theaters 
with fixed seating, banquet halls, or lodge halls. 


OCCUPANCY CLASSIFICATION. For the purposes of this code, 
certain occupancies are defined as follows: 


Group I-2. This occupancy shall include buildings and 
structures used for medical care on a 24-hour basis for more 
than five persons who are incapable of self-preservation. This 
group shall include, but not be limited to, the following: 


Foster care facilities 
Detoxification facilities 
Hospice care centers 
Hospitals 

Nursing homes 
Psychiatric hospitals 


Five or fewer persons receiving care. A facility such as 
the above with five or fewer persons receiving such care shall 
be classified as Group R-3 or shall comply with the Interna- 
tional Residential Code provided an automatic sprinkler sys- 
tem is installed in accordance with Section 903.3.1.3 or with 
Section P2904 of the International Residential Code. 


Licensed care facility. A facility such as the above pro- 
viding licensed care to clients in one of the categories listed 
in Section 310.1 of the International Building Code licensed 
by Washington state shall be classified as Group R-2. 


Family home child care. Family home child care 
licensed by Washington state for the care of twelve or fewer 
children shall be classified as Group R-3 or shall comply with 
the International Residential Code. 


Adult care facility. A facility that provides accommoda- 
tions for less than 24 hours for more than five unrelated 
adults and provides supervision and personal care services 
shall be classified as Group I-4. 


EXCEPTION: Where the occupants are capable of responding to an 
emergency situation without physical assistance from 


the staff, the facility shall be classified as Group R-3. 
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Child care facility. Child care facilities that provide 
supervision and personal care on a less than 24-hour basis for 
more than five children 2 1/2 years of age or less shall be 
classified as Group I-4. 

EXCEPTIONS: 1. A child day care facility that provides care for more 
than five but no more than 100 children 2 1/2 years or 
less of age, where the rooms in which the children are 
cared for are located on a level of exit discharge serving 
such rooms and each of these child care rooms has an 
exit door directly to the exterior, shall be classified as 
Group E. 


2. Family child care homes licensed by Washington state 
for the care of 12 or fewer children shall be classified as 
Group R-3. 


Residential Group R. Residential Group R includes, 
among others, the use of a building or structure, or a portion 
thereof, for sleeping purposes when not classified as an Insti- 
tutional Group I or when not regulated by the International 
Residential Code. This group shall include: 

R-1 Residential occupancies containing sleeping units 
where the occupants are primarily transient in nature, includ- 
ing: 

Boarding houses (transient) with more than 10 occupants 

Congregate living facilities (transient) with more than 10 
occupants 

Hotels (transient) 

Motels (transient) 

R-2 Residential occupancies containing sleeping units or 
more than two dwelling units where the occupants are pri- 
marily permanent in nature, including: 

Apartment houses 

((Assisted_tiving facilities_esteensed_by_Washingten 
state-under- chapter 388-78A WAC)) 

Boarding houses (nontransient) with more than 16 occu- 
pants 

Congregate living facilities (nontransient) with more 
than 16 occupants 

Convents 

Dormitories 

Fraternities and sororities 

Hotels (nontransient) 

Live/work units 

Monasteries 

Motels (nontransient) 

Residential treatment facilities as licensed by Washing- 
ton state under chapter 246-337 WAC 

Vacation timeshare properties 

R-3 Residential occupancies where the occupants are 
primarily permanent in nature and not classified as Group R- 
1, R-2, or I, including: 

Buildings that do not contain more than two dwelling 
units. 

Boarding houses (nontransient) with 16 or fewer occu- 
pants. 

Boarding houses (transient) with 10 or fewer occupants. 

Care facilities that provide accommodations for five or 
fewer persons receiving care. 

Congregate living facilities (nontransient) with 16 or 
fewer occupants. 

Congregate living facilities (transient) with 10 or fewer 
occupants. 


Proposed 
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Care facilities within a dwelling. Care facilities for five 
or fewer persons receiving care that are within a single-fam- 
ily dwelling are permitted to comply with the International 
Residential Code provided an automatic sprinkler system is 
installed in accordance with Section 903.3.1.3 or with Sec- 
tion P2904 of the International Residential Code. 

Adult family homes, family home child care. Adult 
family homes and family home child care facilities that are 
within a single-family home are permitted to comply with the 
International Residential Code. 

Foster family care homes. Foster family care homes 
licensed by Washington state are permitted to comply with 
the International Residential Code, as an accessory use to a 
dwelling, for six or fewer children including those of the res- 
ident family. 

R-4 Classification is not adopted. Any reference in this 
code to R-4 does not apply. 


PORTABLE SCHOOL CLASSROOM. A prefabricated structure 
consisting of one or more rooms with direct exterior egress 
from the classroom(s). The structure is transportable in one or 
more sections, and is designed to be used as an educational 
space with or without a permanent foundation. The structure 
shall be capable of being demounted and relocated to other 
locations as needs arise. 


RECALL SIGNAL. An electrically or mechanically operated 
signal used to recall occupants after an emergency drill or to 
terminate a shelter-in-place event that shall be distinct from 
any alarm or alert signal used to initiate an emergency plan, 
or other signals. 


SHELTER-IN-PLACE. An emergency response used to mini- 
mize exposure of facility occupants to chemical or environ- 
mental hazards by taking refuge in predetermined interior 
rooms or areas where actions are taken to isolate the interior 
environment from the exterior hazard. 


AMENDATORY SECTION (Amending WSR 13-04-063, 
filed 2/1/13, effective 7/1/13) 


WAC 51-54A-0308 Open flames. 


308.1.4 Open-flame cooking devices. This section is not 
adopted. 


308.1.7 Religious ceremonies. Participants in religious cere- 
monies shall not be precluded from carrying hand-held can- 
dles. See RCW 19.27.031(3). 


308.1.9 Aisles and exits. Candles shall be prohibited in areas 
where occupants stand, or in an aisle or exit. 


EXCEPTION: 


308.1.10 Decorative open flame tables. Gas-fired portable 
or fixed open flame fire tables and fireplaces are required to 


be provided with fire code official approved design or protec- 
tion devices to prevent occupants from using flame, and from 
flame being exposed to combustible material. A fire extin- 
guisher shall be located within 75 feet of travel distance or a 
distance as approved by the fire code official. Where located 
indoors, the supply gas valve will be interlocked with build- 
ing fire alarm and/or fire sprinklers, where provided. 


Candles used in religious ceremonies. 
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AMENDATORY SECTION (Amending WSR 13-04-063, 
filed 2/1/13, effective 7/1/13) 


WAC 51-54A-0402 Definitions. The following terms 
are defined in Chapter 2: 


ALARM SIGNAL 
ALERT SIGNAL 

ALERT SYSTEM 
((EMERGENCY DRIGE)) 
SHELTER-IN-PLACE 


RECALL SIGNAL 


NEW SECTION 


WAC 51-54A-0403 Emergency preparedness 
requirements. 


403.3.1 Fire evacuation plan. The fire safety and evacuation 
plan required by Section 404 shall include a description of 
special staff actions. This shall include a description for sta- 
bilizing patients in a staged evacuation or full evacuation in 
conjunction with the entire building, if part of a multitenant 
facility. 


403.5.4 Assembly points and fire operations. Assembly 
points shall not be in areas likely to be utilized for fire service 
operations. 


403.10.2 Group R-2 occupancies. Group R-2 occupancies 
shall comply with Sections 403.10.2.1 through 403.10.2.4. 


403.10.2.4 Group R-2 assisted living and residential care 
facilities. Assisted living and residential care facilities 
licensed by the state of Washington shall comply with Sec- 
tion 403.8.1 as required for Group I-1 Condition 2 occupan- 
cies. 


403.10.3 Group R-4 occupancies. This section not adopted. 


403.12.3 Crowd managers for gatherings exceeding 1,000 
people. Where facilities or events involve a gathering of 
more than 1,000 people, or as required by the fire code offi- 
cial, crowd managers shall be provided in accordance with 
Sections 403.12.3.1 through 403.12.3.3. 


AMENDATORY SECTION (Amending WSR 13-04-063, 
filed 2/1/13, effective 7/1/13) 


WAC 51-54A-0404 Fire safety and ((emergeney)) 
evacuation plans. 


((404-4-Generalh Fire safety evacuation, shelterin-place 
nia E A tenes with the-require- 


WSR 15-16-109 


+ Group“ having an-oceupant toad oF 00 oF more: 


H- Covered-malls_exeeeding 50,000-square-fect-(4645 
AP Hrageregate floorarea- 

4+2—Openimat _buildines-exeeeding 50,000 -squareteet 
Oe ge 


40-4:2-2-Contents: Fire evacuation and safety plan_contents 
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3.2-Fhetocations-of fire hydrants. 


associatedwith-the-normal 
use-and-occupaney ofthe premises ineluding maintenance 


6- Identification-and-assignment-of-personnelresponsi- 
n a ae ae 


traHocationandeachsecure-areaandeonsideration _for 
maintaining means_of communication in-_absence-of primary 


6-Location-ofemerseney-supples- 


9-Aetons t6- be takenin the event of a fre oriedical 
emergency whHe-sheltering-n-place- 


404.4-Maintenanee-Emersency_plans-shall be reviewed-or 
lated $ : | bye] : cp 


shell be fumnished (e the fire code’ offiial for rovew-apon 


request-)) 404.2.3 Lockdown plans. This section is not 
adopted. 


Proposed 
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AMENDATORY SECTION (Amending WSR 13-20-118, 
filed 10/1/13, effective 11/1/13) 


WAC 51-54A-0405 Emergency evacuation drills. 


405.1 General. Emergency drills complying with the provi- 
sions of this section shall be conducted at least annually in the 
occupancies listed in Section ((494-2-4+)) 405.2.1 or when 
required by the fire code official. Drills shall be designed in 
cooperation with the local authorities. 


405.2 Frequency. Required emergency drills shall be held at 
the intervals specified in Table 405.2 or more frequently 
where necessary to familiarize all occupants with the drill 


procedure. 


405.2.1 Group E occupancies. The occupancy shall conduct 
at a minimum the following drills during the year: 
1. One drill using the school mapping information sys- 


tem. 
EXCEPTION: 


2. Three fire evacuation drills. 
3. One shelter-in-place drill. 
4. Additional drills shall be as required by RCW 


Day cares not colocated on a school campus. 


28A.320.125. 
Table 405.2 
((Emergeney)) Fire and Evacuation Drill Frequency and 
Participation 
Group or 
Occupancy Frequency Participation 
Group A Quarterly Employees 
Group B® Annually All Occupants 
Group BÈ° Annually Employees 
(Ambulatory 
ties) 
Group B® Annually Employees 
tient) 
Group E Monthly** All Occupants 
Group F Annually Employees 
Group I-1 ((Quarterly)) Semi- | ((Empleyees*)) 
annually on each All Occupants 
shift 
Group I-2 Quarterly on each Employees 
shift 
Group I-3 Quarterly on each Employees 
shifte 
Group l-4 Quarterly on each All Occupants 
shifte 
Group R-1 Quarterly on each Employees 
shift 
Group R-2! Quarterly on each Employees 
shift 
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Group or 
Occupancy Frequency Participation 
Group R-24 Four Annually All Occupants 
High-rise Annually Employees 
buildings 


abeve-or below the lowestlevel of exit di -)) 
In severe climates, the fire code official shall have the authority to modify 
the emergency evacuation drill frequency. 


te 


Io 


Emergency evacuation drills are required in Group B buildings having an 
occupant load of 500 or more persons or more than 100 persons above or 
below the level of exit discharge. 


la 


Emergency evacuation drills are required in ambulatory care facilities in 

accordance with Section 403.3. 

d ((Appheablete)) Emergency evacuation drills in Group R-2 college and 
university buildings shall be in accordance with Section ((4983)) 
403.10.2.1. Other Group R-2 occupancies shall be in accordance with 
Section 403.10.2.2. 

e Day cares colocated on a Group E campus shall participate in emergency 
drills occurring on the campus. 

f Applicable to ((boarding-homes;)) group homes((;-and-residentialtreat- 

mentfacilities)) licensed by the state of Washington. Emergency evacua- 

tion drills for assisted living facilities and residential treatment facilities 
licensed by the state of Washington are required to meet the requirements 

of Group I-1. 


405.4 Time. Drills shall be held at unexpected times and 
under varying conditions to simulate the unusual conditions 
that occur in case of an emergency. 


405.5 Recordkeeping. Records shall be maintained of 
required emergency evacuation drills and include the follow- 
ing information: 

. Identity of the person conducting the drill. 

. Date and time of the drill. 

. Notification method used. 

. Staff members on duty and participating. 

. Number of occupants participating. 

. Special conditions simulated. 

. Problems encountered and corrective actions taken. 

. Weather conditions when occupants were evacuated. 

. Time required to accomplish complete evacuation, or 
shelter-in-place. 


405.6 Notification. Where required by the fire code official, 
prior notification of emergency evacuation drills shall be 
given to the fire code official. 


OMANIDMAHBRWNEH 


405.7 Initiation. Emergency drills shall be initiated in accor- 
dance with Sections 405.7.1 through ((495-72)) 405.7.3. 


405.7.1 Fire evacuation drills. Where a fire alarm system is 
provided, emergency evacuation drills shall be initiated by 
activating the fire alarm system. The fire alarm monitoring 
company shall be notified prior to the activation of the fire 
alarm system for drills proposed and again at the conclusion 
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of the transmission and restoration of the fire alarm system to 
normal mode. 


EXCEPTION: Drills conducted between the hours of 9:00 p.m. and 


6:00 a.m., in ((Group-R-2 boarding homes)) assisted liv- 
ing facilities, group homes, and residential treatment 
facilities licensed by the state of Washington. 


405.7.2 Shelter-in-place drills. Shelter-in-place drills shall 
be initiated by the shelter-in-place alert signal, generated by 
((the)) an alerting system in accordance with Section ((945)) 
907.5.2. 


405.8 Accountability. As building occupants arrive at the 
assembly point, efforts shall be made to determine if all occu- 
pants have been successfully evacuated and/or have been 
accounted for in the shelter-in-place. 


405.9 Recall and reentry. The recall signal initiation shall 
be manually operated and under the control of the person in 
charge of the premises or the official in charge of the inci- 
dent. No one shall reenter the premises until authorized to do 
so by the official in charge. 


AMENDATORY SECTION (Amending WSR 13-04-063, 
filed 2/1/13, effective 7/1/13) 


WAC 51-54A-0406 Employee training and response 
procedures. 


406.1 General. Employees in the occupancies listed in Sec- 
tion ((404.2-+)) 403 shall be trained in the emergency proce- 
dures described in their emergency plans. Training shall be 
based on these plans and as described in Section 404.2 and 
404.3. 


406.2 Frequency. Employees shall receive training in the 
contents of the emergency plans and their duties as part of 
new employee orientation and at least annually thereafter. 
Records shall be kept and made available to the fire code offi- 
cial upon request. 


406.3 Employee training program. Employees shall be 
trained in fire prevention, evacuation, sheltering-in-place, 
and fire safety in accordance with Sections 406.3.1 through 
406.3.3. 


((406-3:3)) 406.3.1 Fire prevention training. Employees 
shall be apprised of the fire hazards of the materials and pro- 


cesses to which they are exposed. Each employee shall be 
instructed in the proper procedures for preventing fires in the 
conduct of their assigned duties. 


406.3.2 Evacuation training. Employees shall be familiar- 
ized with the fire alarm and evacuation signals, their assigned 
duties in the event of an alarm or emergency, evacuation 
routes, areas of refuge, exterior assembly areas and proce- 
dures for evacuation. 


406.3.3 Fire safety training. Employees assigned firefight- 
ing duties shall be trained to know the locations and proper 


use of portable fire extinguishers or other manual firefighting 
equipment and the protective clothing or equipment required 
for its safe and proper use. 
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406.3.4 Emergency shelter-in-place training. Where a 
facility has a shelter-in-place plan, employees shall be trained 
on the alert and recall signals, communication system, loca- 
tion of emergency supplies, the use of the incident notifica- 
tion and alarm system, and their assigned duties and proce- 
dures in the event of an alarm or emergency. 


406.4 Emergency lockdown training. This section is not 
adopted. 


AMENDATORY SECTION (Amending WSR 13-04-063, 
filed 2/1/13, effective 7/1/13) 


WAC 51-54A-0408 ((Use-and-ceeupaney-related 
requirements:)) Reserved. 
((408-+0-GroetpR+oeeupaneies- This seetionis tet 
adepted-)) 


AMENDATORY SECTION (Amending WSR 13-04-063, 
filed 2/1/13, effective 7/1/13) 


WAC 51-54A-0507 Fire protection water supplies. 


507.3 Fire flow. Fire flow requirements for buildings or por- 
tions of buildings and facilities shall be determined by an 
approved method. 


EXCEPTIONS: 1. Fire flow is not required for structures under 500 
square feet with a B, U or R-1 occupancy where struc- 
tures are at least 30 feet from any other structure and are 
used only for recreation. 

2. In rural and suburban areas in which adequate and 
reliable water supply systems do not exist, the fire code 
official is authorized to utilize NFPA 1142 or the Inter- 
national Wildland-Urban Interface Code. 


AMENDATORY SECTION (Amending WSR 13-24-076, 
filed 12/2/13, effective 4/1/14) 


WAC 51-54A-0605 Electrical equipment, wiring and 
hazards. 


605.11 Solar photovoltaic power systems. Installation, 
modification, or alteration of solar photovoltaic power sys- 
tems shall comply with this section. Due to the emerging 
technologies in the solar photovoltaic industry, it is under- 
stood fire code officials may need to amend prescriptive 
requirements of this section to meet the requirements for fire- 
fighter access and product installations. Section 104.9 Alter- 
native materials and methods of this code shall be considered 
when approving the installation of solar photovoltaic power 
systems. Solar photovoltaic power systems shall be installed 
in accordance with Sections 605.11.1 through ((69544-4)) 
605.11.2, the International Building Code and ((NFPA-79)) 
chapter 19.28 RCW. 

((EXCEPTION:  Detached-nenhabitable Group-U structures shall net be 


6054-12 Marking content The marking shall contain the 
words"PHOTOVOLTAIC POWER SOURCE." 


tems_and raceways for photeveltaic-_cireuits shall be located 
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as-clese-as-_pessible te the tidee-or hip er -valey-_and fromthe 
hip-or-valley_as-directhy_as-_pessible to-an-_outsidesval to 
reduce trip-hazards-and maximize ventilation opportunities. 
Conduit runs _betveen sub-arrays-and te DEC combiner boxes 
shall beinstaled in a manner thatininimizes the totalamount 
efeonduit onthe roof by taking the shortest path fromthe 


no-hieherthan 18 inches_(457 mn) below the ridge inorder 
te-allow fer fire department roeftep-operations- 


605-44-4)) 605.11.1 Access and pathways. Roof access, 
pathways, and spacing requirements shall be provided in 


accordance with Sections 605.11.1.1 through 605.11.1.3.3. 
EXCEPTIONS: 


1. Detached, nonhabitable Group U structures including, 
but not limited to, parking shade structures, carports, 
solar trellises and similar structures. 
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2. Roof access, pathways and spacing requirements need 
not be provided where the fire chief has determined that 
rooftop operations will not be employed. 


605.11.1.1 Roof access points. Roof access points shall be 
located in areas that do not require the placement of ground 
ladders over openings such as windows or doors, and located 
at strong points of building construction in locations where 
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EXCEPTION: Panels and modules shall be permitted to be located up to 
the roof ridge where an alternative ventilation method 
approved by the fire chief has been provided or where 
the fire chief has determined vertical ventilation tech- 


niques will not be employed. 


605.11.1.3 Other than Group R-3 buildings. Access to sys- 
tems for buildings, other than those containing Group R-3 


the access point does not conflict with overhead obstructions 


occupancies, shall be provided in accordance with Sections 


such as tree limbs, wires or signs. 


605.11.1.2 Solar photovoltaic systems for Group R-3 
buildings. Solar photovoltaic systems for Group R-3 build- 
ings shall comply with Sections 605.11.1.2.1 through 
605.11.1.2.5. 


EXCEPTION: 


These requirements shall not apply to structures 
designed and constructed in accordance with the Inter- 
national Residential Code. 1.1.1 Roof access points. 


605.11.1.2.1 Size of solar photovoltaic array. 

1. Each photovoltaic array shall be limited to 150 feet 
(45,720 mm) by 150 feet (45,720 mm). Multiple arrays shall 
be separated by a 3-foot wide (914 mm) clear access path- 
way. 

2. Panels/modules shall be located up to the roof ridge 
where an alternative ventilation method approved by the fire 
code official has determined vertical ventilation techniques 
will not be employed. 


605.11.1.2.2 Hip roof layouts. Panels and modules installed 


605.11.1.3.1 through 605.11.1.3.3. 

EXCEPTION: Where it is determined by the fire code official that the 
roof configuration is similar to that of a Group R-3 occu- 
pancy, the residential access and ventilation require- 
ments in Sections 605.11.1.2.1 through 605.11.1.2.5 
shall be permitted to be used. 


605.11.1.3.1 Access. There shall be a minimum 6-foot wide 

(1829 mm) clear perimeter around the edges of the roof. 

EXCEPTION: Where either axis of the building is 250 feet (76,200 
mm) or less, the clear perimeter around the edges of the 
roof shall be permitted to be reduced to a minimum 4 


foot wide (1290 mm). 


605.11.1.3.2 Pathways. The solar installation shall be 
designed to provide designated pathways. The pathways shall 
meet the following requirements: 

1. The pathway shall be over areas capable of supporting 
firefighters accessing the roof. 

2. The centerline axis pathways shall be provided in both 
axes of the roof. Centerline axis pathways shall run where the 


on Group R-3 buildings with hip roof layouts shall be located 


roof structure is capable of supporting firefighters accessing 
the roof. 


in a manner that provides a 3-foot wide (914 mm) clear 
access pathway from the eave to the ridge on each roof slope 


3. Pathways shall be a straight line not less than 4 feet 


where panels and modules are located. The access pathway 
shall be at a location on the building capable of supporting 


(1290 mm) clear to roof standpipes or ventilation hatches. 
4. Pathways shall provide not less than 4 feet (1290 mm) 
clear around roof access hatch with not less than one singular 


the firefighters accessing the roof. 
EXCEPTION: 


These requirements shall not apply to roofs with slopes 
of two units vertical in 12 units horizontal (2:12) or less. 


605.11.1.2.3 Single-ridge roofs. Panels and modules 
installed on Group R-3 buildings with a single ridge shall be 
located in a manner that provides two, 3-foot wide (914 mm) 
access pathways from the eave to the ridge on each roof slope 
where panels and modules are located. 


EXCEPTION: 


This requirement shall not apply to roofs with slopes of 
two units vertical in 12 units horizontal (2:12) or less. 


605.11.1.2.4 Roofs with hips and valleys. Panels and mod- 
ules installed on Group R-3 buildings with roof hips and val- 
leys shall not be located closer than 18 inches (457 mm) to a 
hip or a valley where panels/modules are to be placed on both 
sides of a hip or valley. Where panels are to be located on 
only one side of a hip or valley that is of equal length, the 
panels shall be permitted to be placed directly adjacent to the 
hip or valley. 
EXCEPTION: 


These requirements shall not apply to roofs with slopes 


pathway not less than 4 feet (1290 mm) clear to a parapet or 
roof edge. 


605.11.1.3.3 Smoke ventilation. The solar installation shall 
be designed to meet the following requirements: 

1. Arrays shall be not greater than 150 feet (45,720 mm) 
by 150 feet (45,720 mm) in distance in either axis in order to 
create opportunities for fire department smoke ventilation 
operations. 

2. Smoke ventilation options between array sections 
shall be one of the following: 

2.1. A pathway 8 feet (2438 mm) or greater in width. 

2.2. A 4-foot (1290 mm) or greater in width pathway and 
bordering roof skylights or gravity-operated dropout smoke 
and heat vents on not less than one side. 

2.3. A 4-foot (1290 mm) or greater in width pathway and 
bordering all sides of nongravity-operated dropout smoke 
and heat vents. 

2.4. A 4-foot (1290 mm) or greater in width pathway and 
bordering 4-foot by 8-foot (1290 mm by 2438 mm) "venting 
cutouts" every 20 feet (6096 mm) on alternating sides of the 


of two units vertical in 12 units horizontal (2:12) or less. 


605.11.1.2.5 Allowance for smoke ventilation operations. 
Panels and modules installed on Group R-3 buildings shall be 


located not less than 18 inches (457 mm) from the ridge in 
order to allow for fire department smoke ventilation opera- 
tions. 
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pathway. 


605.11.2 Ground-mounted photovoltaic arrays. Ground- 
mounted photovoltaic arrays shall comply with Section((s)) 


605.11 ((threvgh 60544-2)) and this section. Setback 
requirements shall not apply to ground-mounted, free-stand- 
ing photovoltaic arrays. 
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AMENDATORY SECTION (Amending WSR 13-04-063, 
filed 2/1/13, effective 7/1/13) 


WAC 51-54A-0609 Commercial kitchen hoods. 


[M] 609.2 Where required. A Type I hood shall be installed 
at or above all commercial cooking appliances and domestic 
cooking appliances used for commercial purposes that pro- 
duce grease laden vapors. 


EXCEPTIONS: 


1. A Type I hood shall not be required for an electric 
cooking appliance where an approved testing agency 
provides documentation that the appliance effluent con- 
tains 5 mg/m? or less of grease when tested at an exhaust 
flow rate of 500 cfm (0.236 m? /s) in accordance with 
Section 17 of UL 710B. 

2. A Type I hood shall not be required to be installed in 
an R-2 occupancy with not more than 16 residents. 


609.2.1 Domestic cooking appliances used for commercial 
purposes. Domestic cooking appliances utilized for commer- 
cial purposes shall be provided with Type I, Type II or resi- 
dential hoods as required for the type of appliances and pro- 
cesses in accordance with Table 609.2.1 and Sections 507.2, 
507.2.1 and 507.2.2 of the International Mechanical Code. 


Table 609.2.1 


Type of Hood Required for Domestic Cooking Appliances 
in the Following Spaces?» 


Type of 
Type of Space Cooking Type of Hood 
Church 1. Boiling, steam- | Type II hood 
ing and warming 
precooked food 
2. Roasting, pan | Type I hood 
frying and deep 
frying 
Community or 1. Boiling, steam- | Residential hood* 
party room in ing and warming | or Type II hood‘ 
apartment and precooked food 
condominium 
2. Roasting, pan | Type I hood 
frying and deep 
frying 
Day care 1. Boiling, steam- | Residential hood* 
ing and warming | or Type II hood‘ 
precooked food 
2. Roasting, pan | Type I hood 
frying and deep 
frying 
Dormitory, 1. Boiling, steam- | Type II hood 
((beardingheme)) | ing and warming 
assisted living precooked food 
facility, nursing 
home 
2. Roasting, pan | Type I hood 
frying and deep 
frying 
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Type of 
Type of Space Cooking Type of Hood 
Office lunch room | 1. Boiling, steam- | Residential hood 

ing and warming | or Type I hood‘ 
precooked food 
2. Roasting, pan | Type I hood 
frying and deep 
frying 


è Commercial cooking appliances shall comply with Section 507.2 of the 
International Mechanical Code. 

Requirements in this table apply to electric or gas fuel appliances only. 
Solid fuel appliances or charbroilers require Type I hoods. 

€ Residential hood shall ventilate to the outside. 


7 Type II hood required when more than one appliance is used. 


609.3 Operations, inspection and maintenance. Commer- 
cial cooking systems shall be operated, inspected and main- 
tained in accordance with Sections 609.3.1 through 609.3.4 
and Chapter 11 of NFPA 96. 


Reviser's note: The brackets and enclosed material in the text of the 
above section occurred in the copy filed by the agency and appear in the Reg- 
ister pursuant to the requirements of RCW 34.08.040. 


NEW SECTION 
WAC 51-54A-0901 General. 


901.4.2 Nonrequired fire protection systems. A fire protec- 
tion system or portion thereof not required by this code or the 
International Building Code shall be allowed to be furnished 
for partial or complete protection provided such installed sys- 
tem meets the applicable requirements of this code and the 
International Building Code. Such systems or portion of sys- 
tem shall be provided with signage stating "NON-REQUIRED 
SYSTEM." Signage shall be durable and permanent in nature, 
with contrasting color and background, and with lettering of 
not less than 1 inch in height. Location of such signage shall 
be approved. 


901.8.2 Removal of existing occupant-use hose lines. The 
fire code official is authorized to permit the removal of exist- 
ing occupant-use hose lines where all of the following condi- 
tions exist: 

1. Installation is not required by this code, the /nterna- 
tional Building Code, or a previously approved alternative 
method. 

2. The hose line would not be utilized by trained person- 
nel or the fire department. 

3. The remaining outlets are compatible with local fire 
department fittings. 


AMENDATORY SECTION (Amending WSR 14-24-090, 
filed 12/1/14, effective 5/1/15) 


WAC 51-54A-0903 Automatic sprinkler systems. 


ee 
2-nishtelibs-as-definedin 


Group-A- 
this-cede-)) Assembly occupancies on roofs. Where an 
occupied roof has an assembly occupancy with an occupant 
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load exceeding 100 for Group A-2, and 300 for other Group 
A occupancies, the building shall be equipped with an auto- 
matic sprinkler system in accordance with Section 903.3.1.1 
or 903.3.1.2. 


EXCEPTION: 


Open parking garages of Type I or Type II construction. 


903.2.1.8 Nightclub. An automatic sprinkler system shall be 
provided throughout Group A-2 nightclubs as defined in this 
code. 


903.2.3 Group E. An automatic sprinkler system shall be 
provided for Group E ((eceupaneies)) fire areas. 


EXCEPTIONS: 1. Portable school classrooms with an occupant load of 
50 or less calculated in accordance with Table 1004.1.2, 
provided that the aggregate area of any cluster of porta- 


ble classrooms does not exceed 6,000 square feet (557 


n); and clusters of portable school classrooms shall be 
separated as required by the building code; or 

2. Portable school classrooms with an occupant load 
from 51 through 98, calculated in accordance with Table 
1004.1.2, and provided with two means of direct inde- 
pendent exterior egress from each classroom in accor- 
dance with Chapter 10, and one exit from each class 
room shall be accessible, provided that the aggregate 
area of any cluster of portable classrooms does not 


exceed 6,000 square feet (557 m); and clusters of porta- 
ble school classrooms shall be separated as required by 
the building code; or 

3. An automatic sprinkler system is not required in 
Group E occupancies with an occupant load of 50 or less 
within the Group E occupancy, calculated in accordance 
with Table 1004.1.2. 

4. An automatic sprinkler system is not required in 
Group E day care and preschool facilities with an occu- 
pant load of 100 or less, when located at the level of exit 
discharge, where every room in which care is provided 
has not fewer than one exterior exit door. 


903.2.6 Group I. An automatic sprinkler system shall be pro- 
vided throughout buildings with a Group I fire area. 
EXCEPTIONS: 


1. An automatic sprinkler system installed in accordance 
with Section 903.3.1.2 shall be permitted in Group I-1 
Condition 1 facilities. 


2. An automatic sprinkler system is not required in 
Group I-4 day care facilities with an occupant load of 
100 or less, when located at the level of exit discharge, 
where every room in which care is provided has not 
fewer than one exterior exit door. 


3. In buildings where Group I-4 day care is provided on 
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903.2.8 Group R. An automatic sprinkler system installed in 
accordance with Section 903.3 shall be provided throughout 
all buildings with a Group R fire area. 


EXCEPTION: Group R-1 if all of the following conditions apply: 

1. The Group R fire area is no more than 500 square feet 
and is used for recreational use only. 

2. The Group R fire area is on only one story. 

3. The Group R fire area does not include a basement. 
4. The Group R fire area is no closer than 30 feet from 
another structure. 

5. Cooking is not allowed within the Group R fire area. 
6. The Group R fire area has an occupant load of no 
more than 8. 

7. A hand-held (portable) fire extinguisher is in every 
Group R fire area. 


903.2.11.1.3 Basements. Where any portion of a basement is 
located more than 75 feet (22,860 mm) from openings 
required by Section 903.2.11.1, or where new walls, parti- 
tions or other similar obstructions are installed that increase 
the exit access travel distance to more than 75 feet, the base- 
ment shall be equipped throughout with an approved auto- 
matic sprinkler system. 


903.2.11.7 Relocatable buildings within buildings. Relo- 
catable buildings or structures located within a building with 


an approved fire sprinkler system shall be provided with fire 
sprinkler protection within the occupiable space of the build- 
ing and the space underneath the relocatable building. 


EXCEPTIONS: 


1. Sprinkler protection is not required underneath the 
building when the space is separated from the adjacent 
space by construction resisting the passage of smoke and 
heat and combustible storage will not be located there. 


2. If the building or structure does not have a roof or ceil- 
ing obstructing the overhead sprinklers. 


903.3.5.3 Underground portions of fire protection system 
water supply piping. The installation or modification of an 


underground water main, public or private, supplying a 
water-based fire protection system shall be in accordance 
with NFPA 24 and chapter 18.160 RCW. Piping and appurte- 
nances downstream of the first control valve on the lateral or 
service line from the distribution main to one-foot above fin- 
ished floor shall be approved by the fire code official. Such 
underground piping shall be installed by a fire sprinkler sys- 
tem contractor licensed in accordance with chapter 18.160 
RCW and holding either a Level U or a Level 3 license. For 


levels other than the Zevel of exit discharge, an automatic 
sprinkler system in accordance with Section 903.3.1.1 
shall be installed on the entire floor where care is pro- 
vided, all floors between the level of care and the level of 
exit discharge, and all floors below the level of exit dis- 
charge other than areas classified as an open parking 
garage. 

4. Where new construction or additions house less than 
sixteen persons receiving care, an automatic sprinkler 
system installed in accordance with Section 903.2.8.3 
shall be permitted for Group I-1, Condition 2, assisted 
living facilities licensed under chapter 388-78A WAC 
and residential treatment facilities licensed under chapter 
246-337 WAC. 


underground piping supplying systems installed in accor- 
dance with Section 903.3.1.2, a Level 2, 3, or U licensed con- 
tractor is acceptable. 


EXCEPTION: 


Portions of underground piping supplying automatic 
sprinkler systems installed in accordance with NFPA 
13D. 


NEW SECTION 


WAC 51-54A-0904 Alternative automatic fire-extin- 
guishing systems. 


904.12 Commercial cooking systems. The automatic fire- 
extinguishing system for commercial cooking systems shall 
be of a type recognized for protection of commercial cooking 
equipment and exhaust systems of the type and arrangement 
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protected. Preengineered automatic dry and wet chemical 
extinguishing systems shall be tested in accordance with UL 
300 and listed and labeled for the intended application. Other 
types of automatic fire-extinguishing systems shall be listed 
and labeled for specific use as protection for commercial 
cooking operations. The system shall be installed in accor- 
dance with this code, its listing and the manufacturer's instal- 
lation instructions. Signage shall be provided on the exhaust 
hood or system cabinet, indicating the type and arrangement 
of cooking appliances protected by the automatic fire-extin- 
guishing system. Signage shall indicate appliances from left 
to right, be durable, and the size, color, and lettering shall be 
approved. Automatic fire-extinguishing systems of the fol- 
lowing types shall be installed in accordance with the refer- 
enced standard indicated, as follows: 


1. Carbon dioxide extinguishing systems, NFPA 12; 
2. Automatic sprinkler systems, NFPA 13; 


3. Foam-water sprinkler systems or foam-water spray 
systems, NFPA 16; 


4. Dry-chemical extinguishing systems, NFPA 17; 
5. Wet-chemical extinguishing systems, NFPA 17A. 


EXCEPTION: Factory-built commercial cooking recirculating systems 
that are tested in accordance with UL 710B and listed, 
labeled and installed in accordance with Section 304.1 of 


the International Mechanical Code. 


AMENDATORY SECTION (Amending WSR 14-24-091, 
filed 12/1/14, effective 5/1/15) 


WAC 51-54A-0907 Fire alarm and detection sys- 
tems. 


907.2.3 Group E. A manual fire alarm system that initiates 
the occupant notification signal utilizing an emergency voice/ 
alarm communication system meeting the requirements of 
Section 907.5.2.2 and installed in accordance with Section 
907.6 shall be installed in Group E occupancies. When auto- 
matic sprinkler systems or smoke detectors are installed, such 
systems or detectors shall be connected to the building fire 
alarm system. 


EXCEPTIONS: 1. A manual fire alarm system is not required in Group E 
occupancies with an occupant load of 50 or less. 

2. Emergency voice/alarm communication systems 
meeting the requirements of Section 907.5.2.2 and 
installed in accordance with Section 907.6 shall not be 
required in Group E occupancies with occupant loads of 
100 or less, provided that activation of the manual fire 
alarm system initiates an approved occupant notification 
signal in accordance with Section 907.5. 

3. Manual fire alarm boxes are not required in Group E 
occupancies where all of the following apply: 

3.1 Interior corridors are protected by smoke detectors. 
3.2 Auditoriums, cafeterias, gymnasiums and similar 
areas are protected by heat detectors or other approved 
detection devices. 

3.3 Shops and laboratories involving dusts or vapors are 
protected by heat detectors or other approved detection 
devices. 
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4. Manual fire alarm boxes shall not be required in 
Group E occupancies where the building is equipped 
throughout with an approved automatic sprinkler system 
installed in accordance with Section 903.3.1.1, the emer- 
gency voice/alarm communication system will activate 
on sprinkler water flow and manual activation. 


907.2.6.1 Group I-1. An automatic smoke detection system 
shall be installed in corridors, waiting areas open to corri- 
dors and habitable spaces other than sleeping units and kitch- 
ens. The system shall be activated in accordance with Section 
907.4. 


EXCEPTIONS: 


1. For Group I-1 Condition 1 occupancies, smoke detec- 
tion in habitable spaces is not required where the facility 
is equipped throughout with an automatic sprinkler sys- 
tem installed in accordance with Section 903.3.1.1. 


2. Smoke detection is not required for exterior balconies. 


907.2.6.4 Group I-4 occupancies. A manual fire alarm sys- 
tem that initiates the occupant notification signal utilizing an 


emergency voice/alarm communication system meeting the 
requirements of Section 907.5.2.2 and installed in accordance 
with Section 907.6 shall be installed in Group I-4 occupan- 
cies. When automatic sprinkler systems or smoke detectors 
are installed, such systems or detectors shall be connected to 
the building fire alarm system. 


EXCEPTIONS: 


1. A manual fire alarm system is not required in Group I- 
4 occupancies with an occupant load of 50 or less. 


2. Emergency voice alarm communication systems 
meeting the requirements of Section 907.5.2.2 and 
installed in accordance with Section 907.6 shall not be 
required in Group I-4 occupancies with occupant loads 
of 100 or less, provided that activation of the manual fire 
alarm system initiates an approved occupant notification 
signal in accordance with Section 907.5. 


907.2.9.1.1 Group R-2 ((bearding-hemes)) assisted living 
facilities. A manual fire alarm system that activates the occu- 


pant notification system in accordance with Section 907.5 
shall be installed in Group R-2 occupancies where the build- 


ing contains ((a-bearding-heme)) an assisted living facility 


licensed by the state of Washington. 
((EXCEPTION: 


bex:)) 


EXCEPTIONS: 


1. Manual fire alarm boxes in resident sleeping areas 
shall not be required at exits if located at all care provid- 
ers' control stations or other constantly attended staff 
locations, provided such staff locations are visible and 
continuously accessible and that the distances of travel 
required in Section 907.4.2.1 are not exceeded. 


2. The manual fire alarm system that activates the occu- 
pant notification system is not required to be activated 
where private mode signaling installed in accordance 
with NFPA 72 is approved by the fire code official and 
staff evacuation responsibilities are included in the fire 
safety and evacuation plan required by Section 404. 


907.2.9.4 Group R-2 assisted living facilities. An automatic 
smoke detection system that activates the occupant notifica- 
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tion system in accordance with Section 907.5 shall be 
installed in corridors, waiting areas open to corridors and 
habitable spaces other than sleeping units and kitchens 
located in Group R-2 assisted living facilities licensed by the 
state of Washington. 


EXCEPTIONS: 1. Smoke detection is not required for exterior balconies. 


2. Occupant notification systems are not required to be 
activated where private mode signaling installed in 
accordance with NFPA 72 is approved by the fire code 
official and staff evacuation responsibilities are included 
in the fire safety and evacuation plan required by Section 
404. 


907.5.2.1.2 Maximum sound pressure. The maximum 
sound pressure level for audible alarm notification appliances 


shall be 110 dBA at the minimum hearing distance from the 
audible appliance. For systems operating in public mode, the 
maximum sound pressure level shall not exceed 30 dBA over 
the average ambient sound level. Where the average ambient 
noise is greater than 95 dBA, visible alarm notification appli- 
ances shall be provided in accordance with NFPA 72 and 
audible alarm notification appliances shall be required. 


907.10 NICET: National Institute for Certification in 
Engineering Technologies. 


907.10.1 Scope. This section shall apply to new and existing 
fire alarm systems. 


907.10.2 Design review: All construction documents shall be 
reviewed by a NICET III in fire alarms or a licensed profes- 
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a ele see eed a 
tained in-accerdance with this section for carbon _ monoxide 
alarms-and NFPA 720-2012 shall be - permitted The carbon 
monoxide-detectors-shal bested as_comphying with GE 
2075-)) 


AMENDATORY SECTION (Amending WSR 13-04-063, 


sional engineer (PE) in Washington prior to being submitted 
for permitting. The reviewing professional shall submit a 
stamped, signed, and dated letter; or a verification method 
approved by the local authority having jurisdiction indicating 
the system has been reviewed and meets or exceeds the 
design requirements of the state of Washington and the local 
jurisdiction (effective July 1, 2017). 


907.10.3 Installation/maintenance: All installation, inspec- 
tion, testing, maintenance and programing not defined as 
"Electrical Work" by chapter 19.28 RCW shall be completed 
by a NICET II in fire alarms (effective July 1, 2017). 


AMENDATORY SECTION (Amending WSR 13-24-017, 


filed 11/21/13, effective 4/1/14) 
WAC 51-54A-0908 ((Emergeney-atarm-systems-)) 


Reserved. 


filed 2/1/13, effective 7/1/13) 
WAC 51-54A-0909 ((Smeke-eontretsystems-)) 


Reserved. 


((909.24 Elevate hoistyray pressurization alternative: 
w : hoist anaes idodi ; 


ES ae ania ye pie IA RU 
SH Or poe eos Vee tee Neer acre cere 


T ci ena en ac ER E 
atthe floer-of recaltand all hoistway-deors_on the floor of 


and clesine of heistway_deors-at each level must be-demon- 


strated during this test—Fhe supphy ait intake shall be from an 
outside tneentaminated source tecated_aminimun distance 


999.212 Rationalanalysis. A rational analysis complying 
with-Sectien 909-4 shall be submitted with the construction 
documents- 


909-24-3-Puets-for-systenmAny-ducet-systemthat+s-part-of 
the-pressurization system shal be -pretected sith the same 


Sure. 
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AMENDATORY SECTION (Amending WSR 13-04-063, 
filed 2/1/13, effective 7/1/13) 


WAC 51-54A-0915 ((Atertine-systems-)) Carbon 


monoxide detection. 
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((945-4-General An approved alerting system shall be-pro- 
ledin buildi ; sedin Cl] | 


this-section, tness_other+requirements_are_provided by 


erated by_an_alertine system that shares-components witha 
fire-alarm-system shall, when-actuated take priority overfire 


actuated it shall temporarily cause deactivation of all fire 
oe e Anora of sane o during 


915.4.2.3 Superviserysicnak Deactivation_of fire alarm 
audible -and visual netification-signals_ shall cause-a-superyt 


sery_sienal foreach notification zone affected in the fire 
alarm system: 


915.5 Audibilit, Audible characteristies ofthe alert signal 
shall be in aceordance with Section 74-1 cof NEPA F2 
throughout the area-served bythe alerting system- 


945.6-Visibitity: Visible-andtextial notification appliances 
traddiiente atertsienat 

915.1 General. Carbon monoxide detection shall be installed 

in new buildings in accordance with Sections 915.1.1 through 

915.6. Carbon monoxide detection shall be installed in exist- 

ing buildings in accordance with Chapter 11 of the Interna- 

tional Fire Code. 


915.1.1 Where required. Carbon monoxide detection shall 
be provided in Group I and R occupancies and in classrooms 
in Group E occupancies in the locations specified in Section 
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915.2 where any of the conditions in Sections 915.1.2 
through 915.1.6 exist. 


EXCEPTIONS: 


1. R-2 occupancies, with the exception of R-2 college 
dormitories, are required to install carbon monoxide 
detectors without exception. 


2. Sleeping units or dwelling units in I and R-1 occupan- 
cies and R-2 college dormitories, hotel, DOC prisons and 
work releases and assisted living facilities and residen- 
tial treatment facilities licensed by the state of Washing- 
ton, which do not themselves contain a fuel-burning 
appliance, a fuel-burning fireplace, or have an attached 
garage, need not be provided with carbon monoxide 
alarms provided that they comply with the exceptions of 
Section 915.1.4. 


915.1.2 Fuel-burning appliances and fuel-burning fire- 
places. Carbon monoxide detection shall be provided in 


dwelling units, sleeping units and classrooms that contain a 
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4. Where carbon monoxide detection is provided in an 
approved location between openings to a private garage 
and dwelling units, sleeping units or classrooms, carbon 
monoxide detection shall not be required in the dwelling 
units, sleeping units or classrooms. 


915.1.6 Exempt garages. For determining compliance with 
Section 915.1.5, an open parking garage complying with Sec- 
tion 406.5 of the International Building Code or an enclosed 
parking garage complying with Section 406.6 of the Interna- 
tional Building Code shall not be considered a private garage. 


915.2 Locations. Where required by Section 915.1.1, carbon 
monoxide detection shall be installed in the locations speci- 
fied in Sections 915.2.1 through 915.2.3. 


915.2.1 Dwelling units. Carbon monoxide detection shall be 
installed outside of each separate sleeping area in the imme- 


fuel-burning appliance or a fuel-burning fireplace. 


915.1.3 Forced-air furnaces. Carbon monoxide detection 
shall be provided in dwelling units, sleeping units and class- 
rooms served by a fuel-burning, forced-air furnace. 


EXCEPTION: Carbon monoxide detection shall not be required in 
dwelling units, sleeping units and classrooms where car- 
bon monoxide detection is provided in the first room or 
area served by each main duct leaving the furnace, and 
the carbon monoxide alarm signals are automatically 


transmitted to an approved location. 


915.1.4 Fuel-burning appliances outside of dwelling units, 
sleeping units and classrooms. Carbon monoxide detection 


shall be provided in dwelling units, sleeping units and class- 
rooms located in buildings that contain fuel-burning appli- 
ances or fuel-burning fireplaces. 


EXCEPTIONS: 1. Carbon monoxide detection shall not be required in 
dwelling units, sleeping units and classrooms where 
there are no communicating openings between the fuel- 
burning appliance or fuel-burning fireplace and the 


dwelling unit, sleeping unit or classroom. 


2. Carbon monoxide detection shall not be required in 
dwelling units, sleeping units and classrooms where car- 
bon monoxide detection is provided in one of the follow- 
ing locations: 

2.1 In an approved location between the fuel burning | 
appliance or fuel burning fireplace, and the dwelling 
unit, sleeping unit or classroom. 


2.2 On the ceiling of the room containing the fuel burn- 
ing appliance or fuel burning fireplace. 


915.1.5 Private garages. Carbon monoxide detection shall 
be provided in dwelling units, sleeping units and classrooms 
in buildings with attached private garages. 


EXCEPTIONS: 1. Carbon monoxide detection shall not be required 
where there are no communicating openings between the 
private garage and the dwelling unit, sleeping unit or 


classroom. 


2. Carbon monoxide detection shall not be required in 
dwelling units, sleeping units and classrooms located 
more than one story above or below a private garage. 


3. Carbon monoxide detection shall not be required 
where the private garage connects to the building 
through an open-ended corridor. 


diate vicinity of the bedrooms and on each level of the dwell- 
ing. Where a fuel-burning appliance or a fuel-burning fire- 
place is located within a bedroom or its attached bathroom, 
carbon monoxide detection shall be installed within the bed- 
room. 


915.2.2 Sleeping units. Carbon monoxide detection shall be 
installed in sleeping units. 


EXCEPTION: 


Carbon monoxide detection shall be allowed to be 
installed outside of each separate sleeping area in the 
immediate vicinity of the sleeping unit where the sleep- 
ing unit or its attached bathroom does not contain a fuel- 
burning appliance or fuel-burning fireplace and is not 
served by a forced air furnace. 


915.2.3 Group E occupancies. When required by Section 
915.1 in new buildings, or by Chapter 11 of the International 


Fire Code, carbon monoxide detection shall be installed in 
classrooms in Group E occupancies. Carbon monoxide alarm 
signals shall be automatically transmitted to an on-site loca- 
tion that is staffed by school personnel. 


EXCEPTIONS: 


1. Carbon monoxide alarm signals shall not be required 
to be automatically transmitted to an on-site location that 
is staffed by school personnel in Group E occupancies 
with an occupant load of 50 or less. 


2. Carbon monoxide alarm signals shall not be required 
to be automatically transmitted to an on-site location that 
is staffed by school personnel in Group E occupancies 
where an exception contained in Section 915.1 applies 
or in Group E occupancies where signals are transmitted 
to an off-site service monitored by a third party, such as 
a service that monitors fire protection systems in the 


building. 


NEW SECTION 
WAC 51-54A-0916 Alerting systems. 


916.1 General. An approved alerting system shall be pro- 
vided in buildings and structures as required in Chapter 4 and 
this section, unless other requirements are provided by 
another section of this code. 


EXCEPTION: Approved alerting systems in existing buildings, struc- 


tures or occupancies. 


916.2 Power source. Alerting systems shall be provided with 
power supplies in accordance with Section 4.4.1 of NFPA 72 
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and circuit disconnecting means identified as "EMERGENCY 


ALERTING SYSTEM." 
EXCEPTION: Systems which do not require electrical power to oper- 


ate. 


916.3 Duration of operation. The alerting system shall be 
capable of operating under nonalarm condition (quiescent 
load) for a minimum of 24 hours and then shall be capable of 
operating during an emergency condition for a period of 15 
minutes at maximum connected load. 


916.4 Combination system. Alerting system components 
and equipment shall be allowed to be used for other purposes. 


916.4.1 System priority. The alerting system use shall take 
precedence over any other use. 


916.4.2 Fire alarm system. Fire alarm systems sharing com- 
ponents and equipment with alerting systems must be in 
accordance with Section 6.8.4 of NFPA 72. 


916.4.2.1 Signal priority. Recorded or live alert signals gen- 
erated by an alerting system that shares components with a 
fire alarm system shall, when actuated, take priority over fire 
alarm messages and signals. 


916.4.2.2 Temporary deactivation. Should the fire alarm 
system be in the alarm mode when such an alerting system is 
actuated, it shall temporarily cause deactivation of all fire 
alarm-initiated audible messages or signals during the time 
period required to transmit the alert signal. 


916.4.2.3 Supervisory signal. Deactivation of fire alarm 
audible and visual notification signals shall cause a supervi- 
sory signal for each notification zone affected in the fire 
alarm system. 


916.5 Audibility. Audible characteristics of the alert signal 
shall be in accordance with Section 7.4.1 of NFPA 72 
throughout the area served by the alerting system. 
EXCEPTION: Areas served by approved visual or textual notification, 
where the visible notification appliances are not also 
used as a fire alarm signal, are not required to be pro- 
vided with audibility complying with Section 916.6. 


916.6 Visibility. Visible and textual notification appliances 
shall be permitted in addition to alert signal audibility. 


AMENDATORY SECTION (Amending WSR 13-04-063, 
filed 2/1/13, effective 7/1/13) 


WAC 51-54A-1007 ((Aeeessible-means—ofeeress-)) 


Reserved. 
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AMENDATORY SECTION (Amending WSR 13-04-063, 
filed 2/1/13, effective 7/1/13) 


WAC 51-54A-1008 ((Deoors-gates-and-turnstHes:)) 


Reserved. 
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62FThe-deorsanieck upenactuation of the automatic 
sprindersystemt or automatic fire detection systent 
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dents_te-exit_tInstructions for exitine shall be pested within 
six feet of the deer. 
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eperate the locking devices.)) 
AMENDATORY SECTION (Amending WSR 13-04-063, 
filed 2/1/13, effective 7/1/13) 


WAC 51-54A-1009 ((Stateways-and-handrais-)) 
Accessible means of egress. 
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excHipt 

requirements-of Section 1009-)) 1009. 1 Accessible means of 

egress required. Accessible means of egress shall comply 
with this section. Accessible spaces shall be provided with 
not less than one accessible means of egress. Where more 
than one means of egress is required by Section 1006.2 or 
1006.3 from any accessible space, each accessible portion of 
the space shall be served by not less than two accessible 
means of egress. 


EXCEPTIONS: 


1. Accessible means of egress are not required in alter- 
ations to existing buildings. 


2. One accessible means of egress is required from an 
accessible mezzanine level in accordance with Section 
1009.3, 1009.4 or 1009.5. 
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3. In assembly areas with ramped aisles or stepped aisles 
one accessible means of egress is permitted where the 
common path of egress travel is accessible and meets the 
requirements in Section 1029.8. 


4. In parking garages, accessible means of egress are not 
required to serve parking areas that do not contain acces- 


sible parking spaces. 


1009.8 Two-way communication. A two-way communica- 
tion system complying with Sections 1009.8.1 and 1009.8.2 


shall be provided at the landing serving each elevator or bank 
of elevators on each accessible floor that is one or more sto- 
ries above or below the level of exit discharge. 


EXCEPTIONS: 


1. Two-way communication systems are not required at 
the landing serving each elevator or bank of elevators 
where the two-way communication system is provided 
within areas of refuge in accordance with Section 
1009.6.5. 

2. Two-way communication systems are not required on 
floors provided with ramps that provide a direct path of 
egress travel to grade or the level of exit discharge con- 
forming to the provisions of Section 1012. 


3. Two-way communication systems are not required at 
the landings serving only service elevators that are not 
designated as part of the accessible means of egress or 
serve as part of the required accessible route into a facil- 
ity. 

4. Two-way communication systems are not required at 
the landings serving only freight elevators. 


5. Two-way communication systems are not required at 
the landing serving a private residence elevator. 


1009.8.1 System requirements. Two-way communication 
systems shall provide communication between each required 


location and the fire command center or a central control 
point location approved by the fire department. Where the 
central control point is not a constantly attended location, a 
two-way communication system shall have a timed automatic 
telephone dial-out capability to a monitoring location. The 
two-way communication system shall include both audible 
and visible signals. The two-way communication system 
shall have a battery backup or an approved alternate source of 
power that is capable of 90 minutes use upon failure of the 
normal power source. 


AMENDATORY SECTION (Amending WSR 13-04-063, 
filed 2/1/13, effective 7/1/13) 


WAC 51-54A-1010 ((Ranps-)) Doors, gates and 
turnstiles. 
((40404-Seepe-The provisions ofthis section shall appl te 
ramps used_as-a-component ofaimeans-of esress- 
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dees net comply with Sections 10105 1010-6-and- 
tion in the accessible means of egress:)) 

1010.1.9.3 Locks and latches. Locks and latches shall be 

permitted to prevent operation of doors where any of the fol- 

lowing exists: 

1. Places of detention or restraint. 

2. In buildings in occupancy Group A having an occu- 
pant load of 300 or less, Groups B, F, M, and S, and in places 
of religious worship, the main exterior door or doors are per- 
mitted to be equipped with key-operated locking devices 
from the egress side provided: 

2.1. The locking device is readily distinguishable as 
locked; 

2.2. A readily visible sign is posted on the egress side on 
or adjacent to the door stating: THIS DOOR TO REMAIN 
UNLOCKED WHEN BUILDING IS OCCUPIED. The sign shall be in 
letters 1 inch (25 mm) high on a contrasting background; and 

2.3. The use of the key-operated locking device is revo- 
cable by the building official for due cause. 

3. Where egress doors are used in pairs, approved auto- 
matic flush bolts shall be permitted to be used, provided that 
the door leaf having the automatic flush bolts has no door- 
knob or surface-mounted hardware. 

4. Doors from individual dwelling or sleeping units of 
Group R occupancies having an occupant load of 10 or less 
are permitted to be equipped with a night latch, dead bolt, or 
security chain, provided such devices are openable from the 
inside without the use of a key or a tool. 

5. Fire doors after the minimum elevated temperature 
has disabled the unlatching mechanism in accordance with 
listed fire door test procedures. 

6. Approved, listed locks without delayed egress shall be 
permitted in Group R-2 assisted living facilities licensed by 
the state of Washington, provided that: 

6.1. The clinical needs of one or more patients require 
specialized security measures for their safety. 

6.2. The doors unlock upon actuation of the automatic 
sprinkler system or automatic fire detection system. 

6.3. The doors unlock upon loss of electrical power con- 
trolling the lock or lock mechanism. 

6.4. The lock shall be capable of being deactivated by a 
signal from a switch located in an approved location. 

6.5. There is a system, such as a keypad and code, in 
place that allows visitors, staff persons and appropriate resi- 
dents to exit. Instructions for exiting shall be posted within 
six feet of the door. 


providing access in- accordance with Sections 11082 
through 1108.24 and 108.26 ramped aislessvithin- 
x ; : 


Proposed [ 184 ] 


1010.1.9.6 Special locking arrangements in Group I-2. 
Approved special egress locks shall be permitted in a Group 


I-2 occupancy where the clinical needs of persons receiving 
care require such locking. Special egress locks shall be per- 
mitted in such occupancies where the building is equipped 
throughout with an automatic sprinkler system in accordance 
with Section 903.3.1.1 or an approved automatic smoke or 
heat detection system installed in accordance with Section 
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907, provided that the doors unlock in accordance with Items 
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AMENDATORY SECTION (Amending WSR 13-04-063, 


1 through 7. 

1. The doors unlock upon actuation of the automatic 
sprinkler system or automatic fire detection system. 

2. The doors unlock upon loss of power controlling the 
lock or lock mechanism. 

3. The door locks shall have the capability of being 
unlocked by a signal from the fire command center, a nursing 
station, or other approved location. 

4. A building occupant shall not be required to pass 
through more than one door equipped with a special egress 
lock before entering an exit. 

5. The procedures for the operation(s) of the unlocking 
system shall be described and approved as part of the emer- 
gency planning and preparedness required by Chapter 4 of 
the /nternational Fire Code. 

6. There is a system, such as a keypad and code, in place 
that allows visitors, staff persons and appropriate residents to 
exit. Instructions for exiting shall be posted within 6 feet of 
the door. 

7. Emergency lighting shall be provided at the door. 


EXCEPTION: 


Items 1, 2, 3, and 6 shall not apply to doors to areas 
where persons, which because of clinical needs, require 
restraint or containment as part of the function of a psy- 
chiatric treatment area provided that all clinical staff 
shall have the keys, codes, or other means necessary to 
operate the locking devices. 


NEW SECTION 
WAC 51-54A-1011 Stairways. 


1011.17 Stairways in individual dwelling units. Stairs or 
ladders within an individual dwelling unit used for access to 
areas of 200 square feet (18.6 m?) or less, and not containing 
the primary bathroom or kitchen, are exempt from the 
requirements of Section 1009. 


NEW SECTION 
WAC 51-54A-1012 Ramps. 


1012.1 Scope. The provisions of this section shall apply to 
ramps used as a component of a means of egress. 


EXCEPTIONS: 1. Other than ramps that are part of the accessible routes 
providing access in accordance with Sections 1108.2 
through 1108.2.4 and 1108.2.6, ramped aisles within 
assembly rooms or spaces shall conform with the provi- 
sions in Section 1029.13. 

2. Curb ramps shall comply with ICC A117.1. 

3. Vehicle ramps in parking garages for pedestrian exit 
access shall not be required to comply with Sections 
1010.4 through 1010.10 when they are not an accessible 
route serving accessible parking spaces or other required 
accessible elements. 

4. In a parking garage where one accessible means of 
egress serving accessible parking spaces or other acces- 
sible elements is provided, a second accessible means of 
egress serving that area may include a vehicle ramp that 
does not comply with Sections 1010.5, 1010.6, and 
1010.9. A landing complying with Sections 1010.7.1 and 
1010.7.4 shall be provided at any change of direction in 
the accessible means of egress. 
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filed 2/1/13, effective 7/1/13) 
WAC 51-54A-1018 ((Corriders-)) Reserved. 
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NEW SECTION 
WAC 51-54A-1020 Corridors. 


1020.5 Air movement in corridors. Corridors shall not 
serve as supply, return, exhaust, relief or ventilation air ducts. 


EXCEPTIONS: 1. Use of a corridor as a source of makeup air for exhaust 
systems in rooms that open directly onto such corridors, 
including toilet rooms, bathrooms, dressing rooms, 
smoking lounges and janitor closets, shall be permitted 
provided that each such corridor is directly supplied with 
outdoor air at a rate greater than the rate of makeup air 
taken from the corridor. 

2. Where located within a dwelling unit, the use of corri- 
dors for conveying return air shall not be prohibited. 

3. Where located within tenant spaces of one thousand 


square feet (93 m°) or less in area, utilization of corri- 
dors for conveying return air is permitted. 

4. Incidental air movement from pressurized rooms 
within health care facilities, provided that a corridor is 
not the primary source of supply or return to the room. 
5. Where such air is part of an engineered smoke control 
system. 

6. Air supplied to corridors serving residential occupan- 
cies shall not be considered as providing ventilation air 
to the dwelling units subject to the following: 

6.1. The air supplied to the corridor is one hundred per- 
cent outside air; and 

6.2. The units served by the corridor have conforming 
ventilation air independent of the air supplied to the cor- 
ridor; and 

6.3. For other than high-rise buildings, the supply fan 
will automatically shut off upon activation of corridor 
smoke detectors which shall be spaced at no more than 
thirty feet (9144 mm) on center along the corridor; or 
6.4. For high-rise buildings, corridor smoke detector 
activation will close required smoke/fire dampers at the 
supply inlet to the corridor at the floor receiving the 
alarm. 


AMENDATORY SECTION (Amending WSR 13-04-063, 
filed 2/1/13, effective 7/1/13) 


WAC 51-54A-1021 ((Numberofexits-and-exiteonfig- 
urations:)) Reserved. 


((40243-1+-‘eeess-te-exits atadjacenttevels, A ceessto-exits 
at-othertevels-shall be by-statpways-orramps_Whereaceess 
te-exits-_eceurs from adjacent building tevels._the herizental 
and-verticalexitaceess travel distance tothe clesestexit shalt 
notexceed that specified it Section 10164 Fhe path of 
egress-travelte-an exit shall not pass through more than ene 
adjacent stery- 
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NEW SECTION 
WAC 51-54A-1028 Exit discharge. 


1028.4.1 Width or capacity. The required capacity of egress 
courts shall be determined as specified in Section 1005.1, but 
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the minimum width shall be not less than 44 inches (1118 
mm), except as specified herein. Egress courts serving Group 
R-3 and U occupancies shall be not less than 36 inches (914 
mm) in width. The required capacity and width of egress 
courts shall be unobstructed to a height of 7 feet (2134 mm). 


EXCEPTION: Encroachments complying with Section 1005.7. 


NEW SECTION 


WAC 51-54A-1030 Emergency escape and rescue. 
1030.1 General. In addition to the means of egress required 
by this chapter, provisions shall be made to emergency 
escape and rescue openings in Group R-2 occupancies in 
accordance with Tables 1006.3.2(1) and 1006.3.2(2) and 
Group R-3 occupancies. Basements and sleeping rooms 
below the fourth story above grade plane shall have at least 
one exterior emergency escape and rescue opening in accor- 
dance with this section. Where basements contain one or 
more sleeping rooms, emergency escape and rescue openings 
shall be required in each sleeping room, but shall not be 
required in adjoining areas of the basement. Such openings 
shall open directly into a public way or to a yard or court that 
opens to a public way. 


EXCEPTIONS: 1. Basements with a ceiling height of less than 80 inches 
(2032 mm) shall not be required to have emergency 
escape and rescue openings. 

2. Emergency escape and rescue openings are not 
required from basements or sleeping rooms that have an 
exit door or exit access door that opens directly into a 
public way or to a yard, court or exterior balcony that 
opens to a public way. 

3. Basements without habitable spaces and having not 
more than 200 square feet (18.6 n’) in floor area shall 
not be required to have emergency escape and rescue 
openings. 

4. Within individual dwelling and sleeping units in 
Groups R-2 and R-3, where the building is equipped 
throughout with an automatic sprinkler system installed 
in accordance with Section 903.3.1.1, 903.3.1.2 or 
903.3.1.3, sleeping rooms in basements shall not be 
required to have emergency escape and rescue openings 
provided that the basement has one of the following: 

a. One means of egress and one emergency escape and 
rescue opening. 

b. Two means of egress. 


AMENDATORY SECTION (Amending WSR 13-24-017, 
filed 11/21/13, effective 4/1/14) 


WAC 51-54A-1103 Fire safety requirements for 
existing buildings. 


((44-63-4:3)) 1103.4.2 Three to five stories. In other than 
Group I occupancies, interior vertical openings connecting 
three to five stories shall be protected by either a one-hour 
fire-resistant and smoke-rated construction or an automatic 
sprinkler system shall be installed throughout the building in 
accordance with Section 903.3.1.1 or 903.3.1.2. 


EXCEPTIONS: 


1. Vertical opening protection is not required for Group 
R-3 occupancies. 

2. Vertical opening protection is not required for open 
parking garages and ramps. 
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3. Vertical opening protection for escalators shall be in 
accordance with Section 1103.4.5, 1103.4.6 or 1103.4.7. 


1103.4.3 More than five stories. In other than Group I occu- 
pancies, interior vertical openings connecting more than five 
stories shall be protected by fire-resistant and smoke-rated 
construction. 


EXCEPTIONS: 1. Vertical opening protection is not required for Group 
R-3 occupancies. 
2. Vertical opening protection is not required for open 


parking garages and ramps. 


3. Vertical opening protection for escalators shall be in 
accordance with Section 1103.4.8. 


1103.5.5 Nightclub. An automatic sprinkler system shall be 
provided throughout A-2 nightclubs as defined in this code. 
No building shall be constructed for, used for, or converted to 
occupancy as a nightclub except in accordance with this sec- 
tion. 


1103.9 Carbon monoxide alarms. Existing Group I or 
Group R occupancies shall be provided with single station 
carbon monoxide alarms in accordance with Section 
((988-7)) 915.4.3. An inspection will occur when alterations, 
repairs or additions requiring a permit occur, or when one or 
more sleeping rooms are added or created. The carbon mon- 
oxide alarms shall be listed as complying with UL 2034 and 
be installed and maintained in accordance with NFPA 720- 
((2042)) 2015 and the manufacturer's instructions. 


EXCEPTIONS: 1. For other than R-2 occupancies, if the building does 
not contain a fuel-burning appliance, a fuel-burning fire- 
place, or an attached garage. 

2. Work involving the exterior surfaces of dwellings, 
such as the replacement of roofing or siding, or the addi- 
tion or replacement of windows or doors, or the addition 
of a porch or deck, or electrical permits. 

3. Installation, alteration or repairs of noncombustion 
plumbing or mechanical systems. 

4. Sleeping units or dwelling units in I and R-1 occupan- 
cies and R-2 college dormitories, hotel, DOC prisons and 
work releases and ((BSHS-Heensed-boarding home)) 
assisted living facilities and residential treatment ((faei- 
ity-eceupancies)) facilities licensed by the state of Wash- 
ington which do not themselves contain a fuel-burning 
appliance, a fuel-burning fireplace, or have an attached 
garage, need not be provided with carbon monoxide 
alarms provided that: 


4.1. The sleeping units or dwelling unit is not adjacent to 
any room which contains a fuel-burning appliance, a 
fuel-burning fireplace, or an attached garage; and 

4.2. The sleeping units or dwelling unit is not connected 
by duct work or ventilation shafts with a supply or return 
register in the same room to any room containing a fuel- 
burning appliance, a fuel-burning fireplace, or to an 
attached garage; and 

4.3. The building is provided with a common area carbon 
monoxide detection system. 

5. An open parking garage, as defined in the Interna- 
tional Building Code, or enclosed parking garage venti- 
lated in accordance with Section 404 of the International 
Mechanical Code shall not be considered an attached 
garage. 
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NEW SECTION 


WAC 51-54A-1105 Construction requirements for 
existing Group I-2. 


1105.1 General. This section shall be applied by jurisdic- 
tions conducting surveys for compliance with the federal cen- 
ters for medicare and medicaid reimbursement program. 
Existing Group I-2 shall meet all of the following require- 
ments: 

1. The minimum fire safety requirements in Section 
1103. 

2. The minimum means of egress requirements in Sec- 
tion 1104. 

3. The additional egress and construction requirements 
in Section 1105. 
Where the provisions of this chapter conflict with the con- 
struction requirements that applied at the time of construc- 
tion, the most restrictive provisions shall apply. 


NEW SECTION 


WAC 51-54A-3103 Temporary tents and membrane 
structures. 


3103.5 Use period. Temporary tents, air-supported, air- 
inflated or tensioned membrane structures are permitted to be 
erected for a period of less than 180 days within a 12-month 
period on a single premises. Such structures erected for 180 
days or more within a 12-month period shall comply with the 
IBC. 


NEW SECTION 


WAC 51-54A-3800 Marijuana processing or 
extraction facilities. 


SECTION 3801—ADMINISTRATION 


3801.1 Scope. Marijuana processing or extraction facilities 
shall comply with this chapter and the International Building 
Code. The extraction process includes the act of extraction of 
the oils and fats by use of a solvent, desolventizing of the raw 
material and production of the miscella, distillation of the sol- 
vent from the miscella and solvent recovery. The use, stor- 
age, transfilling, and handling of hazardous materials in these 
facilities shall comply with this chapter, other applicable pro- 
visions of this code and the International Building Code. 


3801.2 Application. The requirements set forth in this chap- 
ter are requirements specific only to marijuana processing 
and extraction facilities and shall be applied as exceptions or 
additions to applicable requirements set forth elsewhere in 
this code. 


3801.3 Multiple hazards. Where a material, its use or the 
process it is associated with poses multiple hazards, all haz- 
ards shall be addressed in accordance with Section 5001.1 
and other material specific chapters. 


3801.4 Existing buildings or facilities. Existing buildings or 
facilities used for the processing of marijuana shall comply 
with this chapter. Existing buildings or facilities used for 
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marijuana extraction shall comply with the requirements of 
this chapter by July 1, 2016. 


3801.5 Permits. Permits shall be required as set forth in Sec- 
tion 105.6 and 105.7. 


SECTION 3802—DEFINITIONS 


Marijuana extraction facility (MEF): A building used for 
the solvent-based extraction process of marijuana. 


Marijuana extraction equipment (MEE): Equipment or 
appliances used for the extraction of botanical material such 
as essential oils, from marijuana. 


Marijuana extraction room (MER): The room or space in 
which the solvent-based extractions occur. 


Finding: The results of an inspection, examination, analysis 
or review. 


Observation: A practice or condition not technically non- 
compliant with other regulations or requirements, but could 
lead to noncompliance if left unaddressed. 


Desolventizing: The act of removing a solvent from a mate- 
rial. 


Miscella: A mixture, in any proportion, of the extracted oil or 
fat and the extracting solvent. 


Transfilling: The process of taking a gas source, either com- 
pressed or in liquid form (usually in bulk containers), and 
transferring it into a different container (usually a smaller 
compressed cylinder). 


SECTION 3803—PROCESSING OR EXTRACTION OF MARI- 
JUANA 


3803.1 Location. Marijuana processing shall be located in a 
building complying with the /nternational Building Code and 
this code. The marijuana extraction process shall be located 
in a room dedicated to the extraction process. The extraction 
room shall not be used for any other purpose including stor- 
age. 


3803.2 Staffing. The extraction process shall be continuously 
staffed by personnel trained in the extraction process, the 
transfer of LP-gas where applicable, and all emergency pro- 
cedures. All staff training records shall be maintained on-site 
by the owner and made available upon request from the fire 
code official. 


3803.3 Systems, equipment and processes. Systems, equip- 
ment, and processes shall be in accordance with Sections 
3802.3.1 through 3802.3.3.7. 


3803.3.1 Application. Systems, equipment and processes 
shall include, but are not limited to, vessels, chambers, con- 
tainers, cylinders, tanks, piping, tubing, valves, fittings, and 
pumps. 


3803.3.2 General requirements. In addition to the require- 
ments in Section 3802, systems, equipment and processes 
shall also comply with Section 5003.2, other applicable pro- 
visions of this code, the International Building Code, and the 
International Mechanical Code. 
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3803.3.3 Additional requirements for marijuana 
extraction. In addition to the requirements of Section 3802.3, 
marijuana extraction systems, equipment and process shall 
comply with this section. 


3803.3.3.1 General requirements. The requirements set 
forth in Section 5003.2 shall apply to vessels, chambers, con- 
tainers, cylinders, tanks, piping, tubing, valves, fittings, and 
pumps used in the extraction process. The use of ovens in 
post-process purification or winterization shall comply with 
Section 3802.3.3.7. 


3803.3.3.2 Systems and equipment. Systems or equipment 
used for the extraction of marijuana/cannabis oils from plant 
material shall be listed for the specific use. If the system used 
for extraction of marijuana/cannabis oils and products from 
plant material is not listed, then the system shall have a 
designer of record. If the designer of record is not a licensed 
Washington professional engineer, then the system shall be 
peer reviewed by a licensed Washington professional engi- 
neer. In reviewing the system, the licensed professional engi- 
neer shall review and consider any information provided by 
the system's designer or manufacturer. For systems and 
equipment not listed for the specific use, a technical report 
documenting the design or peer review as outlined in Section 
3802.3.3.4.2 shall be prepared and submitted to the fire code 
official for review and approval for systems and equipment 
used for the extraction of marijuana/cannabis oils and prod- 
ucts from plant material. The firm or individual performing 
the engineering analysis for the technical report shall be 
approved by the fire code official prior to performing the 
analysis. 


3803.3.3.3 Change of extraction medium. Where the 
medium of extraction or solvent is changed from the material 
indicated in the technical report or as required by the manu- 
facturer, the technical report shall be revised at the cost of the 
facility owner, submitted for review and approval by the fire 
code official prior to the use of the equipment with the new 
medium or solvent. If the original engineer of record is not 
available, then new engineer of record shall comply with Sec- 
tion 3802.3.3.4.1. 


3803.3.3.4 Required technical report. The technical report 
documenting the design or peer review shall be submitted for 
review and approval by the fire code official prior to the 
equipment being located or installed at the facility. 


3803.3.3.4.1 Approval of the engineer of record. Where a 
technical report is required to be submitted for review and 
approval by the fire code official to meet the requirements of 
3802.3.3.2, the following actions shall occur: 


1. Prior to submittal of the technical report, the engineer 
shall submit educational background and professional experi- 
ence specific to the review and approval of system, equip- 
ment and processes with like hazards of those associated with 
the marijuana extraction system to the fire code official. 


2. Once the proof of qualifications are found acceptable 
by the fire code official, the engineer of record shall produce 
the technical report and the report shall be signed and sealed 
in accordance with Washington state requirements. 
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The proof of qualifications shall include documentation 
indicating the person is a professional engineer licensed in 
Washington state. 


3803.3.3.4.2 Content of technical report and engineering 
analysis. All, but not limited to, the items listed below shall 
be included in the technical report: 

1. Manufacturer information. 

2. Engineer of record information. 

3. Date of review and report revision history. 

4. Signature page shall include: 

a. Author of the report; 

b. Date of report; 

c. Seal, date and signature of engineer of record perform- 
ing the design or peer review; and 

d. Date, signature, and stamp of the professional engi- 
neer performing the engineering document review of the 
report. The engineering document review cannot be per- 
formed by the authoring engineer. 

5. Model number of the item evaluated. If the equipment 
is provided with a serial number, the serial number shall be 
included for verification at time of site inspection. 

6. Methodology of the design or peer review process 
used to determine minimum safety requirements. Methodol- 
ogy shall consider the basis of design, and shall include a 
code analysis and code path to demonstrate the reason as to 
why specific code or standards are applicable or not. 

7. Equipment description. A list of every component and 
subassembly (clamp, fittings, hose, quick disconnects, 
gauges, site glass, gaskets, valves, pumps, vessels, contain- 
ers, switches, etc.) of the system or equipment, indicating the 
manufacturer, model number, material, and solvent compati- 
bility. Vendor cut sheets shall be provided. 

8. A general flow schematic or general process flow dia- 
gram (PFD) of the process. Post-processing or winterization 
may be included in this diagram. All primary components of 
the process equipment shall be identified and match the 
aforementioned list. Operating temperatures, pressures, and 
solvent state of matter shall be identified in each primary step 
or component. A piping and instrumentation diagram (PID or 
PI&D) may be provided but is not required. 

9. Analysis of the vessel(s) if pressurized beyond stan- 
dard atmospheric pressure. Analysis shall include purchased 
and fabricated components. 

10. Structural analysis for the frame system supporting 
the equipment. 

11. Process safety analysis of the extraction system, from 
the introduction of raw product to the end of the extraction 
process. 

12. Comprehensive process hazard analysis considering 
failure modes and points of failure throughout the process. 
This portion of the review should include review of emer- 
gency procedure information provided by the manufacturer 
of the equipment or process and not that of the facility, build- 
ing or room. 

13. Review of the assembly instructions, operational and 
maintenance manuals provided by the manufacturer. 

14. Report shall include findings and observations of the 
analysis. 

15. List of references used in the analysis. 
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3803.3.3.5 Building analysis. If the technical report, or man- 
ufacturer's literature indicate specific requirements for the 
location, room, space or building, where the extraction pro- 
cess is to occur, the engineer of record, as approved in 
3802.3.3.4.1 shall review the construction documents of such 
location, room, space or building and provide a report of their 
findings and observations to the fire code official. 

Analysis shall include: 

1. Process safety analysis of the entire process from raw 
material to finished product. 

2. Comprehensive process hazard analysis considering 
failure modes and points throughout the process. Should 
include review of emergency procedures as related to the 
equipment or process, and the facility. 


3803.3.3.6 Site inspection. Prior to operation of the 
extraction equipment, if required by the fire code official, the 
engineer of record, as approved in Section 3802.3.3.4.1 shall 
inspect the site of the extraction process once equipment has 
been installed for compliance with the technical report and 
the building analysis. The engineer of record shall provide a 
report of findings and observations of the site inspection to 
the fire code official prior to the approval of the extraction 
process. The field inspection report authored by engineer of 
record shall include the serial number of the equipment used 
in the process and shall confirm the equipment installed is the 
same model and type of equipment identified in the technical 
report. 


3803.3.3.7 Post-process purification and winterization. 
Post-processing and winterization involving the heating or 
pressurizing of the miscella to other than normal pressure or 
temperature shall be approved and performed in an appliance 
listed for such use. Domestic or commercial cooking appli- 
ances shall not be used. The use of industrial ovens shall 
comply with Chapter 30. 


EXCEPTION: An automatic fire extinguishing system shall not be 


required for batch-type Class A ovens having less than 
3.0 cubic feet of work space. 


3803.4 Construction requirements. 


3803.4.1 Location. Marijuana extraction shall not be located 
in any building containing a Group A, E, I or R occupancy. 


3803.4.1.1 Extraction room. The extraction equipment and 
extraction process shall be located in a room dedicated to 
extraction. 


3803.4.2 Egress. Each marijuana extraction room shall be 
provided with at least one exit, swinging in the direction of 
travel provided with an automatic closer and panic hardware. 


3803.4.2.1 Facility egress. The marijuana extraction room 
shall not enter directly into an exit, exit passageway, horizon- 
tal exit or along the sole egress path from another portion of 
the building. 


3803.4.3 Ventilation. Each marijuana extraction room shall 
be provided with a dedicated hazardous exhaust system com- 
plying with Section 5004.3 for all solvents other than water. 
The operation of the hazardous exhaust system shall be con- 
tinuous. 
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3803.4.4 Control area. Each marijuana extraction room 
shall be considered a single control area and comply with 
Section 5003.8.3. 


3803.4.5 Ignition source control. Extraction equipment and 
extraction processes using a hydrocarbon-based liquid or gas 
solvent shall be provided with ventilation rates for the room 
to maintain the concentration of flammable constituents in air 
below 25 percent of the lower flammability limit of the 
respective solvent. If not provided with the required ventila- 
tion rate, then Class I Division II electrical requirements shall 
apply to the entire room. 


3803.4.6 Interlocks. All electrical components within the 
extraction room shall be interlocked with the hazardous 
exhaust system and when provided, the gas detection system. 
When the hazardous exhaust system is not operational, then 
light switches and electrical outlets shall be disabled. Activa- 
tion of the gas detection system shall disable all light 
switches and electrical outlets. 


3803.4.7 Emergency power. 


3803.4.7.1 Emergency power for extraction process. 
Where power is required for the operation of the extraction 
process, an automatic emergency power source shall be pro- 
vided. The emergency power source shall have sufficient 
capacity to allow safe shutdown of the extraction process 
plus an additional 2 hours of capacity beyond the shutdown 
process. 


3803.4.7.2 Emergency power for other than extraction 
process. An automatic emergency power system shall be pro- 
vided for the following items when installed. 


3803.4.7.2.1 Required electrical systems. 
1. Extraction room lighting. 
2. Extraction room ventilation system. 
3. Solvent gas detection system. 
4. Emergency alarm systems. 
5. Automatic fire extinguishing systems. 


3803.4.8 Continuous gas detection system. For extraction 
processes utilizing gaseous hydrocarbon-based solvents, a 
continuous gas detection system shall be provided. The gas 
detection threshold shall be no greater than 25 percent of the 
LEL/LFL limit of the materials. 


3803.4.9 Liquefied-petroleum gases shall not be released to 
the atmosphere. 


3803.5 Carbon dioxide enrichment or extraction. 
Extraction processes using carbon dioxide shall comply with 
the section. 


3803.5.1 Scope. Carbon dioxide systems with more than 100 
pounds of carbon dioxide shall comply with Sections 3802.5 
through 3802.5.8. This section is applicable to carbon dioxide 
systems utilizing compressed gas systems, liquefied-gas sys- 
tem, dry ice, or on-site carbon dioxide generation. 


3803.5.2 Permits. Permits shall be required as set forth in 
Sections 105.6 and 105.7. 


3803.5.3 Equipment. The storage, use, and handling of liq- 
uid carbon dioxide shall be in accordance with Chapter 54 
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and the applicable requirements of NFPA 55, Chapter 13. 
Insulated liquid carbon dioxide system shall have pressure 
relief devices in accordance with NFPA 55. 


3803.5.5 Protection from damage. Carbon dioxide systems 
shall be installed so the storage tanks, cylinders, piping and 
fittings are protected from damage by occupants or equip- 
ment during normal facility operations. 


3803.5.7 Signage. At the entrance to each area using or stor- 
ing carbon dioxide, signage shall be posted indicating the 
hazard. Signs shall be durable and permanent in nature and 
not less than 7 inches wide by 10 inches tall. Signs shall bear 
the "skull and crossbones" emblem with the warning "DAN- 
GER! POTENTIAL OXYGEN DEFICIENT ATMOSPHERE." NFPA 704 
signage shall be provided at the building main entry and the 
rooms where the carbon dioxide is used and stored. 


3803.5.8 Ventilation. Mechanical ventilation shall be in 
accordance with the /nternational Mechanical Code and shall 
comply with all of the following: 

1. Mechanical ventilation in the room or area shall be at 
arate of not less than 1 cubic foot per minute per square foot. 

2. The exhaust system intake shall be taken from a point 
within 12 inches of the floor. 

3. The ventilation system shall be designed to operate at 
a negative pressure in relation to the surrounding area. 


3803.6 Flammable or combustible liquid. The use of a 
flammable or combustible liquid for the extraction of oils and 
fats from marijuana shall comply with this section. 


3803.6.1 Scope. The use of flammable and combustible liq- 
uids for liquid extraction process where the liquid is boiled, 
distilled, or evaporated shall comply with this section and 
NFPA 30. 


3803.6.2 Location. The process using a flammable or com- 
bustible liquid shall be located within a hazardous exhaust 
fume hood, rated for exhausting flammable vapors. Electrical 
equipment used within the hazardous exhaust fume hood 
shall be rated for use in flammable atmospheres. Heating of 
flammable or combustible liquids over an open flame is pro- 
hibited. 
EXCEPTION: The use of a heating element not rated for flammable 
atmospheres may be approved where documentation 
from the manufacturer or an approved testing laboratory 
indicates it is rated for heating of flammable liquids. 


NEW SECTION 
WAC 51-54A-5307 Carbon dioxide (CO,) systems. 


5307.1 General. Carbon dioxide systems with more than 100 
pounds (45.4 kg) of carbon dioxide shall comply with Sec- 
tions 5307.2 through 5307.5.2. 


AMENDATORY SECTION (Amending WSR 13-04-063, 
filed 2/1/13, effective 7/1/13) 


WAC 51-54A-8000 Referenced standards. 


NFPA 96-07 Standard for Ventilation Control and Fire Pro- 
tection of Commercial Cooking Operations ........ 609.3 
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NFPA 720-((42)) 15 Standard for the Installation of Carbon 
Monoxide (CO) Warning Equipment in Dwelling 
Units 908.7, 1103.9 


WSR 15-16-112 
PROPOSED RULES 
DEPARTMENT OF ECOLOGY 
[Order 13-12—Filed August 4, 2015, 2:18 p.m.] 


Original Notice. 

Preproposal statement of inquiry was filed as WSR 14- 
09-097. 

Title of Rule and Other Identifying Information: Ecol- 
ogy proposes to amend an existing rule, chapter 173-401 
WAC, Operating permit regulation. 

Hearing Location(s): Department of Ecology, Headquar- 
ters, 300 Desmond Drive S.E., Lacey, WA 98503, on Sep- 
tember 10, 2015, at 10:00 a.m.; directions http://www.ecy. 
wa.gov/directory_hq.html; webinar, ecology is also offering 
the presentation, question and answer (Q&A) session, and 
public hearing through a webinar. A webinar is an online 
meeting forum that can be accessed from any computer or 
smart phone with an internet connection. To join the webinar, 
click on the following link for more information and instruc- 
tions http://www.ecy.wa.gov/programs/air/rules/rules_laws/ 
wac173401/1312/Involvement.htm. 

Ecology is holding one public hearing on this rule pro- 
posal. The hearing will begin with a short presentation fol- 
lowed by a Q&A session. Testimony will start after the Q&A 
session. Comments may be provided orally by those who 
attend in person or via the webinar. Staff will also accept 
written comments submitted at the hearing but not via the 
webinar. 

Submit Your Comments: You can give us your official 
comments in the following ways: (1) Oral testimony or sub- 
mit written comments in person at the public hearing; (2) pro- 
vide oral testimony through the webinar; (3) e-mail your 
comments to AQComments@ecy.wa.gov; (4) mail com- 
ments to the Department of Ecology, Margo Thompson, P.O. 
Box 47600, Olympia, WA 98504-7600; or (5) fax (360) 407- 
7534. 

Date of Intended Adoption: December 1, 2015. 

Submit Written Comments to: Margo Thompson, P.O. 
Box 47600, Olympia, WA 98504-7600, e-mail AQ 
Comments@ecy.wa.gov, fax (360) 407-7534, by September 
18, 2015. 

Assistance for Persons with Disabilities: For special 
accommodations or documents in alternate format, call (360) 
407-6800, 711 (relay service), or 877-833-6341 (TTY), by 
September 8, 2015. 

Purpose of the Proposal and Its Anticipated Effects, 
Including Any Changes in Existing Rules: This rule-making 
proposal is to amend chapter 173-401 WAC, Operating per- 
mit regulation. Amendments will: 


Update language for the complexity portion of ecol- 
ogy's air operating permit (AOP) fees to allow for 
fairer fee distribution to ecology AOP sources. 
Revise nonstatutory audit provisions. 
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Clarify applicability requirements. 

Clarify rule provisions, update language to be con- 
sistent with state and federal rules, and correct 
errors. 


Originally, ecology proposed to amend chapter 173-400 
WAC, General regulations for air pollution sources and chap- 
ter 173-455 WAC, Air quality fee rule, to maintain consis- 
tency with the operating permit regulation. Ecology realized 
this is not necessary, so we will not be amending them in this 
tule making. 

Reasons Supporting Proposal: 1. Fees - AOP sources are 
required under state and federal law to pay fees that cover the 
full cost of the AOP program. This rule making proposes to: 


Allow flexibility for ecology to develop fairer fee 
distribution associated with ecology's work load for 
ecology AOP sources. 

Establish annual public process for setting the distri- 
bution of fee burden. Under that process, some fees 
for ecology AOP sources will increase and others 
may decrease. 


2. Audits - fiscal and performance audits of AOP permit- 
ting agencies are required by state law. This rule making pro- 
poses to: 


Update fiscal and performance audit requirements 
to better align with needs of a mature program. 
Reduce the frequency of performance audits to 
match the needs of a mature program. Reducing the 
performance audit frequency also lowers program 
costs. 

Remove audit questions from the rule and redesign 
the performance audit focus. Redesigning the per- 
formance audit provisions provides more meaning- 
ful feedback to each permitting agency and their 
regulated communities. 


3. Applicability - the applicability section of the rule 
determines which sources must comply with AOP require- 
ments. This rule making proposes to: 


Update applicability for nonmajor AOP sources to 
align with the federal operating permit rule. 


4. Rule language - this rule making proposes to: 


Update language to align with federal rules. 
Lessen confusion and increase usability of the rule. 
Correct errors. 


Statutory Authority for Adoption: RCW 70.94.011, 
70.94.161, 70.94.162, and 70.94.331, provide clear and direct 
authority to adopt rules on this subject. 

Statute Being Implemented: Chapter 70.94 RCW, Wash- 
ington Clean Air Act. 

Rule is not necessitated by federal law, federal or state 
court decision. 

Name of Proponent: Washington state department of 
ecology, governmental. 

Name of Agency Personnel Responsible for Drafting: 
Margo Thompson, Department of Ecology, Lacey, Washing- 
ton, (360) 407-6827; Implementation: Gail Spencer, Depart- 
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ment of Ecology, Lacey, Washington, (360) 407-7530; and 
Enforcement: (Respective air agency): Benton Clean Air 
Agency, Kennewick, (509) 783-1304; Northwest Clean Air 
Agency, Mount Vernon, (360) 428-1617; Olympic Clean Air 
Agency, Olympia, (800) 422-5623; Puget Sound Clean Air 
Agency, Seattle, (800) 552-3565; Southwest Clean Air 
Agency, Vancouver, (800) 633-0709; Spokane Regional 
Clean Air Agency, Spokane, (509) 477-4727; Yakima 
Regional Clean Air Agency, Yakima, (800) 540-6950; 
Department of Ecology - Central Regional Office, Union 
Gap, (509) 575-2490; Department of Ecology - Eastern 
Regional Office, Spokane, (509) 329-3400; and Department 
of Ecology - Industrial Section, Lacey, (360) 407-6800. 

A small business economic impact statement has been 
prepared under chapter 19.85 RCW. 


Small Business Economic Impact Statement 


Executive Summary: Based on research and analysis 
required by the Regulatory Fairness Act (RFA), RCW 
19.85.070, ecology has determined that the proposed air qual- 
ity rule, operating permit regulation (chapter 173-401 WAC) 
does not have a disproportionate impact on small business. 
This is because the rule only impacts large businesses. (A 
small business is defined by the RFA as having fifty or fewer 
employees.) Ecology did not, therefore, include language in 
the proposed rule to minimize disproportionate impacts. 

The small business economic impact statement is 
intended to be read with the associated cost-benefit analysis 
(ecology publication #15-02-012), which contains more in- 
depth discussion of the analysis. 

The proposed rule amendments would: 


e Update language for the complexity portion of ecol- 
ogy's AOP fees to allow for fairer fee distribution to 
ecology AOP sources and establish a public process 
for setting the distribution of fee burden. 

e Revise nonstatutory audit provisions. 

e Clarify applicability requirements to allow nonma- 
jor sources with AOPs to have permit requirements 
only for the subset of their units that made them sub- 
ject to the permit. 

e Clarify rule provisions, update language to be con- 
sistent with state and federal rules, and correct 
errors. 


Ecology involved small businesses (or their representa- 
tives) and local governments and agencies in the develop- 
ment of this rule. Local clean air agencies were actively 
involved in informing [forming] this rule making. 

We do not expect significant impacts to jobs statewide, 
because losses due to fee increases in (or within) one industry 
would be largely counterbalanced by gains due to fee reduc- 
tions elsewhere, because fees would be redistributed using a 
public process under the proposed rule. 


SECTION 1: BACKGROUND, BASELINE, AND PROPOSED 
RULE: 


1.1 Introduction: Based on research and analysis 
required by the RFA, RCW 19.85.070, ecology has deter- 
mined that the proposed air quality rule, operating permit reg- 
ulation (chapter 173-401 WAC) does not have a dispropor- 
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tionate impact on small business. This is because the rule 
only impacts large businesses. (A small business is defined 
by the RFA as having fifty or fewer employees.) Ecology did 
not, therefore, include language in the proposed rule to mini- 
mize disproportionate impacts. 

The small business economic impact statement is 
intended to be read with the associated cost-benefit analysis 
(ecology publication #15-02-012), which contains more in- 
depth discussion of the analysis. 

Title V of the federal Clean Air Act requires states to 
develop and implement an AOP program in accordance with 
40 C.F.R. Part 70 for businesses and industries that are the 
largest sources of air pollution. These operating permits are 
often referred to as AOPs, Title V Permits, or Part 70 Permits. 
An AOP combines into one document requirements for oper- 
ations, procedures, applicable regulations, emissions stan- 
dards, monitoring, recordkeeping, and reporting applicable to 
a given source. The purpose of the AOP is to make it easier to 
comply with and enforce air pollution laws. Ecology, the 
energy facility site evaluation council (EFSEC), and the 
seven local clean air agencies have received EPA approval to 
administer Washington's AOP program. 

Washington's AOP regulation is chapter 173-401 WAC. 
The regulation requires a facility to have an AOP if it has the 
potential to emit any of the following: 


e More than one hundred tons per year of any criteria 
pollutant, such as nitrogen oxides (NOx), volatile 
organic compounds (VOCs), carbon monoxide 
(CO), sulfur dioxide (SO2), particulate matter 
smaller than 10 microns in diameter (PM 9), partic- 
ulate matter smaller than 2.5 microns in diameter 
(PM, 5), lead, and any ozone depleting substance. 
Lower thresholds may apply in nonattainment areas; 

e More than ten tons per year of any hazardous air 
pollutant (HAP), as listed in subsection 112(b) of 
the federal Clean Air Act; or 

e More than twenty-five tons per year of a combina- 
tion of any HAPs. 


A facility may also be required to have an AOP if it is 
subject to certain federal air quality requirements, including: 


e Title IV Acid Rain Program; 
e Certain new source performance standards (NSPS); 
or 


e Certain national emission standard for hazardous air 
pollutants (NESHAP). 


1.2 Proposed Rule Amendments: The operating permit 
regulation rule governs the operating permit program admin- 
istered by ecology and delegated to local clean air agencies: 

The proposed rule amendments would: 


e Update language for the complexity portion of ecol- 
ogy's AOP fees to allow for fairer fee distribution to 
ecology AOP sources and establish a public process 
for setting the distribution of fee burden. 

e Revise nonstatutory audit provisions. 

e Clarify applicability requirements to allow nonma- 
jor sources with AOPs to have permit requirements 
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only for the subset of their units that made them sub- 
ject to the permit. 

e Clarify rule provisions, update language to be con- 
sistent with state and federal rules, and correct 
errors. 


1.3 Reasons for the Proposed Rule Amendments: The 
overall reasons for the proposed rule amendments include: 


e Fees - Sources are required under state and federal 
law to pay fees that cover the full cost of the AOP 
program. The proposed rule amendments: 

o Update language for the complexity portion of 
ecology's AOP fee. 

o Allow flexibility for ecology to develop fairer 
fee distribution associated with ecology's work- 
load for ecology AOP sources. 

o Establish annual public process for setting the 
distribution of fee burden. 

e Audits - Audits of permitting agencies are required 
by state law. The proposed rule amendments: 

o Update fiscal and performance audit require- 
ments to better align with needs of a mature 
program. 

o Reduce the frequency of performance audits to 
match the needs of a mature program. This also 
reduces unnecessary program costs. 

o Remove audit questions from the rule and rede- 
sign the focus of audits. This provides more 
meaningful feedback to each permitting agency 
and its regulated communities. 

e Applicability - Determines which sources must 
comply with AOP requirements. The proposed rule 
amendments: 

o Update applicability to align with the federal 
operating permit rule. 

¢ Form and function - The proposed rule amendments 
update the rule language to align with federal rules, 
lessen confusion, increase usability of the rule in a 
modern context, and correct errors. 


1.4 Baseline: The baseline for our analyses generally 
consists of existing rules and laws, and their requirements. 
For economic analyses, the baseline also includes the imple- 
mentation of those regulations, including any guidelines and 
policies that result in behavior changes and real impacts. This 
is what allows us to make a consistent comparison between 
the state of the world with or without the proposed rule 
amendments. 

For this rule making, the baseline includes: 


e Federal rule: Title V of the federal Clean Air Act 
requires states to develop and implement an AOP 
program in accordance with 40 C.F.R. Part 70 for 
facilities that are the largest sources of air pollution. 
These operating permits are often referred to as 
AOPs, Title V Permits, or Part 70 Permits. They 
combine into one document requirements for opera- 
tions, procedures, applicable regulations, emissions 
standards, monitoring, recordkeeping, and report- 
ing. The purpose of the AOP is to make it easier to 
comply with and enforce air pollution laws. 
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e State law: The state Clean Air Act is chapter 70.94 
RCW, which directly authorizes ecology to adopt 
tules on this subject. 

e Existing state rule: Washington's AOP regulation is 
in chapter 173-401 WAC. The regulation requires a 
facility to have an AOP if it has the potential to emit 
any of the following: 

o More than one hundred tons per year of any 
pollutant, such as nitrogen oxides (NOx), vola- 
tile organic compounds (VOCs), carbon mon- 
oxide (CO), sulfur dioxide (SO2), particulate 
and particulate matter (PM). Lower thresholds 
may apply in nonattainment areas; 

o More than ten tons per year of any HAP, as 
listed in subsection 112(b) of the federal Clean 
Air Act; or 

o More than twenty-five tons per year of a combi- 
nation of any HAPs. 


Section 2: Analysis of Compliance Costs: Total com- 
pliance costs imposed by the proposed rule do not change or 
have a possibility of cost-savings under the proposed rule 
(see associated cost-benefit analysis for this rule making). 
The proposed rule, however, establishes a process for ecol- 
ogy to develop a complexity fee allocation based on work- 
load used to manage each of ecology's AOPs. For this analy- 
sis, we consider the additional compliance costs of increases 
in fees that might arise from such a program. 

While the proposed rule does not change the total 
amount charged to support the ecology-managed portion of 
the AOP program (it is legislatively determined), it does cre- 
ate a public process to develop a complexity fee distribution 
based on actual ecology workload required to manage each of 
ecology's AOPs. 

The calculation method would be determined by the pub- 
lic process established in the proposed rule. Ecology did not 
identify any compliance costs arising directly from the pro- 
posed rule. 

Section 3: Quantification of Cost Ratios: Using the 
most recent list of permittees in the AOP program with per- 
mits managed by ecology, we determined the companies with 
controlling interest in all cases employed more than fifty 
employees.! The business sizes ranged from fifty to ninety- 
nine employees employed in-state by interstate or interna- 
tional businesses, to fifty-nine thousand employed world- 
wide. We therefore determined that the proposed rule does 
not impact small businesses, and that it was not possible to 
compare impacts per employee on small versus the largest 
ten percent of businesses, as directed by the RFA. 


‘Washington employment security department, workforce explorer 
database. Company web sites and annual reports. 


Section 4: Actions Taken to Reduce Impact of the 
Rule on Small Businesses: Ecology did not take any action 
to reduce the impact of the proposed rule on small businesses 
because the proposed rule does not have a disproportionate 
impact on small businesses. 

Section 5: The Involvement of Small Businesses and 
Local Government in the Development of the Proposed 
Rule: Ecology involved small businesses (or their represen- 
tatives) and local governments and agencies in the develop- 
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ment of this rule. Local clean air agencies were actively 
involved in informing [forming] this rule making. Rule 
development was also aided by three committees: 


e Fee Allocation Advisory Committee: Members 
included: 


o 


© 


Dennis Bowser, Department of Energy 

Anya Caudill, Ecology 

David Moore, Boeing 

Doug Krapas, Inland Empire Paper Company 
(IEPCO) 

Phil Gent, Ecology 

Richard Hibbard, Ecology 

Dale Jackson, Department of Energy 

Jeff Johnston, Ecology 

Ken Johnson, Weyerhaeuser 

Mike Ennis, Association of Washington Busi- 
nesses 

Pete Hildebrandt 

Nancy Pritchett, Ecology 

Crystal Rau, Ecology 

Reed Kaldor, Fluor Hanford, Inc 

Garin Schrieve, Ecology 

Margo Thompson, Ecology 


e Audit Provisions Advisory Committee: Members 
included: 


ooooo0o0 00 0 


© O ooo 


ooo0°0 


(0) 
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e Applicability Advisory Committee: 


Agata McIntyre, Northwest Clean Air Agency 
April Westby, Spokane Clean Air Agency 
Anya Caudill, Ecology 

Crystal Rau, Ecology 

David Moore, Boeing 

Doug Krapas, IEPCO 

Garin Schrieve, Ecology 

Philip Gent, Ecology 

Lynnette Haller, Ecology 

Hasan Tahat, Yakima Regional Clean Air 
Agency 

Richard Hibbard, Ecology 

Jeff Johnston, Ecology 

Mark Buford, Northwest Clean Air Agency 
Mark Goodin, Olympic Regional Clean Air 
Agency 

Mike Ennis, Association of Washington Busi- 
nesses 

Paul Mairose, Southwest Clean Air Agency 
Pete Hildebrandt 

Nancy Pritchett, Ecology 

Robin Priddy, Benton Clean Air Agency 

Steve VanSlyke, Puget Sound Clean Air 
Agency 

Margo Thompson, Ecology 

Wess Safford, Southwest Clean Air Agency 
Members 


included: 


oooo0o0o90 
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Anya Caudill, Ecology 

David W. Moore, Boeing 

Doug Krapas, IEPCO 

John C. Ewell, HI, City of Lynnwood 
Rebecca Fox, City of Anacortes 
Dick Frank, City of Vancouver 
William Franz, City of Anacortes 


[194] 


ooo0 0 


Washington State Register, Issue 15-16 


John St. Clair, Southwest Clean Air Agency 
Jeff Johnston, Ecology 

Larry Bateman, City of Bellingham 

Mark Buford, Northwest Clean Air Agency 
Mark Goodin, Olympic Regional Clean Air 
Agency 

Agata McIntyre, Northwest Clean Air Agency 
Stephen Nelson, Coal Creak [Creek] Environ- 
mental 

Peg Wending, City of Bellingham 

Nancy Pritchett, Ecology 

Margo Thompson, Ecology 

Rich Hibbard, Ecology 

Pamela Randolph, City of Edmonds 

Steve VanSlyke, Puget Sound Clean Air 
Agency 

Uri Papish, Southwest Clean Air Agency 


Section 6: The Standard Industry Classification 
(SIC) Codes of Impacted Industries: The SIC system has 
long been replaced by the North American Industry Classifi- 
cation System (NAICS). Based on the list of existing permit- 
tees, the following NAICS codes may be affected by the pro- 
posed rule, based on existing permittees in the AOP program 
managed by ecology:? 


?Washington employment security department, workforce explorer 


database. 

2122 Metal Ore Mining | 3313 Alumina and Alu- 
minum Produc- 
tion 

2211 Power Genera- 4235 Metal and Mineral 

tion and Supply Merchant Whole- 
salers 

3211 Sawmills and 4238 Machinery and 

Wood Preserva- Supply Merchant 
tion Wholesalers 

3219 Other Wood Prod- | 4441 Building Material 

uct Manufactur- and Supplies 
ing Dealers 

3219 Other Wood Prod- | 4862 Pipeline Trans- 

uct Manufactur- portation of Natu- 
ing ral Gas 

3221 Pulp, Paper, and | 5416 Management and 

Paperboard Mills Technical Con- 
sulting Services 

3222 Converted Paper | 5622 Waste Treatment 

Product Manufac- and Disposal 
turing 


Section 7: Impact on Jobs: We used the Washington 
state office of financial management's Washington input-out- 
put model (OFM-IO) to assess the proposed rule's impact on 
jobs across the state. This methodology estimates the impact 
as reductions or increases in spending in certain sectors of the 
state economy flow through to purchases, suppliers, and 
demand for other goods. Compliance costs incurred by an 


Washington State Register, Issue 15-16 


industry are entered in the OFM-IO model as a decrease in 
spending and investment.’ 


3For more information, see http://www.ofm.wa.gov/economy/io/2007/ 
default.asp. 


Since the proposed rule does not stipulate a specific 
complexity fee distribution method or calculation, but rather 
establishes a public process to develop a new fee distribution 
based on workload used to manage each permit, we examined 
the scope of how fee increases and decreases affect jobs in 
the OFM-IO model. 

If we account for the implicit transfers of burden from 
those businesses for which fees decrease to those for which 
fees increase, the statewide impact nets out to approximately 
no change in jobs. It is important to note that some industries 
are more labor-intensive than others (and also pay different 
wages than others), and a reduction in their fees might result 
in a slightly greater increase in employment than would be 
necessary to balance out the job-reduction resulting from an 
increase in fees to a less labor-intensive industry. 

Since the proposed rule does not, however, create a spe- 
cific new fee distribution calculation, we could not estimate 
the relative increases and decreases in fees across industries, 
and consequently could not quantify this jobs impact. Quali- 
tatively, due to transfers of fee burden, it is likely to be near 
zero. 


A copy of the statement may be obtained by contacting 
Kasia Patora, Economics and Regulatory Research, Depart- 
ment of Ecology, P.O. Box 47600, Lacey, WA 98504-7600, 
phone (360) 407-6184, fax (360) 407-6989, e-mail kasia. 
patora@ecy.wa.gov. 

A cost-benefit analysis is required under RCW 34.05.- 
328. A preliminary cost-benefit analysis may be obtained by 
contacting Kasia Patora, Economics and Regulatory 
Research, Department of Ecology, P.O. Box 47600, Lacey, 
WA 98504-7600, phone (360) 407-6184, fax (360) 407- 
6989, e-mail kasia.patoraWecy.wa.gov. 


August 4, 2015 
Polly Zehm 
Deputy Director 


AMENDATORY SECTION (Amending WSR 11-17-037, 
filed 8/10/11, effective 9/10/11) 


WAC 173-401-200 Definitions. The definitions of 
terms contained in chapter 173-400 WAC are incorporated 
by reference, unless otherwise defined here. Unless a differ- 
ent meaning is clearly required by context, the following 
words and phrases, as used in this chapter, shall have the fol- 
lowing meanings: 

(1) "Affected source" means a source that includes one 
or more affected units. 

(2) "Affected states" are the states or federally recog- 
nized Tribal Nations: 

(a) Whose air quality may be affected when a chapter 
401 permit, permit modification, or permit renewal is being 
proposed; or 

(b) That are within fifty miles of the permitted source. 
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(3) "Affected unit" means a fossil-fuel fired combus- 
tion device or a source that opts-in under 40 C.F.R. part 74, 
that is subject to any emission reduction requirement or lim- 
itation under the Acid Rain Program. 

(4) "Applicable requirement" means all of the follow- 
ing as they apply to emissions units in a chapter 401 source 
(including requirements that have been promulgated or 
approved by EPA, ecology or a local authority through rule 
making at the time of permit issuance but have future-effec- 
tive compliance dates): 

(a) The following provisions of the Federal Clean Air 
Act (FCAA): 

(i) Any standard or other requirement provided for in the 
applicable implementation plan approved or promulgated by 
EPA through rule making under Title I of the FCAA (Air Pol- 
lution Prevention and Control) that implements the relevant 
requirements of the FCAA, including any revisions to that 
plan promulgated in 40 C.F.R. 52; 

(ii) Any term or condition of any preconstruction permits 
issued pursuant to regulations approved or promulgated 
through rule making under Title I, including parts C (Preven- 
tion of Significant Deterioration) or D (Plan Requirements 
for Nonattainment Areas), of the FCAA; 

(iii) Any standard or other requirement under section 111 
(New Source Performance Standards) of the FCAA, includ- 
ing section 111(d); 

(iv) Any standard or other requirement under section 112 
(Hazardous Air Pollutants) of the FCAA, including any 
requirement concerning accident prevention under section 
112 (r)(7) of the FCAA; 

(v) Any standard or other requirement of the acid rain 
program under Title IV of the FCAA (Acid Deposition Con- 
trol) or the regulations promulgated thereunder; 

(vi) Any requirements established pursuant to section 
504(b) or section 114 (a)(3) of the FCAA; 

(vii) Any standard or other requirement governing solid 
waste incineration, under section 129 of the FCAA; 

(viii) Any standard or other requirement for consumer 
and commercial products, under section 183(e) of the FCAA; 

(ix) Any standard or other requirement for tank vessels, 
under section 183(f) of the FCAA; 

(x) Any standard or other requirement of the program to 
control air pollution from outer continental shelf sources, 
under section 328 of the FCAA; 

(xi) Any standard or other requirement of the regulations 
promulgated to protect stratospheric ozone under Title VI of 
the FCAA, unless the administrator has determined that such 
requirements need not be contained in a Title V permit; and 

(xii) Any national ambient air quality standard or incre- 
ment or visibility requirement under part C of Title I of the 
FCAA, but only as it would apply to temporary sources per- 
mitted pursuant to WAC 173-401-635. 

(b) Chapter 70.94 RCW and rules adopted thereunder. 
This includes requirements in regulatory orders issued by the 
permitting authority. 

(c) In permits issued by local air pollution control 
authorities, the requirements of any order or regulation 
adopted by the authority. 

(d) Chapter 70.98 RCW and rules adopted thereunder. 

(e) Chapter 80.50 RCW and rules adopted thereunder. 


Proposed 


WSR 15-16-112 


(5) "Chapter 401 permit" or "permit" means any per- 
mit or group of permits covering a chapter 401 source that is 
issued, renewed, amended, or revised pursuant to this chap- 
ter. 

(6) "Chapter 401 source" means any source subject to 
the permitting requirements of this chapter. 

(7) "Continuous compliance" means collection of all 
monitoring data required by the permit under the data collec- 
tion frequency required by the permit, with no deviations, 
and no other information that indicates deviations, except for 
unavoidable excess emissions or other operating conditions 
during which compliance is not required. Monitoring data 
includes information from instrumental (e.g., CEMS, COMS, 
or parameter monitors) and noninstrumental (e.g., visual 
observation, inspection, recordkeeping) forms of monitoring. 

(8) "Delegated authority" means an air pollution con- 
trol authority that has been delegated the permit program pur- 
suant to RCW 70.94.161 (2)(b). 

(9) "Designated representative" shall have the mean- 
ing given to it in section 402(26) of the FCAA and the regu- 
lations promulgated thereunder and in effect on April 7, 
1993. 

(10) "Draft permit" means the version of a permit for 
which the permitting authority offers public participation or 
affected state review. 

(11) "Emissions allowable under the permit" means 
an enforceable permit term or condition determined at issu- 
ance to be required by an applicable requirement that estab- 
lishes an emissions limit (including a work practice standard) 
or an enforceable emissions cap that the source has assumed 
to avoid an applicable requirement to which the source would 
otherwise be subject. 

(12) "Emissions unit" means any part or activity of a 
stationary source that emits or has the potential to emit any 
regulated air pollutant or any pollutant listed under section 
112(b) of the FCAA. This term is not meant to alter or affect 
the definition of the term "unit" for purposes of Title IV of the 
FCAA. 

(13) The "EPA" or the "administrator" means the 
administrator of the U.S. Environmental Protection Agency 
or her/his designee. 

(14) "Federal Clean Air Act" or "FCAA" means the 
Federal Clean Air Act, also known as Public Law 88-206, 77 
Stat. 392. December 17, 1963, 42 U.S.C. 7401 et seq., as last 
amended by the Clean Air Act Amendments of 1990, P.L. 
101-549, November 15, 1990. 

(15) "Final permit" means the version of a chapter 401 
permit issued by the permitting authority that has completed 
all review procedures required by this chapter and 40 C.F.R. 
§§ 70.7 and 70.8. 

(16) "General permit" means a permit which covers 
multiple similar sources or emissions units in lieu of individ- 
ual permits being issued to each source. 

(17) "Insignificant activity" or "insignificant emis- 
sions unit" means any activity or emissions unit located at a 
chapter 401 source which qualifies as insignificant under the 
criteria listed in WAC 173-401-530. These units and activi- 
ties are exempt from permit program requirements except as 
provided in WAC 173-401-530. 
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(18) "Intermittent compliance" means any form of 
compliance other than continuous compliance. A certifica- 
tion of intermittent compliance under WAC 173-401-630(5) 
shall be filed where the monitoring data or other information 
available to the permittee shows either there are periods of 
noncompliance, or periods of time during which the monitor- 
ing required by the permit was not performed or recorded. 

(19) "Major source" means any stationary source (or 
any group of stationary sources) that are located on one or 
more contiguous or adjacent properties, and are under com- 
mon control of the same person (or persons under common 
control) belonging to a single major industrial grouping and 
that are described in (a), (b), or (c) of this subsection. For the 
purposes of defining "major source," a stationary source or 
group of stationary sources shall be considered part of a sin- 
gle industrial grouping if all of the pollutant emitting activi- 
ties at such source or group of sources on contiguous or adja- 
cent properties belong to the same major group (i.e., all have 
the same two-digit code) as described in the Standard Indus- 
trial Classification Manual, 1987. 

(a) A major source under section 112 of the FCAA, 
which is defined as any stationary source or group of station- 
ary sources located within a contiguous area and under com- 
mon control that emits or has the potential to emit, in the 
aggregate, ten tons per year (tpy) or more of any hazardous 
air pollutant which has been listed pursuant to section 112(b) 
of the FCAA, or twenty-five tpy or more of any combination 
of such hazardous air pollutants. Notwithstanding the preced- 
ing sentence, emissions from any oil or gas exploration or 
production well (with its associated equipment) and emis- 
sions from any pipeline compressor or pump station shall not 
be aggregated with emissions from other similar units, 
whether or not such units are in a contiguous area or under 
common control, to determine whether such units or stations 
are major sources; or 

(b) A major stationary source of air pollutants, as defined 
in section 302 of the FCAA, that directly emits or has the 
potential to emit, one hundred tpy or more of any air pollutant 
subject to regulation (including any major source of fugitive 
emissions of any such pollutant). The fugitive emissions of a 
stationary source shall not be considered in determining 
whether it is a major stationary source for the purposes of this 
section, unless the source belongs to one of the following cat- 
egories of stationary source: 

(i) Coal cleaning plants (with thermal dryers); 

(ii) Kraft pulp mills; 

(iii) Portland cement plants; 

(iv) Primary zinc smelters; 

(v) Iron and steel mills; 

(vi) Primary aluminum ore reduction plants; 

(vii) Primary copper smelters; 

(viii) Municipal incinerators capable of charging more 
than two hundred fifty tons of refuse per day; 

(ix) Hydrofluoric, sulfuric, or nitric acid plants; 

(x) Petroleum refineries; 

(xi) Lime plants; 

(xii) Phosphate rock processing plants; 

(xiii) Coke oven batteries; 

(xiv) Sulfur recovery plants; 

(xv) Carbon black plants (furnace process); 
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(xvi) Primary lead smelters; 

(xvii) Fuel conversion plants; 

(xviii) Sintering plants; 

(xix) Secondary metal production plants; 

(xx) Chemical process plants; 

(xxi) Fossil-fuel boilers (or combination thereof) totaling 
more than two hundred fifty million British thermal units per 
hour heat input; 

(xxii) Petroleum storage and transfer units with a total 
storage capacity exceeding three hundred thousand barrels; 

(xxiii) Taconite ore processing plants; 

(xxiv) Glass fiber processing plants; 

(xxv) Charcoal production plants; 

(xxvi) Fossil-fuel-fired steam electric plants of more 
than two hundred fifty million British thermal units per hour 
heat input; or 

(xxvii) All other stationary source categories, which as 
of August 7, 1980, were being regulated by a standard pro- 
mulgated under section 111 or 112 of the FCAA; 

(c) A major stationary source as defined in part D of Title 
I of the FCAA, including: 

(i) For ozone nonattainment areas, sources with the 
potential to emit one hundred tpy or more of volatile organic 
compounds or oxides of nitrogen in areas classified as "mar- 
ginal" or "moderate," fifty tpy or more in areas classified as 
"serious," twenty-five tpy or more in areas classified as 
"severe," and ten tpy or more in areas classified as "extreme"; 
except that the references in this paragraph to one hundred, 
fifty, twenty-five, and ten tpy of nitrogen oxides shall not 
apply with respect to any source for which the administrator 
has made a finding, under section 182 (f)(1) or (2) of the 
FCAA, that requirements under section 182(f) of the FCAA 
do not apply; 

(ii) For ozone transport regions established pursuant to 
section 184 of the FCAA, sources with the potential to emit 
fifty tpy or more of volatile organic compounds; 

(iii) For carbon monoxide nonattainment areas (A) that 
are classified as "serious," and (B) in which stationary 
sources contribute significantly to carbon monoxide levels, 
sources with the potential to emit fifty tpy or more of carbon 
monoxide; and 

(iv) For particulate matter (PM-10) nonattainment areas 
classified as "serious," sources with the potential to emit sev- 
enty tpy or more of PM-10. 

(20) "Permit modification" means a revision to a chap- 
ter 401 permit that meets the requirements of WAC 173-401- 
725. 

(21) "Permit program costs" means all reasonable 
(direct and indirect) costs required to develop and administer 
a permit program (whether such costs are incurred by the per- 
mitting authority or other state or local agencies that do not 
issue permits directly, but that support permit issuance or 
administration). 

(22) "Permit revision" means any permit modification 
or administrative permit amendment. 

(23) "Permitting authority" means the department of 
ecology, local air authority, or other agency authorized under 
RCW 70.94.161 (3)(b) and approved by EPA to carry out a 
permit program under this chapter. 
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(24) "Potential to emit" means the maximum capacity 
of a stationary source to emit any air pollutant under its phys- 
ical and operational design. Any physical or operational lim- 
itation on the capacity of a source to emit an air pollutant, 
including air pollution control equipment and restrictions on 
hours of operation or on the type or amount of material com- 
busted, stored, or processed, shall be treated as part of its 
design if the limitation is enforceable by the administrator. 
This term does not alter or affect the use of this term for any 
other purposes under the FCAA, or the term "capacity factor" 
as used in Title IV of the FCAA or the regulations promul- 
gated thereunder. 

(25) "Proposed permit" means the version of a permit 
that the permitting authority proposes to issue and forwards 
to the administrator for review in compliance with 40 C.F.R. 
70.8. 

(26) "Regulated air pollutant" means the following: 

(a) Nitrogen oxides or any volatile organic compounds; 

(b) Any pollutant for which a national ambient air qual- 
ity standard has been promulgated; 

(c) Any pollutant that is subject to any standard promul- 
gated under section 111 of the FCAA; 

(d) Any Class I or II substance subject to a standard pro- 
mulgated under or established by Title VI of the FCAA; or 

(e) Any pollutant subject to a standard promulgated 
under section 112 or other requirements established under 
section 112 of the FCAA, including sections 112 (g), (j), and 
(r), including the following: 

(i) Any pollutant subject to requirements under section 
112() of the FCAA. If the administrator fails to promulgate a 
standard by the date established pursuant to section 112(e) of 
the FCAA, any pollutant for which a subject source would be 
major shall be considered to be regulated on the date eighteen 
months after the applicable date established pursuant to sec- 
tion 112(e) of the FCAA; and 

(ii) Any pollutant for which the requirements of section 
112 (g)(2) of the FCAA have been met, but only with respect 
to the individual source subject to section 112 (g)(2) require- 
ment; and 

(f) Any air pollutant for which numerical emission stan- 
dards, operational requirements, work practices, or monitor- 
ing requirements applicable to the source have been adopted 
under RCW 70.94.331, 70.94.380, and 70.94.395. 

(27) "Regulated pollutant (for fee calculation)," 
which is used only for purposes of WAC 173-401-900, 
means any "regulated air pollutant" except the following: 

(a) Carbon monoxide; 

(b) Any pollutant that is a regulated air pollutant solely 
because it is a Class I or II substance subject to a standard 
promulgated under or established by Title VI of the FCAA; 
or 

(c) Any pollutant that is a regulated air pollutant solely 
because it is subject to a standard or regulation under section 
112(r) of the FCAA. 

(d) Any regulated air pollutant emitted from an insignif- 
icant activity or emissions unit as determined under WAC 
173-401-530. 

(28) "Renewal" means the process by which a permit is 
reissued at the end of its term. 

(29) "Responsible official" means one of the following: 
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(a) For a corporation: A president, secretary, treasurer, or 
vice-president of the corporation in charge of a principal 
business function, or any other person who performs similar 
policy or decision-making functions for the corporation, or a 
duly authorized representative of such person if the represen- 
tative is responsible for the overall operation of one or more 
manufacturing, production, or operating facilities applying 
for or subject to a permit and either: 

(i) The facilities employ more than two hundred fifty 
persons or have gross annual sales or expenditures exceeding 
forty-three million in 1992 dollars; or 

(ii) The delegation of authority to such representative is 
approved in advance by the permitting authority; 

(b) For a partnership or sole proprietorship: A general 
partner or the proprietor, respectively; 

(c) For a municipality, state, federal, or other public 
agency: Either a principal executive officer or ranking 
elected official. For the purposes of this part, a principal 
executive officer of a federal agency includes the chief exec- 
utive officer having responsibility for the overall operations 
of a principal geographic unit of the agency (e.g., a regional 
administrator of EPA); or 

(d) For affected sources: 

(i) The designated representative in so far as actions, 
standards, requirements, or prohibitions under Title IV of the 
FCAA or the regulations promulgated thereunder and in 
effect on April 7, 1993 are concerned; and 

(ii) The designated representative for any other purposes 
under 40 C.F.R. Part 70. 

(30) "Section 502 (b)(10) changes" are changes that 
contravene an express permit term. Such changes do not 
include changes that would violate applicable requirements 
or contravene enforceable permit terms and conditions that 
are monitoring (including test methods), recordkeeping, 
reporting, or compliance certification requirements. 

(31) "Small business stationary source" means a sta- 
tionary source that: 

(a) Is owned or operated by a person that employs one 
hundred or fewer individuals; 

(b) Is a small business concern as defined in the Federal 
Small Business Act; 

(c) Is not a major source; 

(d) Does not emit fifty tons or more per year of any reg- 
ulated pollutant; and 

(e) Emits less than seventy-five tons per year of all regu- 
lated pollutants. 

(32) "Solid waste incineration unit" (for purposes of 
this chapter) means a distinct operating unit of any facility 
which combusts any solid waste material from commercial or 
industrial establishments or the general public (including sin- 
gle and multiple residences, hotels, and motels). Such term 
does not include incinerators or other units required to have a 
permit under section 3005 of the Solid Waste Disposal Act 
(42 U.S.C. 6925). The term "solid waste incineration unit" 
does not include: 

(a) Materials recovery facilities (including primary or 
secondary smelters) which combust waste for the primary 
purpose of recovering metals; 

(b) Qualifying small power production facilities, as 
defined in section (3)(17)(C) of the Federal Power Act (16 
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U.S.C. 796 (17)(C)) or qualifying cogeneration facilities as 
defined in section (3)(18)(B) of the Federal Power Act (16 
U.S.C. 796 (18)(B)), which burn homogeneous waste (such 
as units which burn tires or used oil, but not including refuse- 
derived fuel) for the production of electric energy or in the 
case of qualifying cogeneration facilities which burn homo- 
geneous waste for the production of electric energy and steam 
or forms of useful energy (such as heat) which are used for 
industrial, commercial, heating, or cooling purposes; or 


(c) Air curtain incinerators provided that such incinera- 
tors only burn wood wastes, yard wastes, and clean lumber 
and that such air curtain incinerators comply with opacity 
limitations to be established by the administrator by rule. 


(33) "State" means any nonfederal permitting authority, 
including any local agency, interstate association, or state- 
wide program. 

(34) "Stationary source" means any building, struc- 
ture, facility, or installation that emits or may emit any air 
contaminant. For purposes of this chapter, air contaminants 
include any regulated air pollutant or any pollutant listed 
under section 112(b) of the FCAA. 


(35) "Subject to regulation" means, for any air pollut- 
ant, that the pollutant is subject to either a provision in the 
FCAA, or a nationally applicable regulation codified by EPA 
in subchapter C of 40 C.F.R. chapter 1 (in effect on October 
6, 2010), that requires actual control of the quantity of emis- 
sions of that pollutant, and that such a control requirement 
has taken effect and is operative to control, limit or restrict 
the quantity of emissions of that pollutant released from the 
regulated activity. Except that: 


(a) Greenhouse gases (GHGs), the air pollutant defined 
in 40 C.F.R. 86.1818-12(a) as the aggregate group of six 
greenhouse gases: Carbon dioxide, nitrous oxide, methane, 
hydrofluorocarbons, perfluorocarbons, and sulfur hexafluo- 
ride, shall not be subject to regulation under this chapter 
unless, as of July 1, 2011, the GHG emissions are at a station- 
ary source emitting or having the potential to emit 100,000 
tpy CO, equivalent emissions and the source is otherwise 


required to have an operating permit. 


(b) The term "tpy (tons per year) CO, equivalent emis- 
sions" (CO,e) shall represent an amount of GHGs emitted, 


and shall be computed by multiplying the mass amount of 
emissions (tpy), for each of the six greenhouse gases in the 
pollutant GHGs, by the gas's associated global warming 
potential published at Table A-1 to subpart A of 40 C.F.R. 
part 98 - Global Warming Potentials, and summing the resul- 
tant value for each to compute a tpy CO ,e. For purposes of 


this subsection (b), prior to July 21, 2014, the mass of the 
greenhouse gas carbon dioxide shall not include carbon diox- 
ide emissions resulting from the combustion or decomposi- 
tion of nonfossilized and biodegradable organic material 
originating from plants, animals, or microorganisms (includ- 
ing products, by-products, residues and waste from agricul- 
ture, forestry and related industries as well as the nonfossil- 
ized and biodegradable organic fractions of industrial and 
municipal wastes, including gases and liquids recovered from 
the decomposition of nonfossilized and biodegradable 
organic material). 
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(36) "Title I modification" or "modification under 
any provision of Title I of the FCAA" means any modifica- 
tion under Sections 111 (Standards of Performance for New 
Stationary Sources) or 112 (Hazardous Air Pollutants) of the 
FCAA and any physical change or change in the method of 
operations that is subject to the preconstruction review regu- 
lations promulgated under Parts C (Prevention of Significant 
Deterioration) and D (Plan Requirements for Nonattainment 
Areas) of Title I of the FCAA. 


AMENDATORY SECTION (Amending WSR 02-19-078, 
filed 9/16/02, effective 10/17/02) 


WAC 173-401-300 Applicability. (1) Chapter 401 
sources. The provisions of this chapter apply in all areas of 
the state of Washington to the following sources: 

(a) Any source required by the FCAA to have an operat- 
ing permit. These include the following sources: 

(1) Any major source as defined in WAC 173-401-200. 

(ii) Any source, including an area source, subject to a 
standard, limitation, or other requirement under section 111 
(Standards of Performance for New Stationary Sources) of 
the FCAA. A small municipal waste combustion unit con- 
structed on or before August 30, 1999, and regulated under 
WAC 173-400-050(5) becomes subject to this chapter on 
July 1, 2002. 

(iii) Any source, including an area source, subject to a 
standard or other requirement under section 112 of the 
FCAA, except that a source is not required to obtain a permit 
solely because it is subject to regulations or requirements 
under section 112(r) (Prevention of Accidental Releases) of 
the FCAA. 

(iv) Any solid waste incineration units required to obtain 
permits under section 129 of the FCAA. 

A commercial and industrial solid waste incineration 
unit constructed on or before November 30, 1999, and regu- 
lated under WAC 173-400-050(4) becomes subject to this 
chapter on July 1, 2002. 

(v) Any "affected source" regulated under Title IV (Acid 
Deposition Control) of the FCAA. 

(vi) Any source in a source category designated by the 
EPA pursuant to 40 C.F.R. Part 70, as amended through April 
7, 1993. 

(b) Any source that the permitting authority determines 
may cause or contribute to air pollution in such quantity as to 
create a threat to the public health or welfare under RCW 
70.94.161(4) using the procedures in subsection (5) of this 
section. 

(c) Any other source which chooses to apply for a per- 
mit. 

(d) ((Deferrat A-souree subject tothe secondary_ahimi- 
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chargeonlyandnoreactive-fluxing)}dross-onty furnaces, 
androtarydrosseoolers- 


{e))) A municipal solid waste landfill constructed, recon- 
structed or modified before May 30, 1991, and regulated 
under WAC 173-400-070(9) becomes subject to this chapter 
on September 20, 2001. 


Note: Under 40 C.F.R. 62.14352(e) (in effect on July 1, 2000), an 
affected landfill must have submitted its chapter 401 applica- 
tion so that by April 6, 2001, the permitting agency was able to 
determine that it was timely and complete. Under 40 C.F.R. 
70.7(b), an affected source may not operate if it has not submit- 
ted a timely and complete application. 


(2) Source category exemptions. 

(a) All sources listed in subsection (1)(a) of this section 
that are not major sources, affected sources, or solid waste 
incineration units required to obtain a permit pursuant to sec- 
tion 129(e) of the FCAA, are exempted from the obligation to 
opiom a ee she nai Haul ue time thia Maasai! 


4)) The administrator completes a rulemaking to deter- 
mine how the program should be structured for nonmajor 
sources and determines that such sources must obtain operat- 
ing permits and ecology completes a rule making to adopt 
EPA's revised applicability criteria. 

(b) Subsection (2)(a) of this section shall not apply to 
nonmajor sources subject to a standard or other requirement 
established under either section 111 or section 112 of the 
FCAA after July 21, 1992, if, during those rulemakings, the 
administrator determines that such sources must obtain a per- 
mit at an earlier date and, subsequently, ecology completes a 
tule making to adopt ((EPS's)) EPA's applicability criteria. 

(c) Any source listed in (a) of this subsection exempt 
from the requirement to obtain a permit under this section 
may opt to apply for a permit under this chapter. 

(d) The following source categories are exempt from the 
obligation to obtain permit: 

(i) All sources and source categories that would be 
required to obtain a permit solely because they are subject to 
40 C.F.R. Part 60, Subpart AAA - Standards of Performance 
for New Residential Wood Heaters; and 

(ii) All sources and source categories that would be 
required to obtain a permit solely because they are subject to 
part 61, Subpart M - National Emission Standard for Hazard- 
ous Air Pollutants for Asbestos, section ((61445)) 61.145, 
Standard for Demolition and Renovation. 

(3) Emissions units and chapter 401 sources. 

(a) For major sources, the permitting authority shall 
include in the permit all applicable requirements for all rele- 
vant emissions units in the major source. 

(b) For any nonmajor source, the permitting authority 
shall include in the permit all applicable requirements appli- 
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cable to the emission units that cause the source to be subject 
to this chapter. 

(4) Fugitive emissions. Fugitive emissions from a chap- 
ter 401 source shall be included in the permit application and 
the permit in the same manner as stack emissions, regardless 
of whether the source category in question is included in the 
list of sources contained in the definition of major source. 


(5) Process for determining threat to public health or 
welfare. The following criteria shall be used to identify 
sources that are covered pursuant to subsection (1)(b) of this 
section: 


(a) The source may cause or ((te)) contribute to air pol- 
lution in such quantity as to create a violation of any ambient 
air quality standard as demonstrated by a dispersion model- 
ing analysis performed in accordance with EPA's dispersion 
modeling guidelines, monitoring, or other appropriate meth- 
ods; or 


(b) The source may cause or contribute to air pollution in 
such quantity as to create a significant ambient level of any 
((elass+-or-elass-B)) toxic air pollutant contained in chapter 
173-460 WAC as demonstrated by a dispersion modeling 
analysis done in accordance with EPA's dispersion modeling 
guidelines, monitoring, or other appropriate methods. 


(c) Small business stationary sources otherwise covered 
under (a) and (b) of this subsection are exempt except when 
all of the following requirements are satisfied: 


(i) The source is in an area that currently exceeds or has 
been projected by ecology to exceed within five years any 
federal or state air quality standard. Prior to determining that 
any area threatens to exceed a standard, ecology shall hold a 
public hearing or hearings within the threatened area. 


(ii) Ecology provides justification that requiring a source 
to have a permit is necessary to meet or to prevent exceeding 
a federal or state air quality standard. 


(6) Permitting authorities shall develop and maintain a 
list of names of chapter 401 sources within their jurisdictions. 
This list shall be made available to the public. A chapter 401 
source inadvertently omitted from this list is not exempted 
from the requirement to obtain a permit under this chapter. 


(7) ((Federatty)) Legally and practicably enforceable 
limits. Any source which is defined as a chapter 401 source 


solely because its potential to emit exceeds the annual ton- 
nage thresholds defined in WAC 173-401-200 shall be 
exempt from the requirement to obtain an operating permit 
when ((federat+y)) legally and practicably enforceable condi- 
tions which limit that source's potential to emit to levels 
below the relevant tonnage thresholds have been established 
for that source. 


(a) In applying for an exemption under this subsection, 
the owner or operator of the source shall demonstrate to the 
permitting authority that the source's potential to emit, taking 
into account any ((federalty)) legally and practicably enforce- 
able restrictions assumed by the source, does not exceed the 
tonnage thresholds defined in WAC 173-401-200. Such 
demonstrations shall be in accordance with WAC 173-401- 
520 and shall contain emissions measurement and monitoring 
data, location of monitoring records, and other information 
necessary to support the source's emission calculations. 
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(b) Permitting authorities may use the following 
approaches to establish ((federaly)) legally and practicably 
enforceable limitations: 

(i) Regulatory orders. At the request of the owner or 
operator of a source, the permitting authority may establish 
source-specific conditions in a regulatory order issued pursu- 
ant to WAC ((+73-499-990)) 173-400-091. 

(ii) Notice of construction approvals. The permitting 
authority may establish source-specific conditions in a notice 
of construction approval issued pursuant to state or local reg- 
ulations ((eentained+n-an EPA-approved state implementa- 
tien-plan)); or 

(iii) General permits. The permitting authority may 
establish source-category requirements which limit a source's 
potential to emit through a general permit issued pursuant to 


RCW 70.94, om) (Following EPA approval of the gen- 


JA re source receiving a "(Eoderally)) legally aid practic 
cably enforceable limit on its potential to emit shall annually 
certify that its potential to emit is less than that which would 
require the source to obtain an operating permit. Such certifi- 
cations shall contain the information specified in (a) of this 
subsection. 

(d) Notice of issuance of any order or permit which lim- 
its a source's potential to emit shall be published in the permit 
register pursuant to WAC 173-401-805 (2)(e). 


AMENDATORY SECTION (Amending WSR 94-11-105, 
filed 5/17/94, effective 6/17/94) 


WAC 173-401-510 Permit application form. (1) Stan- 
dard application form and required information. Ecology 
shall develop a standard application form or forms to be used 
by each permitting authority. The application shall include 
information as described below for each emissions unit at a 
chapter 401 source other than insignificant emissions units 
((shal be ineluded inthe appheation)) and unregulated emis- 
sion units at nonmajor sources, as described in WAC 173- 
401-300 (3)(b). However, an application may not omit infor- 
mation needed to determine the applicability of, or to impose, 
any applicable requirement, or to evaluate the fee amount 
required under the permitting authority's fee schedule. 

(2) Required data elements for individual permit applica- 
tions. The application forms developed under subsection (1) 
of this section shall contain the data elements specified 
below: 

(a) Identifying information, including company name 
and address (or plant name and address if different from the 
company name), owner's name and agent, responsible offi- 
cial name and address, and telephone number and names of 
plant site manager/contact. 

(b) A description of the source's processes and products 
(by Standard Industrial Classification Code) including any 
associated with each alternative operating scenario identified 
by the source pursuant to WAC 173-401-650. 

(c) The following emissions-related information: 

(i) All emissions of pollutants for which the source is 
major, and all emissions of regulated air pollutants. A permit 
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application shall describe all emissions of regulated air pol- 
lutants emitted from any emissions unit, except emissions 
from insignificant emission units or activities as defined in 
WAC 173-401-530. The permitting authority shall require 
additional information related to the emissions of air pollut- 
ants sufficient to verify which requirements are applicable to 
the source, and other information necessary to collect any 
permit fees owed under the permitting authority's fee sched- 
ule; 

(ii) Identification and description of all points of emis- 
sions described in (c)(1) of this subsection in sufficient detail 
to establish the basis for fees and applicability of applicable 
requirements; 

(iii) Emissions rates in tons per year (tpy) and in such 
terms as are necessary to establish compliance consistent 
with the applicable standard reference test method; 

(iv) The following information to the extent it is needed 
to determine or regulate emissions: Fuels, fuel use, raw mate- 
rials, production rates, and operating schedules; 

(v) Identification and description of all air pollution con- 
trol equipment and compliance monitoring devices or activi- 
ties; 

(vi) Limitations on source operation affecting emissions 
or any work practice standards, where applicable, for all reg- 
ulated pollutants at the chapter 401 source; 

(vii) Other information required by any applicable 
requirement (including information related to stack height 
limitations developed pursuant to section 123 of the FCAA); 
and 

(viii) Calculations on which the information in (c)(i) 
through (vii) of this subsection are based. 

(d) The following air pollution control requirements: 

(i) Citation and description of all applicable require- 
ments; and 

(ii) Description of or reference to any applicable test 
method for determining compliance with each applicable 
requirement. 

(e) Other specific information that may be necessary to 
implement and enforce other applicable requirements or this 
chapter or to determine the applicability of such require- 
ments. 

(f) An explanation of any proposed exemptions from 
otherwise applicable requirements. 

(g) Additional information as determined to be necessary 
by the permitting authority to define alternative operating 
scenarios identified by the source pursuant to WAC 173-401- 
650(1) or to define permit terms and conditions implement- 
ing WAC 173-401-650((€e})) (1) and 173-401-722. 

(h) A compliance plan for all chapter 401 sources that 
contains all the following: 

(i) A description of the compliance status of the source 
with respect to all applicable requirements; 

(ii) A description as follows: 

(A) For applicable requirements with which the source is 
in compliance, a statement that the source will continue to 
comply with such requirements; 

(B) For applicable requirements that will become effec- 
tive during the permit term, a statement that the source will 
meet such requirements on a timely basis; and 
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(C) For requirements for which the source is not in com- 
pliance at the time of permit issuance, a narrative description 
of how the source will achieve compliance with such require- 
ments; 


(iii) A compliance schedule as follows: 


(A) For applicable requirements with which the source is 
in compliance, a statement that the source will continue to 
comply with such requirements; 


(B) For applicable requirements that will become effec- 
tive during the permit term, a statement that the source will 
meet such requirements on a timely basis; 


(C) A schedule of compliance for sources that are not in 
compliance with all applicable requirements at the time of 
permit issuance. Such a schedule shall include a schedule of 
remedial measures, including an enforceable sequence of 
actions with milestones, leading to compliance with any 
applicable requirements for which the source will be in non- 
compliance at the time of permit issuance. This compliance 
schedule shall resemble and be at least as stringent as that 
contained in any judicial consent decree or administrative 
order to which the source is subject. Any such schedule of 
compliance shall be supplemental to, and shall not sanction 
noncompliance with, the applicable requirements on which it 
is based; 


(iv) For those sources required to have a schedule of 
compliance to remedy a violation, a schedule for submission 
of certified progress reports every six months or at a more 
frequent period specified in an applicable requirement. 


(v) The compliance plan content requirements specified 
in this paragraph shall apply and be included in the acid rain 
portion of a compliance plan for an affected source, except as 
specifically superseded by regulations promulgated under 
Title IV of the FCAA with regard to the schedule and 
method(s) the source will use to achieve compliance with the 
acid rain emissions limitations. 


(i) Requirements for compliance certification, including 
the following: 


(i) A certification of compliance with all applicable 
requirements by a responsible official consistent with WAC 
173-401-520 and section 114 (a)(3) of the FCAA; 


(ii) A statement of methods used for determining compli- 
ance, including a description of monitoring, recordkeeping, 
and reporting requirements and test methods; 


(iii) A schedule for submission of compliance certifica- 
tions during the permit term, to be submitted annually, or 
more frequently if specified by the underlying applicable 
requirement; and 


(iv) A statement indicating the source's compliance sta- 
tus with any applicable enhanced monitoring and compliance 
certification requirements of the FCAA. 

(j) The use of nationally standardized forms for acid rain 
portions of permit applications and compliance plans, as 
required by regulations promulgated under Title IV of the 
FCAA and in effect on April 7, 1993. 

(k) Requirements which the source believes are inappli- 
cable pursuant to WAC 173-401-640(2) and a request to 
extend the permit shield to those requirements. 
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AMENDATORY SECTION (Amending WSR 94-11-105, 


filed 5/17/94, effective 6/17/94) 


WAC 173-401-531 Thresholds for hazardous air pol- 
lutants. General. The following tables provide thresholds for 


hazardous air pollutants: 
(1) Carcinogens: 


Threshold 
Levels 

CAS Number Chemical Name (tons/year) 
189-55-9 1, 2, 7, 8-dibenzopyrene 0.005 
107-06-2 1, 2-dichloroethane 0.4 
78-87-5 1, 2-dichloropropane 0.5 
540-73-8 1, 2-dimethylhydrazine 0.004 
122-66-7 1, 2-diphenylhydrazine 0.045 
106-99-0 1, 3-butadiene 0.035 
1120-71-4 1, 3-propane sultone 0.003 
106-46-7 1, 4-dichlorobenzene (p) 0.5 
123-91-1 1, 4-dioxane (1, 4-diethyleneoxide) 0.5 
94-75-7 2, 4-d salts & esters 0.5 
95-80-7 2, 4-toluene diamine 0.01 
584-84-9 2, 4-toluene diisocyanate 0.05 
53-96-3 2-acetylaminofluorene 0.0025 
119-90-4 3, 3'-dimethoxybenzidine 0.5 
119-93-7 3, 3-dimethyl benzidine 0.004 
101-14-4 4, 4'-methylenebis (2-chloroaniline) 0.5 
75-07-0 acetaldehyde 0.5 
107-13-1 acrylonitrile 0.15 
62-53-3 aniline 0.5 
C7440-38-2 arsenic and inorganic arsenic compounds | 0.002 
1332-21-4 asbestos (fibers/ml) 0.00004 
71-43-2 benzene 0.5 
92-87-5 benzidine (and its salts) 0.00015 
56-55-3 benzo(a)anthracene 0.005 
50-32-8 benzo(a)pyrene 0.005 
205-99-2 benzo(b)fluoranthene 0.005 
7440-41-7 beryllium and compounds (except salts) 0.004 
117-81-7 bis (2-ethylhexyl) phthalate 0.5 
542-88-1 bis (chloromethyl) ether 0.00015 
75-25-2 bromoform 0.5 
7440-43-9 cadmium and compounds 0.005 
56-23-5 carbon tetrachloride 0.5 
57-74-9 chlordane 0.005 
510-15-6 chlorobenzilate 0.2 
67-66-3 chloroform 0.45 
107-30-2 chloromethyl methyl ether 0.1 
126-99-8 chloroprene 0.5 
C7440-47-3 chromium, hexavalent metal 0.001 
218-01-9 chrysene 0.005 
—— coke oven emissions 0.015 
3547-04-4 DDE 0.005 
53-70-3 dibenz(a, h)anthracene 0.005 
132-64-9 dibenzofuran 0.5 
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Threshold 
Levels 
CAS Number Chemical Name (tons/year) 
111-44-4 dichloroethyl ether 0.03 
75-09-2 dichloromethane 0.5 
71-78-1 dimethyl] sulfate 0.1 
— dioxins & furans (tcdd equivalent) 3e-07 
106-89-8 epichlorohydrin 0.5 
107-06-2 ethylene dichloride 0.4 
106-93-4 ethylene dibromide (dibromethane) 0.05 
75-21-8 ethylene oxide 0.1 
96-45-7 ethylene thiourea 0.3 
76-44-8 heptachlor 0.01 
118-74-1 hexachlorobenzene 0.005 
58-89-9 hexachlorocyclohexane, gamma 0.005 
302-01-2 hydrazine 0.002 
193-39-5 indeno (1, 2, 3-cd) pyrene 0.005 
> lead & compounds (except those listed) 0.005 
58-89-9 lindane 0.005 
75-09-2 methylene chloride 0.5 
62-75-9 n-nitrosodimethylamine 0.0005 
C7440-02-0 nickel and compounds (except those 0.02 
listed) 
13463-39-3 nickel carbonyl 0.1 
95-53-4 o-toluidine 0.5 
87-86-5 pentachlorophenol 0.35 
127-18-4 perchloroethylene 0.5 
1336-36-3 polychlorinated biphenyls 0.0045 
75-56-9 propylene oxide 0.5 
8001-35-2 toxaphene 0.005 
79-01-6 trichloroethylene 0.5 
75-01-4 vinyl chloride 0.1 
79-34-5 1, 1, 2, 2-tetrachloroethane 0.15 
79-00-5 1, 1, 2-trichloroethane 0.5 
57-14-7 1, 1-dimethy] hydrazine 0.004 
96-12-8 1, 2-dibromo-3-chloropropane 0.004 
79-06-1 acrylamide 0.01 
98-07-7 benzotrichloride 0.003 
62-73-7 dichlorvos 0.1 
79-44-7 dimethyl carbamoyl chloride 0.5 
140-88-5 ethyl acrylate 0.5 
51-79-6 ethyl carbamate 0.5 
151-56-4 ethylene imine 0.5 
87-68-3 hexachlorobutadiene 0.5 
67-72-1 hexachloroethane 0.5 
60-34-4 methyl hydrazine 0.03 
684-93-5 n-nitroso-n-methylurea 0.5 
12035-72-2 nickel refinery dust 0.08 
— nickel subsulfide 0.02 
82-68-8 pentachloronitrobenzene 0.15 
91-22-5 quinoline 0.003 
1582-09-8 trifluralin 0.5 


Washington State Register, Issue 15-16 WSR 15-16-112 
Threshold Threshold 
Levels Levels 
CAS Number Chemical Name (tons/year) CAS Number Chemical Name (tons/year) 
593-60-2 vinyl bromide 0.5 1319-77-3 cresols/cresylic acid, (isomers and mix- | 0.5 
75-35-4 vinylidene chloride 0.2 ture) 
189559 1, 2: 7, 8-dibenzopyrene 0.005 ae OF Peso 0.5 
121142 2, 4-dinitrotoluene 0.01 108-39-4 m-cresol 0.5 
88062 2, 4, 6-trichlorophenol 0.5 oats p-cresol o5 
91941 3, 3-dichlorobenzidene 0.1 98-82-8 cumenge 0.5 
57596 7, 12-dimethylbenz(a)anthracene 0.005 51-12-5 cyanides, as cn 0.5 
50000 formaldehyde 0.5 84-74-2 dibutyl phthalate 0.5 
i 111-42-2 diethanolamine 0.5 
(2) Noncarcinogens: r : 
60-11-7 dimethyl aminoazobenzene 0.5 
ee 121-69-7 dimethylaniline 0.5 
CAS Number Chemical Name (tons/year) 68-12-2 dimethylformamide 0.5 
75-34-3 ethylidene dichloride (1, 1-dichlo- 0.5 131-11-3 dimethylphthalate 0.5 
roethane) 100-41-4 ethyl benzene 0.5 
75-55-8 1, 2 propylenimine (2-methyl aziridine) | 0.003 75-00-3 ethyl chloride 0.5 
120-82-1 1, 2, 4-trichlorobenzene 0.5 107-21-1 ethylene glycol 0.5 
106-88-7 1, 2-epoxybutane 0.5 111-76-2 ethylene glycol monobuty] ether 0.5 
542-75-6 1, 3-dichloropropene (dichloropropene) | 0.5 i glycol ethers (except for listed ones) 0.5 
51-28-5 2, 4-dinitrophenol 0.5 77-47-4 hexachlorocyclopentadiene 0.1 
111-76-2 2-butoxyethanol 0.5 822-06-0 hexamethylene, 1, 6-diisocyanate 0.02 
110-80-5 2-ethoxyethanol 0.5 110-54-3 hexane (n-hexane) 0.5 
109-86-4 2-methoxyethanol 0.5 110-54-3 hexane, other isomers 0.5 
92-93-3 4-nitrobiphenol 0.5 7647-01-0 hydrogen chloride 0.5 
100-02-7 4-nitrophenol 0.5 7664-39-3 hydrogen fluoride, as f 0.1 
75-05-8 acetonitrile 0.5 123-31-9 hydroquinone 0.5 
98-86-2 acetophenone 0.5 78-59-1 isophorone 0.5 
07-02-8 acrolein 0.04 108-31-6 maleic anhydride 0.5 
79-10-7 acrylic acid 0.5 C7439-96-5 manganese dust & compounds 0.5 
07-05-1 allyl chloride 0.5 (except listed) 
C7440-36-0 antimony & compounds as sb 0.5 748-79-4 mercuric chloride 0.01 
309-64-4 antimony trioxide, as sb 0.5 10045-94-0 mercuric nitrate 0.01 
7784-42-1 arsine 0.1 C7439-97-6 mercury, elemental 0.01 
00-44-7 benzyl chloride 0.1 72-43-5 methoxychlor 0.5 
92-52-4 biphenyl 0.5 67-56-1 methyl alcohol 0.5 
56-62-7 calcium cyanamide 0.5 74-83-9 methyl bromide 0.5 
05-60-2 caprolactam, dust 0.5 74-87-3 methyl chloride 0.5 
05-60-2 caprolactam, vapor 0.5 71-55-6 methyl chloroform (1, 1, 1-trichlo- 0.5 
33-06-2 captan 0.5 sedate) 
6325-2 bal 05 78-93-3 methyl ethyl ketone (mek) 0.5 
75-15-0 carbon disulfide 0.5 (ahs methyl iodide 9:06 
463-58-1 carbonyl sulfide 05 108-10-1 methyl isobutyl ketone 0.5 
120-80-9 catechol 05 624-83-9 methyl isocyanate 0.1 
7782-50-5 chlorine 01 80-62-6 methyl methacrylate 0.5 
79-11-8 clilbroaseic acid 01 1634-04-4 methyl tert-butyl ether 0.5 
532.27-4 Giletdeedisphedonevalpla- 0.06 12108-13-3 pre eae manganese tri- 0.1 
pe chlorobenzene 22 101-68-8 methylene bisphenyl isocyanate 0.1 
C7440-47-3 chromium (ii) compounds, as cr 0.5 91-203 naphthalene 05 
C7440-47-3 chromium (iii) compounds, cr 0.5 98-953 TinaeAnehe 05 
10210-68-1 cobalt carbonyl, as co 0.1 106-50-3 S phenylenedianine 05 
7440-48-4 cobalt, as co metal dust, fume 0.1 
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Threshold Threshold 
Levels Levels 
CAS Number Chemical Name (tons/year) CAS Number Chemical Name (tons/year) 
56-38-2 parathion 0.1 13410010 sodium selenate 0.1 
108-95-2 phenol 0.1 96093 styrene oxide 0.5 
62-38-4 phenyl mercuric acetate 0.01 
75-44-5 phosgene 0.1 AMENDATORY SECTION (Amending WSR 93-20-075, 
7803-51-2 phosphine 0.5 filed 10/4/93, effective 11/4/93) 
peel T WAC 173-401-630 Compliance requirements. (1) 
Sone. phthalic anhydride 0.5 General. Consistent with WAC 173-401-615, all chapter 401 
57-57-8 propiolactone, beta- 0.1 permits shall contain compliance certification, testing, moni- 
123-38-6 propionaldehyde 0.5 toring, reporting, and recordkeeping requirements sufficient 
114-26-1 propoxur 05 to assure compliance with the terms and conditions of the 
106-514 Jungne 05 permit. Any document (including reports) required by a chap- 
es = F a ter 401 permit shall contain a certification by a responsible 
ae eisai stew esata : official that meets the requirements of WAC 173-401-520. 
SIE selenium Benet One ssp us (2) Inspection and entry. Each permit shall contain 
7488-56-4 selenium sulfides (mono and di) ue inspection and entry requirements that require, that upon pre- 
100-42-5 styrene monomer 0.5 sentation of credentials and other documents as may be 
78-00-2 tetraethyl lead, as pb 0.01 required by law, the permittee shall allow the permitting 
75-74-1 tetramethyl lead, as pb 0.01 authority or an authorized representative to perform the fol- 
7550-45-0 titanium tetrachloride 0.1 lowing: 
a f 
108-88-3 Fate 05 (a) Enter upon the permittee's premises where a chapter 
: - 401 source is located or emissions-related activity is con- 
121-44-8 triethylamine 0.5 DE 
ducted, or where records must be kept under the conditions of 
108-05-4 vinyl acetate 0.5 the permit; 
7 
32300-2 vinyl bromide 0.5 (b) Have access to and copy, at reasonable times, any 
1330-20-7 xylenes (m-,0-,p-isomers) 0.5 records that must be kept under the conditions of the permit; 
79469 2-nitropropane 0.5 (c) Inspect at reasonable times any facilities, equipment 
540841 2, 2, 4-trimethylpentane 0.5 (including monitoring and air pollution control equipment), 
95954 2, 4, 5-trichlorophenol 0.5 practices, or operations regulated or required under the per- 
92671 4-aminobiphenyl 0.5 mit; and : 
101779 4, 4'-methlenedianiline 05 (d) As authorized by WAC 173-400-105 and the FCAA, 
— sample or monitor at reasonable times substances or parame- 
534521 4, 6-dinitro-o-cresol and salts 0.1 * A g . 
- ters for the purpose of assuring compliance with the permit or 
60355 acetamide 0.5 applicable requirements. 
1345046 antimony trisulfide 0.1 (3) Schedule of compliance. Each permit shall contain a 
7783702 antimony pentafluoride 0.1 schedule of compliance consistent with WAC 173-401-510 
28300745 antimony potassium tartrate 0.5 (2)(h)(iii). 
133904 chloramben 0.5 (4) Progress reports. For those sources required to have a 
((2)) chromium compounds, excepthexavalent | 0.5 schedule of compliance, the permit shall require progress 
and trivalent reports consistent with an applicable schedule of compliance 
10025737 chromic chloade 01 and WAC 173-401-510 (2)(h) to be submitted at least semi- 
334883 omdie F5 annually, or at a more frequent period if specified in the 
- applicable requirement or by the permitting authority. Such 
$4675 diethyl sulfate ve progress reports shall contain the following: 
UALS fluorine s (a) Dates for achieving the activities, milestones, or com- 
680319 hexamethylphosphoramide 0.01 pliance required in the schedule of compliance, and dates 
12108133 methylcyclopentadienyl manganese 0.1 when such activities, milestones, or compliance were 
101688 methylene diphenyl diisocyanate 0.1 achieved; and 
69892 N-nitrosomorpholine 0.5 (b) An explanation of why any dates in the schedule of 
90040 RETETA 05 compliance were not or will not be met, and any preventive or 
l 7 corrective measures adopted. 
-c polycyclic organic matter 0.01 ; f . . . 
f : (5) Compliance certification. Each permit shall contain 
151508 potassium cyanide 0.1 à . nas i ¥ 
- - requirements for compliance certification with terms and 
14337 sodium cyanide sa conditions contained in the permit, including emission limita- 
10102188 sodium selenite 0.1 


tions, standards, or work practices. Permits shall include each 
of the following: 
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(a) A requirement that compliance certifications be sub- 
mitted once per year. Permitting authorities may require that 
compliance certifications be submitted more frequently for 
those emission units not in compliance with permit terms and 
conditions or where more frequent certification is specified in 
the applicable requirement; 

(b) In accordance with WAC 173-401-615(1), a means 
for monitoring the compliance of the source with its emis- 
sions limitations, standards, and work practices; 

(c) A requirement that the compliance certification 
include the following: 

(i) The identification of each term or condition of the 
permit that is the basis of the certification; 

(ii) The compliance status; 

(iii) Whether compliance was continuous or intermittent; 

(iv) The method(s) used for determining the compliance 
status of the source, currently and over the reporting period 
consistent with WAC 173-401-615 (3)(a); ((and)) 

(v) Ifnecessary, the owner or operator also shall identify 
any other material information that must be included in the 
certification to comply with Section 113 (c)(2) of the FCAA, 
which prohibits knowingly making a false certification or 
omitting material information; and 

(vi) Such other facts as the authority may require to 
determine the compliance status of the source. 

(d) A requirement that all compliance certifications be 
submitted to the administrator as well as to the permitting 
authority; and 

(e) Such additional requirements as may be specified 
pursuant to sections 114 (a)(3) and 504(b) of the FCAA. 


AMENDATORY SECTION (Amending WSR 93-20-075, 
filed 10/4/93, effective 11/4/93) 


WAC 173-401-724 Off-permit changes. (1) The 
source shall be allowed to make changes not specifically 
addressed or prohibited by the permit terms and conditions 
without requiring a permit revision, provided that the pro- 
posed changes do not weaken the enforceability of existing 
permit conditions. Any change that is a Title I modification 
or is a change subject to the acid rain requirements under 
Title IV of the FCAA must be submitted as a permit revision. 

(2) Each such change shall meet all applicable require- 
ments and shall not violate any existing permit term or condi- 
tion. 

(3) Sources must provide contemporaneous written 
notice to the permitting authority and EPA of each such 
change, except for changes that qualify as insignificant under 
((Appendix A of this-chapter)) WAC 173-401-530. Such 
written notice shall describe each such change, including the 
date, any change in emissions, pollutants emitted, and any 
applicable requirement that would apply as a result of the 
change. 

(4) The change shall not qualify for the permit shield 
under WAC 173-401-640. 

(5) The permittee shall keep a record describing changes 
made at the source that result in emissions of a regulated air 
pollutant subject to an applicable requirement, but not other- 
wise regulated under the permit, and the emissions resulting 
from those changes. 
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(6) A source making a change under this section shall 
comply with applicable preconstruction review requirements 
established pursuant to RCW 70.94.152. 


AMENDATORY SECTION (Amending WSR 93-20-075, 
filed 10/4/93, effective 11/4/93) 


WAC 173-401-800 Public involvement. (1) Purpose. It 
is ecology's and local air authorities' goal to ensure that accu- 
rate permitting information is made available to the public in 
a timely manner. The permitting authority is responsible for 
providing notice of permitting actions that allows sufficient 
time for comment and for providing enough information to 
inform the public of the extent of the actions proposed. These 
public involvement regulations establish a statewide process 
to be followed by all permitting authorities. 

(2) Public notice. 

(a) The permitting authority shall provide public notice 
for the following actions: 

(i) Issuance of a draft permit or permit renewal; 

(ii) Intended denial of a permit application; 

(iii) Issuance of a draft permit modification; 

(iv) Issuance of a draft general permit; 

(v) Scheduling of a public hearing under subsection (4) 
of this section; and 

(vi) Any other related activities that the permitting 
authority considers to involve substantial public interest. 

(b) Public notice shall be provided by the permitting 
authority ((i#the- newspaper-oflargest ceneral circulation) ) 
by prominent advertisement in the area ((ef)) affected by the 
facility applying for a permit. Publication (Gnetades-paid 

>)) in 


Ecology's Operating Permit Register does not satisfy this 
requirement. Prominent advertisement may be by publication 
in a newspaper of general circulation in the area affected by 
the facility applying for a permit as determined by the permit- 
ting authority. The permitting authority may provide addi- 
tional notice to the public through other methods, such as 
newsletters and press releases. Notice shall also be published 
in the Ecology Permit Register. The permitting authority 
shall send information on any action requiring publication in 
the Permit Register to ecology within three days of the 
action. 

(c) Notice of the activities described in (a) of this subsec- 
tion shall also be provided to persons requesting to receive 
such notice. The permitting authority shall maintain a mailing 
list of persons requesting notice, and may maintain more than 
one list, such as lists based on geographical location. No 
request shall require the extension of the comment period 
associated with the notice. The permitting authority may 
from time to time inform the public of the opportunity to be 
on the list and may also delete from the list persons who fail 
to respond to an inquiry of continued interest in receiving the 
notices. 

(d) Public notice must include: 

(i) Name and address of the permitting authority; 

(ii) Name and address of the permit applicant, and if dif- 
ferent, the name and address of the facility or activity regu- 
lated by the permit, unless it is a general permit; 
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(iii) A brief description of the business conducted at the 
facility and activity involved in the permit action; 

(iv) Name, address, and telephone number of a person 
from whom interested persons may obtain further informa- 
tion such as copies of the draft permit, the application, and 
relevant supporting materials; 

(v) A brief description of the comment procedures, 
including the procedures to request a hearing, and the time 
and place of any hearings scheduled for the permit; and 

(vi) A description of the emission change involved in 
any permit modification. 

(e) The permitting authority must make available for 
public inspection, in at least one location near the chapter 401 
source, all nonproprietary information contained in the per- 
mit application, draft permit and supporting materials. Public 
inspections of materials for nonstationary sources or general 
permits may be located at the discretion of the permitting 
authority. 

(3) Public comment. Except as otherwise provided in 
WAC 173-401-725, the permitting authority shall provide a 
minimum of thirty days for public comment on actions 
described in subsection (2)(a) of this section. This comment 
period begins on the date of publication of notice in the Per- 
mit Register or publication in the newspaper of largest gen- 
eral circulation in the area of the facility applying for the per- 
mit, whichever is later. No proposed permit shall be issued 
until the public comment period has ended and the permitting 
authority has prepared a response to the comments received. 

(4) Public hearings. The applicant, any interested gov- 
ernmental entity, any group or any person may request a pub- 
lic hearing within the comment period required under subsec- 
tion (3) of this section. Any such request shall indicate the 
interest of the entity filing it and why a hearing is warranted. 
The permitting authority may, in its discretion, hold a public 
hearing if it determines significant public interest exists. Any 
such hearing shall be held at a time(s) and place(s) as the per- 
mitting authority deems reasonable. The permitting authority 
shall provide at least thirty days prior notice of any hearing. 

(5) The permitting authority shall keep a record of the 
commentors and issues raised during the public participation 
process. Such records shall be available to the public. 


AMENDATORY SECTION (Amending WSR 93-20-075, 
filed 10/4/93, effective 11/4/93) 


WAC 173-401-820 Review by affected states. (1) 
Notice. The permitting authority shall give notice of each 
draft permit, permit revision, or permit renewal to any 
affected state on or before the time that the permitting author- 
ity provides this or permit revision notice to the public under 
WAC 173-401-800 and 173-401-805, except to the extent 
WAC 173-401-725 (2) or (3) requires the timing of the notice 
to be different. 

(2) Response. The permitting authority, as part of the 
submittal of the proposed permit to the administrator (or as 
soon as possible after the submittal for minor permit modifi- 
cation procedures allowed under WAC 173-401-725 (2) and 
(3)), shall notify the administrator and any affected state in 
writing of any refusal by the permitting authority to accept all 
recommendations for the proposed permit that the affected 
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state submitted during the public or affected state review 
period. The notice shall include the permitting authority's 
reasons for not accepting any such recommendation. The per- 
mitting authority is not required to accept recommendations 
that are not based on applicable requirements or the require- 
ments of this chapter. 


(3) British Columbia notification. The permitting author- 
ity shall notify British Columbia of draft permits, permit revi- 
sions, or permit renewals at sources located within 100 kilo- 
meters of the Washington-British Columbia border. Such 
notice shall be concurrent with notification of EPA and 
affected states. 


AMENDATORY SECTION (Amending WSR 94-02-041, 
filed 12/30/93, effective 1/30/94) 


WAC 173-401-900 Fee determination—Ecology. (1) 
Fee determination. Ecology shall develop a fee schedule, 
consistent with the process outlined below, according to 
which it will collect fees from permit program sources under 
its jurisdiction. The fees shall be sufficient to cover ecology's 
permit administration costs and its share of ecology's devel- 
opment and oversight costs. The fee schedule shall also indi- 
cate the shares of ecology's development and oversight costs 
that are to be collected by each delegated local authority. 
Opportunities for public participation shall be afforded 
throughout the fee determination process, as provided in 
WAC 173-401-920(1). 


(2) Fee eligible activities. The costs of the permit admin- 
istration and development and oversight activities are fee eli- 
gible. 

(a) Permit administration. Permit administration costs 
are those incurred by each permitting authority, including 
ecology, in administering and enforcing the operating permit 
program with respect to sources under its jurisdiction. Permit 
administration costs are those enumerated in WAC 173-401- 
940(1). 

(b) Development and oversight. Development and over- 
sight costs are those incurred by ecology in developing and 
administering the state operating permit program and in over- 
seeing the administration of the program by the delegated 
local authorities. Development and oversight costs are those 
enumerated in WAC 173-401-940(2). 


(3) Workload analysis. Ecology shall conduct a work- 
load analysis projecting resource requirements, organized by 
categories of fee-eligible activities, for the purpose of prepar- 
ing the budget. Ecology shall, for the two-year period corre- 
sponding to each biennium, identify the permit administra- 
tion and development and oversight activities that it will per- 
form during that biennium. The workload analysis shall 
include resource requirements for both the direct and indirect 
costs of the permit administration activities enumerated in 
WAC 173-401-940(1) and the development and oversight 
activities enumerated in WAC 173-401-940(2). Ecology 
shall publish a draft workload analysis together with the draft 
budget for the following biennium on or before February 28 
of each even-numbered year and shall provide opportunity 
for public comment thereon in accordance with WAC 173- 
401-920(1). Ecology shall publish a final workload analysis 
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together with the final budget for the following biennium on 
or before June 30 of each even-numbered year. 

(4) Budget development. Ecology shall, for the two-year 
period corresponding to each biennium, prepare an operating 
permit program budget for that biennium. The budget shall be 
based on the resource requirements identified in the workload 
analysis for the biennium and shall take into account the pro- 
jected operating permit program account balance at the start 
of the biennium. Ecology shall publish a draft budget for the 
following biennium together with the draft workload analysis 
on or before February 28 of each even-numbered year and 
shall provide opportunity for public comment thereon in 
accordance with WAC 173-401-920(1). The draft budget 
shall include data on unit costs (e.g., salary schedules and the 
indirect cost rate) used in preparing budget projections. Ecol- 
ogy shall publish a final budget together with the final work- 
load analysis for the following biennium on or before June 30 
of each even-numbered year. 

(5) Allocation methodology. 

(a) Development and oversight costs. Ecology shall allo- 
cate its development and oversight costs among all permit- 
ting authorities, including ecology, based upon the number of 
permit program sources under the jurisdiction of each permit- 
ting authority, except that extraordinary costs or other costs 
readily attributable to a specific permitting authority may be 
assessed by that authority. 

(b) Permit administration costs and ecology's share of 
development and oversight costs. 

(i) Fee allocation. Ecology shall allocate its permit 
administration costs and its share of ecology's development 
and oversight costs among the permit program sources for 
whom it acts as permitting authority, according to a three- 
tiered structure based upon: 

(®©) (A) Tier 1: The number of sources under its juris- 
diction; 

((65)) B) Tier 2: The complexity of the sources under 
its jurisdiction; and 

(Œ) (O) Tier 3: The size of the sources under its juris- 
diction, as measured by the quantity of each regulated pollut- 
ant (for fee calculation) emitted. 

((Fhe-complexityof each—seurce-shal _be-determined 
based-on-arankine system-under which eeolesy_assiens to 
each seuree-a-_complexity value of h 2 of 3_correspondite to 
ecolegy's-assessment-of)) (ii) Each of the three tiers shall be 
equally weighted. 

(iii) Complexity level determination in (b)(1)(B) of this 
subsection. 

(A) Ecology must annually assign a complexity level to 
each source based on ecology's operating permit related work 
activity. 

(B) A source's complexity level determination must cor- 
respond to the relative difficulty of issuing and maintaining 
an operating permit ((ferthatseuree)) and the time spent in 
permit related activities. 

(C) Ecology must annually determine the complexity 
portion of the fee for each source. 

(iv) Public process for complexity determination. Ecol- 
ogy must use the following process when determining the 
complexity portion of the fee: 
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(A) Ecology must post on ecology's web site on or about 
October 31st of each year the basis for the complexity level 

(B) Ecology must provide thirty days for public com- 
ment. 

(C) Ecology has thirty days to respond to comments after 
the close of the public comment period. 

(D) If ecology concludes adjustments are necessary, 
ecology will provide revised fee statements based on updated 
calculations. 

(v) The quantity of each regulated pollutant emitted by a 
source shall be determined based on the annual emissions 
data during the most recent calendar year for which data is 
available. ((Eaeh-ef the threetiers-shaH be-equalHy 
weighted:)) 

(c) WAC 173-401-300(7) Sources. Ecology shall allo- 
cate to permit program sources that qualify for an exemption 
pursuant to WAC 173-401-300(7) after the effective date of 
the date of the state operating permit program the portion of 
ecology's permit administration costs and ecology's share of 
its development and oversight costs that results from includ- 
ing such sources in the first tier of the allocation structure 
described in (b)(i) of this subsection. After ((federalty)) 
legally and practicably enforceable limits have been estab- 
lished and for so long as a source continues to meet the 
requirements for exemption under WAC 173-401-300(7), 
that source shall pay registration program fees pursuant to 
RCW 70.94.015(2) in lieu of paying operating permit pro- 
gram fees. 

(6) Fee schedule. Ecology shall issue annually a fee 
schedule reflecting the permit administration fee and the 
share of the development and oversight fee to be paid by each 
permit program source under its jurisdiction and reflecting 
the development and oversight assessment to be paid by each 
permitting authority. The fee schedule shall be based on the 
information contained in the final source data statements, as 
provided in WAC 173-401-925(3), for each year; the final 
source data statements shall be issued after opportunity for 
petition and review has been afforded in accordance with 
WAC 173-401-925. Ecology shall publish the fee schedule 
for the following year on or before October 31 of each year. 


AMENDATORY SECTION (Amending WSR 94-02-041, 
filed 12/30/93, effective 1/30/94) 


WAC 173-401-920 Accountability—Ecology and del- 
egated local authorities. (1) Public participation during fee 
determination process. Ecology shall provide for public par- 
ticipation in the fee determination process described under 
WAC 173-401-900, which provision shall include, but not be 
limited to, the following: 

(a) Ecology shall provide opportunity for public review 
of and comment on each biennial workload analysis and bud- 
get. 

(b) Ecology shall publish in the Permit Register notice of 
issuance of its draft biennial workload analysis and draft 
biennial budget and issuance of its annual fee schedule. 

(c) Ecology shall make available for public review, on or 
before February 28 of each even-numbered year, copies of its 
draft biennial workload analysis and draft biennial budget. 
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Ecology shall make available for public review, on or before 
October 31 of each year, copies of its annual fee schedule, 
including information on availability of the data used for the 
determination. Ecology shall maintain a mailing list of per- 
sons requesting opportunity for review under this subsection 
or under WAC 173-401-925(1). Ecology may, from time to 
time, inform the public of the opportunity to be placed on the 
mailing list and may delete from the list persons who fail to 
respond to an inquiry regarding continued interest in receiv- 
ing materials. 

(d) Ecology shall provide at least sixty days for public 
comment on the draft biennial workload analysis and draft 
biennial budget. Such sixty-day period for comment shall run 
from the date ecology mails the draft workload analysis and 
draft budget as provided in (c) of this subsection. 

(2) Tracking of revenues, time and expenditures. 

(a) Revenues. Ecology shall track revenues on a source- 
specific basis. 

(b) Time and expenditures. Ecology shall track time and 
expenditures on the basis of source categories and functional 
categories, except that, as part of a demonstration project 
undertaken pursuant to RCW 70.94.162, ecology will track 
time and expenditures on a source-specific basis for at least 
three but no more than five sources. 

(i) Sources will be grouped into five categories, as fol- 
lows: 

(A) Kraft pulping mills; 

(B) Sulfite pulping mills; 

(C) Metal processing and related industries; 

(D) Sources located on the Hanford Reservation; and 

(E) Other sources, including those sources under the 
jurisdiction of ecology's central and eastern regional offices. 

(ii) Functions will be grouped into several categories and 
subcategories, as follows: 

(A) Program management and support; 

(B) Program development; 

(C) Permit processing; 

(I) Application assistance and review; 

(ID) Preparing draft and final permits; 

(D) Permit management and compliance activities; 

(E) Technical assistance; and 

(F) Outreach and education. 

(c) Use of information obtained from tracking revenues, 
time and expenditures. 

(i) Ecology shall use the information obtained from 
tracking revenues, time and expenditures to modify its work- 
load analysis during the biennial review provided for under 
WAC 173-401-900. 

(ii) The information obtained from tracking revenues, 
time and expenditures shall not provide a basis for challenge 
to the amount of an individual source's fee. 
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the audit_Such-opportunity shall consist of a single informal 
meeting-atwhieh atleast one representative _from the regu- 


lated conmmunity_and atleast onetepresentative-ofthe-envi- 
H A . . 


e) poaa Eeology-a and Ba a aai 


dall aoet ite-annuel report to-the appropriate standing 
shall_submit_its-report-te-its board-of directors-andto-ecol- 


egy-)) (3) Fiscal audits and reports. 


(a) Ecology and each delegated local authority shall con- 


tract with the state auditor to have the auditor perform a fiscal 
audit of ecology's and each delegated local authority's operat- 


ing permit program every other year. 

(b) Fiscal audits shall address the following: 

(i) Determine how much operating permit fee revenue 
was collected each fiscal year. 

(ii) Determine whether operating permit fee revenue 
covered all authorized program expenses. 

(iii) Determine whether the fees were computed cor- 
rectly. 

(iv) Determine whether invoices were sent out in a 
timely manner. 

(v) Determine whether billed fees were collected. 

(vi) Determine how fee revenues and expenses were 
accounted for, including amounts of shortfalls and overages 
and an explanation for them. 

(vii) Determine if there was a program budget increase 
or decrease over the period being audited. 

viii) Determine whether operatin 
were used only for authorized activities. 

(4) Performance audits and reports. Ecology and each 
local authority (the agencies) shall have a performance audit 
at least every three years. 

(a) Overview performance audit. Every three years, the 
agencies shall: 

(i) Conduct an overview audit using data collected in 
previous years. Each agency shall collect and analyze their 
data and provide a summary to the air operating permit per- 
formance audit advisory committee (the committee). 

(ii) Consider program efficiencies that could reduce 
costs or improve performance of the operating permit pro- 
gram and report any identified efficiencies to the committee. 

(b) Intensive performance audit. 

(i) The committee, as established in subsection (5) of this 
section, may recommend an agency participate in a more 
intensive audit. 

(ii) The public may submit a request for an intensive 
audit to the committee. The request must identify issues of 


ermit fee revenues 
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concern and explain how the overview performance audit 
does not address them. 
(iii) An intensive audit will not take place more fre- 
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Gii) Submit to ecology: 
(A) Recommendations for evaluating and improving 
program performance statewide. 


quently than every six years. 

(iv) Ecology shall determine final recommendations for 
the requirements of the overview and intensive performance 
audits. 

(c) Performance audit elements. The following are 
intended to serve as a guideline for operating permit program 
intensive performance audits. 

Intensive performance audits may include, but are not 
limited to, assessing the following elements: 

(i) Administration of program - Review of activities such 
as program administration, training, data management, fee 
administration, and clerical support. 

(ii) Permit processing - Review of activities such as 
review of required permit elements, adequacy of statement of 
basis, adequacy of technical support document, timeliness of 
permit processing, permit modifications, permit amend- 
ments, and permit appeals. 

(iii) Permit management - Review of activities such as 


inspections, stack test oversight, reports, complaint investiga- 


tions, administrative enforcement, and compliance. 
(iv) Technical assistance - Review of the operating per- 


mit technical assistance program. 

(v) Education and outreach - Review of activities such as 
public notification, permit register maintenance, notifications 
to EPA and affected states, and publications. 

(d) Reports on the overview and intensive audit results. 

Ecology shall publish a report for each audit. The report 
shall include: 

(i) Recommendations from the committee members. 

(ii) Ecology's final recommendations for performance 
audit requirements. 

(iii) Audit results. Ecology shall distribute a copy of the 
report to the delegated local authorities and the committee 
members. Ecology shall also post the report on their web site. 

(5) Air operating permit performance audit advisory 


committee (the committee). 
(a) Ecology shall establish the committee. 


(b) The committee shall operate under a written charter. 
In consultation with the committee, ecology shall establish 
the committee charter. 

(c) The committee shall meet at least once every three 
years and begin the first overview performance audit no later 
than January 2017. 

(d) Ecology shall appoint committee members. 

(e) Committee membership shall include, at a minimum: 

(i) Representation from ecology. 

(ii) Representation from the regulated community. 

(iii) Representation from a delegated local authority. 

(iv) The following representation is desirable: 

(A) Environmental group(s). 

(B) General public. 


(f) The committee shall: 
(i) Develop a timeline for the schedule of agency 


reviews, collecting reports, reviewing reports, and submitting 
recommendations to ecology. 
Gi) Every three years, review data reports prepared by 


the agencies. 
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(B) Observations from the data review, including trends 
analysis (identifying trends). 

(C) Recommendations for intensive audit content if an 
intensive audit is recommended. 

(g) Public process. The committee meetings shall be 
open to the public. Ecology shall announce the public meet- 
ing and opportunity to comment on performance audit rec- 
ommendations. 

(6) Conducting intensive performance audits. 

(a) If ecology determines that an intensive performance 
audit is needed, ecology shall establish the intensive audit 
schedule. 

(b) Ecology shall audit the delegated local authorities. A 
delegated local authority shall audit ecology. An independent 
contractor may be used to conduct a required intensive audit. 

(c) Performance audit contractor requirements. 

(i) If an independent contractor is used to conduct an 
intensive performance audit, the contractor must have experi- 
ence with the operating permit program. 

(ii) To the extent possible, the contractor shall be free of 
any conflicts of interest. A contractor applying to conduct the 
audits shall disclose any potential conflicts of interest_in its 
application. 


AMENDATORY SECTION (Amending WSR 94-02-041, 
filed 12/30/93, effective 1/30/94) 


WAC 173-401-925 Source data statements and peti- 
tion for review of statements—Ecology and delegated 
local authorities. (1) Preliminary source data statements. 
Ecology shall provide to the permit program sources under its 
jurisdiction and to those persons on the mailing list, main- 
tained in accordance with WAC 173-401-920 (1)(c), or to 
those requesting receipt of source data statements under this 
subsection a preliminary statement of emissions and other 
data from that source upon which ecology intends to base its 
allocation determination under WAC 173-401-900(5) as well 
as a preliminary statement of emissions and other data from 
each of the permit program sources under ecology's jurisdic- 
tion upon which ecology intends to base its allocation deter- 
mination. Such preliminary statement shall be provided to the 
permit program sources and to other persons on the mailing 
list on or before July 31 of each year. Such preliminary state- 
ment shall indicate the name, address and telephone number 
of the person or persons to whom the source or other individ- 
ual may direct inquiries and/or petitions for review under 
subsection (2) of this section regarding the accuracy of the 
data contained therein. 

(2) Petition for review of statement. A permit program 
source or other individual may petition ecology to review for 
accuracy the data contained in any preliminary source data 
statement provided for under subsection (1) of this section. 
Such petition shall be lodged on or before August 31 of each 
year. Such petition shall be in writing, directed to the individ- 
ual indicated on the statement of source data. Such petition 
shall indicate clearly the data to be reviewed, the specific 
action that the source or petitioning individual is requesting 
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be taken and may, if the source or petitioning individual 
desires, be accompanied by written documentation support- 
ing the request for review. Such petition shall, in addition, 
state the name, address and telephone number of the person 
or persons to whom ecology may direct inquiries regarding 
the request. Upon receipt of such a petition, ecology must 
issue its written response to the petitioner and any other 
affected party on or before September 30 of each year. Such 
response shall state the ((eenehistens)) observations of the 
review and the reasons therefore, and shall contain a new pre- 
liminary source data statement, revised to reflect any changes 
necessitated by ecology's response. 

(3) Final source data statement. Ecology shall provide to 
the permit program sources under its jurisdiction and to those 
persons on the mailing list, maintained in accordance with 
WAC 173-491-920 (1)(c), or to those requesting receipt of 
source data statements under this subsection a final statement 
of emissions and other data from that source upon which 
ecology will base its allocation determination under WAC 
173-401-900 on or before October 31 of each year. In addi- 
tion, the final source data statements shall include a final 
statement of emissions and other data upon which ecology 
intends to base its allocation determination from each of the 
permit program sources under its jurisdiction. The final 
source data statement will be accompanied by a fee schedule 
reflecting the fee to be paid by each source. Ecology may 
include with the fee schedule an invoice, or a notice stating 
that fees listed in the fee schedule must be paid by February 
28th of the following year. 

(4) Delegated local authorities. Delegated local authori- 
ties shall establish procedures for administrative dispute res- 
olution for disputes pertaining to fees. 


AMENDATORY SECTION (Amending WSR 94-02-041, 
filed 12/30/93, effective 1/30/94) 


WAC 173-401-935 Development and oversight 
remittance by local authorities—Ecology and delegated 
local authorities. (1) Collection. On or before October 31 of 
each year, ecology shall provide to each delegated local 
authority a statement of the share of ecology's development 
and oversight costs for which the authority is responsible for 
collecting from sources under its jurisdiction. 

(2) Remittance. Each delegated local authority shall 
remit to ecology ((ene-half-ef)) the share of ecology's devel- 
opment and oversight costs for which ((#)) the delegated 
local authority is responsible for collecting from sources 
under its jurisdiction on or before March 31 ((efeach-year 
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(b) Source inspections, testing and other data-gathering 
activities necessary for the development or a permit, permit 
revision, or renewal; 

(c) Acting on an application for a permit, permit revi- 
sion, or renewal, including the costs of developing an appli- 
cable requirement as part of the processing of a permit, per- 
mit revision, or renewal, preparing a draft permit and fact 
sheet, and preparing a final permit, but excluding the costs of 
developing BACT, LAER, BART, or RACT requirements 
for criteria and toxic air pollutants; 

(d) Notifying and soliciting, reviewing and responding to 
comment from the public and contiguous states and tribes, 
conducting public hearings regarding the issuance of a draft 
permit and other costs of providing information to the public 
regarding operating permits and the permit issuance process; 

(e) Modeling necessary to establish permit limits or to 
determine compliance with permit limits; 

(f) Reviewing compliance certifications and emissions 
reports and conducting related compilation and reporting 
activities; 

(g) Conducting compliance inspections, complaint 
investigations, and other activities necessary to ensure that a 
source is complying with permit conditions; 

(h) Administrative enforcement activities and penalty 
assessment, excluding the costs of proceedings before the 
pollution control hearings board and all costs of judicial 
enforcement; 

(i) The share attributable to permitted sources of the 
development and maintenance of emissions inventories; 

(j) The share attributable to permitted sources of ambient 
air quality monitoring and associated recording and reporting 
activities; 

(k) Training for permit administration and enforcement; 

(1) Fee determination, assessment, and collection, 
including the costs of necessary administrative dispute reso- 
lution and penalty collection; 

(m) Required fiscal audits, periodic performance audits, 
and reporting activities; 

(n) Tracking of time, revenues and expenditures, and 
accounting activities; 

(o0) Administering the permit program including the 
costs of clerical support, supervision, and management; 
((and)) 

(p) Other activities required by operating permit regula- 
tions issued by the United States Environmental Protection 
Agency under the Federal Clean Air Act; and 

(q) Provision of assistance to small business consistent 
with RCW 70.94.162. 


S 


deyelopmentandoversighteosts-onorbeforeJune30ofeach 
year)). 


AMENDATORY SECTION (Amending WSR 94-02-041, 
filed 12/30/93, effective 1/30/94) 


WAC 173-401-940 Fee eligible activities—Ecology 
and delegated local authorities. (1) Permit administration 
activities shall include: 

(a) Preapplication assistance and review of an applica- 
tion and proposed compliance plan for a permit, permit revi- 
sion, or renewal; 
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(2) Development and oversight activities shall include: 

(a) Review and determinations necessary for delegation 
of authority to administer and enforce a permit program to a 
local air authority under RCW 70.94.161(2) and 70.94.860; 

(b) Conducting fiscal audits and periodic performance 
audits of delegated local authorities, and other oversight 
functions required by the operating permit program; 

(c) Administering enforcement actions taken by the 
department on behalf of a permitting authority, including 
those actions taken by the department under RCW 70.94.785, 
but excluding the costs of proceedings before the pollution 
control hearings board and all costs of judicial enforcement; 
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(d) Determination and assessment with respect to each 
permitting authority of the fees covering its share of the costs 
of development and oversight; 

(e) Training and assistance for permit program adminis- 
tration and oversight, including training and assistance 
regarding technical, administrative, and data management 
issues; 

(f) Development of generally applicable regulations or 
guidance regarding the permit program or its implementation 
or enforcement; 

(g) State codification of federal rules or standards for 
inclusion in operating permits; 

(h) Preparation of delegation package and other activi- 
ties associated with submittal of the state permit program to 
the United States Environmental Protection Agency for 
approval, including ongoing coordination activities; 

(i) General administration and coordination of the state 
permit program, related support activities, and other agency 
indirect costs, including necessary data management and 
quality assurance; 

(j) Required fiscal audits and periodic performance 
audits of the department, and reporting activities; 

(k) Tracking of time, revenues and expenditures, and 
accounting activities; 

(1) Public education and outreach related to the operating 
permit program, including the maintenance of a permit regis- 
ter; 

(m) The share attributable to permitted sources of com- 
piling and maintaining emissions inventories; 

(n) The share attributable to permitted sources of ambi- 
ent air quality monitoring, related technical support, and 
associated recording activities; 

(o) Provision of assistance to small business as required 
under Section 507 of the Federal Clean Air Act as it exists on 
the effective date of this act or its later enactment as adopted 
by reference by the director by rule; 

(p) Provision of services by the department of revenue 
and the office of the state attorney general and other state 
agencies in support of permit program administration; 

(q) A one-time revision to the state implementation plan 
to make those administrative changes necessary to ensure 
coordination of the state implementation plan and the operat- 
ing permit program; and 

(r) Other activities required by operating permit regula- 
tions issued by the United States Environmental Protection 
Agency under the Federal Clean Air Act. 
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Original Notice. 

Preproposal statement of inquiry was filed as WSR 15- 
13-067. 

Title of Rule and Other Identifying Information: Insurer 
holding companies. 
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Hearing Location(s): Insurance Commissioner's Office, 
TR 120, 5000 Capitol Boulevard, Tumwater, WA 98504- 
0255, on September 21, 2015, at 10:00 a.m. 

Date of Intended Adoption: September 22, 2015. 

Submit Written Comments to: Jim Tompkins, P.O. Box 
40258, Olympia, WA 98504-0258, e-mail rulescoordinator@ 
oic.wa.gov, fax (360) 586-3109, by September 18, 2015. 

Assistance for Persons with Disabilities: Contact Lori 
[Lorie] Villaflores by September 18, 2015, TTY (360) 586- 
0241 or (360) 725-7087. 

Purpose of the Proposal and Its Anticipated Effects, 
Including Any Changes in Existing Rules: The proposed 
rules will amend the existing holding company regulation, 
chapter 284-18 WAC and other WAC sections to conform 
with the amendments made by legislation enacted during the 
2015 legislative session. In addition, since the legislation 
repealed chapter 48.31C RCW and provided that the entities 
regulated by this chapter would now be regulated under chap- 
ter 48.31B RCW, the proposed rules will repeal chapter 284- 
18A WAC. 

Reasons Supporting Proposal: In the 2015 legislative 
session, chapter 122, Laws of 2015, was enacted making 
changes to the Insurer Holding Company Act and repealing 
chapter 48.31C RCW. 

Statutory Authority for Adoption: RCW 48.02.060 and 
48.31B.040. 

Statute Being Implemented: Chapter 48.31B RCW. 

Rule is not necessitated by federal law, federal or state 
court decision. 

Name of Proponent: Mike Kreidler, insurance commis- 
sioner, governmental. 

Name of Agency Personnel Responsible for Drafting: 
Jim Tompkins, P.O. Box 98504-0258 [40258], Olympia, WA 
98504-0258, (360) 725-7036; Implementation and Enforce- 
ment: Ron Pastuch, P.O. Box 98504-0259 [40259], Olympia, 
WA 98504-0259, (360) 725-7211. 

No small business economic impact statement has been 
prepared under chapter 19.85 RCW. The entities that must 
comply with the proposed rule are not small businesses, pur- 
suant to chapter 19.85 RCW. 

A cost-benefit analysis is required under RCW 34.05.- 
328. A preliminary cost-benefit analysis may be obtained by 
contacting Jim Tompkins, P.O. Box 40258, Olympia, WA 
98504-0258, phone (360) 725-7036, fax (360) 586-3109, e- 
mail rulescoordinator@oic.wa.gov. 


August 4, 2015 
Mike Kreidler 
Insurance Commissioner 


AMENDATORY SECTION (Amending WSR 12-03-087, 
filed 1/15/12, effective 2/15/12) 


WAC 284-03-030 Exemptions. (1) The Public Records 
Act provides that a number of types of documents are exempt 
from public inspection and copying. In addition, documents 
are exempt from disclosure if any "other statute" exempts or 
prohibits disclosure. Requestors should be aware of the fol- 
lowing exemptions found specifically in the insurance code 
(Title 48 RCW), that restrict the availability of some docu- 
ments held by the OIC for inspection and copying: 
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(a) Medical malpractice - Closed claim reports - Annual 
reports, RCW 48.140.040 and 48.140.050. 

(b) Confidentiality of documents, materials, or other 
information, RCW 48.02.065. 

(c) Insurer's risk-based capital reports, RCW 48.05.510 
through 48.05.535. 

(d) Insurance fraud, RCW 48.30A.045 through 48.30A.- 
065 and 48.135.060. 

(e) ((Confidential _preprictary_andtrade_seeret informa- 
tien, RCW 48316926 
48:346.070;)) Documents, materials, or information about 
insurer's transactions with affiliates, RCW 48.31B.025 and 
48.31B.030. 

(f) Material acquisitions or disposition information, 
RCW 48.43.200, 48.44.530 through 48.44.555, and 48.46.- 
600 through 48.46.625. 

(g) Service contract provider's annual reports, RCW 
48.110.040. 

(h) Statistical summaries, RCW 48.140.040. 

(2) The OIC is prohibited by statute from disclosing lists 
of individuals for commercial purposes. 

This list is for informational purposes only and a fail- 
ure to list an exemption shall not affect the efficacy of any 
exemption. 


AMENDATORY SECTION (Amending WSR 09-20-069, 
filed 10/5/09, effective 11/5/09) 


WAC 284-07-110 Definitions. For the purposes of 
WAC 284-07-100 through 284-07-230 the following defini- 
tions shall apply: 

(1) "Accountant" or "independent certified public 
accountant" means an independent certified public accoun- 
tant or accounting firm in good standing with the American 
Institute of Certified Public Accountants (AICPA) and in all 
states in which he or she is licensed to practice; for Canadian 
and British companies, the terms mean a Canadian-chartered 
or British-chartered accountant. 

(2) An "affiliate" of, or person "affiliated" with, a spe- 
cific person, is a person that directly, or indirectly through 
one or more intermediaries, controls, or is controlled by, or is 
under common control with, the person specified. 

(3) "Audit committee" means a committee (or equivalent 
body) established by the board of directors of an entity for the 
purpose of overseeing the accounting and financial reporting 
processes of an insurer or group of insurers, and audits of 
financial statements of the insurer or group of insurers. The 
audit committee of any entity that controls a group of insurers 
may be deemed to be the audit committee for one or more of 
these controlled insurers solely for the purposes of WAC 
284-07-100 through 284-07-230 at the election of the con- 
trolling person. Refer to WAC 284-07-213(5) for exercising 
this election. If an audit committee is not designated by the 
insurer, the insurer's entire board of directors shall constitute 
the audit committee. 

(4) "Audited financial report" means and includes those 
items specified in WAC 284-07-130. 

(5) "Group of insurers" means those licensed insurers 
included in the reporting requirements of chapter((s)) 48.31B 
((and 48-34€6)) RCW, or a set of insurers as identified by 
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management, for the purpose of assessing the effectiveness of 
internal control over financial reporting. 

(6) "Indemnification" means an agreement of indemnity 
or a release from liability where the intent or effect is to shift 
or limit in any manner the potential liability of the person or 
firm for failure to adhere to applicable auditing or profes- 
sional standards, whether or not resulting in part from know- 
ing of other misrepresentations made by the insurer or its rep- 
resentatives. 

(7) "Independent board member" has the same meaning 
as described in WAC 284-07-213(3). 

(8) "Insurer" has the same meaning as set forth in RCW 
48.01.050. It also includes health care service contractors 
registered under chapter 48.44 RCW, health maintenance 
organizations registered under chapter 48.46 RCW, fraternal 
benefit societies registered under chapter 48.36A RCW, and 
self-funded multiple employer welfare arrangements autho- 
rized under chapter 48.125 RCW. 

(9) "Internal control over financial reporting" means a 
process effected by an entity's board of directors, manage- 
ment and other personnel designed to provide reasonable 
assurance regarding the reliability of the financial statements, 
i.e., those items specified in WAC 284-07-130 (2)(b) through 
(g) and includes those policies and procedures that: 

(a) Pertain to the maintenance of records that, in reason- 
able detail, accurately and fairly reflect the transactions and 
dispositions of assets; 

(b) Provide reasonable assurance that transactions are 
recorded as necessary to permit preparation of the financial 
statements, i.e., those items specified in WAC 284-07-130 
(2)(b) through (g) and that receipts and expenditures are 
being made only in accordance with authorizations of man- 
agement and directors; and 

(c) Provide reasonable assurance regarding prevention or 
timely detection of unauthorized acquisition, use or disposi- 
tion of assets that could have a material effect on the financial 
statements, i.e., those items specified in WAC 284-07-130 
(2)(b) through (g). 

(10) "NAIC" means the National Association of Insur- 
ance Commissioners. 

(11) "Policy holder" shall also mean subscriber. 

(12) "SEC" means the United States Securities and 
Exchange Commission. 

(13) "Section 404" means Section 404 of the Sarbanes- 
Oxley Act of 2002 and the SEC's rules and regulations pro- 
mulgated thereunder. 

(14) "Section 404 report" means management's report on 
internal control over financial reporting as defined by the 
SEC and the related attestation report of the independent cer- 
tified public accountant described in WAC 284-07-110(1). 

(15) "SOX compliant entity" means an entity that either 
is required to be compliant with, or voluntarily is compliant 
with, all of the following provisions of the Sarbanes-Oxley 
Act of 2002: 

(a) The preapproval requirements of Section 201 (Sec- 
tion 10A(1) of the Securities and Exchange Act of 1934); 

(b) The audit committee independence requirements of 
Section 301 (Section 10A (m)(3) of the Securities and 
Exchange Act of 1934); and 
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(c) The internal control of financial reporting require- 
ments of Section 404 (Item 308 of SEC Regulations S-K). 


AMENDATORY SECTION (Amending WSR 11-24-087, 
filed 12/7/11, effective 1/7/12) 


WAC 284-07-600 Definitions. For the purposes of this 
regulation, WAC 284-07-610 and 284-07-620, called the 
biographical affidavits regulation, the following definitions 
apply: 

(1) A "biographical affidavit" means the current National 
Association of Insurance Commissioners (NAIC) Biographi- 
cal Affidavit, Form 11, available on the NAIC's web site at 
www.naic.org. 

(2) A "domestic insurer" includes an entity organized 
under the laws of this state, domiciled in this state or using 
this state as its state of entry including: 

(a) An insurer authorized under chapter 48.05 RCW. 

(b) A fraternal benefit society as defined in RCW 
48.36A.010 and authorized under chapter 48.36A RCW. 

(c) A health care service contractor defined in RCW 
48.44.010 and registered under chapter 48.44 RCW. 

(d) A health maintenance organization defined in RCW 
48.46.020 and registered under chapter 48.46 RCW. 

(e) A self-funded multiple employer welfare arrange- 
ment defined in RCW 48.125.010 and authorized under chap- 
ter 48.125 RCW. 

(f) An alien insurer authorized under chapter 48.05 RCW 
and subject to the requirements under chapter 48.35 RCW. 

(3) A "foreign insurer" or an "alien insurer" are as 
defined in RCW 48.05.010 and authorized under chapter 
48.05 RCW. 

(4) An "officer" or "director" includes: 

(a) ((A—controHing)) An individual with controlling 
interests as defined in RCW 48.31B.005((@}-and4834+6— 
949)) (3); 

(b) An executive officer as defined in WAC 284-18-340 
and 284-18A-340; and 

(c) Key management personnel who control the opera- 
tions of a domestic, foreign or alien insurer. 


NEW SECTION 


WAC 284-18-200 Purpose. The purpose of these rules 
is to set forth rules and procedural requirements which the 
commissioner deems necessary to carry out the provisions of 
the NAIC Insurance Holding Company System Regulatory 
Act, chapter 48.31B RCW, of the insurance code hereinafter 
referred to as "the act." The information called for by these 
tules is hereby declared to be necessary and appropriate in the 
public interest and for the protection of the policyholders in 
this state. 


AMENDATORY SECTION (Amending WSR 93-19-005, 
filed 9/1/93, effective 10/2/93) 


WAC 284-18-300 Forms—General requirements. (1) 
Forms A, B, C, ((and)) D, E, and F are intended to be guides 
in the preparation of the statements required by ((seettens-4, 
6,-and 7, chapter 462, Laws-of 1993)) RCW 48.31B.015, 
48.31B.020, 48.31B.025, and 48.31B.030. They are not 
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intended to be blank forms which are to be filled in. These 
statements filed ((shaH)) must contain the numbers and cap- 
tions of all items, but the text of the items may be omitted 
provided the answers thereto are prepared in such a manner 
as to indicate clearly the scope and coverage of the items. All 
instructions, whether appearing under the items of the form 
or elsewhere therein, are to be omitted. Unless expressly pro- 
vided otherwise, if any item is inapplicable or the answer 
thereto is in the negative, an appropriate statement to that 
effect ((shalt)) must be made. 


(2) ((Fwe-complete-copies-of)) The Forms A, ((and-one 
copy-efferms)) B, C, ((and)) D, E, and F including exhibits 


and all other papers and documents filed as a part thereof, 
coe must be at at ie commissioner ee seas 
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that state-_has- notified the insurer_of its request inawrting in 
hiel hei i laus f ares : 
te-fHe-suchferm Atleast oneoftheceptes-shalt)) as 


instructed on the commissioner's web site. The forms must be 
manually or electronically signed in the manner prescribed 
on the ((ferm)) commissioner's web site. Unsigned copies 
((shaHt)) must be conformed. If the signature of any person is 
affixed pursuant to a power of attorney or other similar 
authority, a copy of ((s#ek)) the power of attorney or other 
authority ((shaH)) must also be filed with the statement. 


(3) If an applicant requests a hearing on a consolidated 
basis under RCW 48.31B.015 (4)(c) in addition to filing the 
Form A with the commissioner, the applicant must file a copy 
of the Form A with the National Association of Insurance 
Commissioners (NAIC) in electronic form. 


(4) Statements ((sheuld)) must be prepared ((en-paper-8 
42" "for 842" 4") in size and preferably bound atthe 
tep-orthe topteft-hand corner_Exhibits-and financial state- 
ments unless specifically prepared forthe fine may be -sub- 
mitted in theitoricinal size All copies of any statement 
financial statements_or-exhibis-shall be-clear_easiy read- 
able—and suitable fer phetecepying)) electronically as 
instructed on the commissioner's web site. Debits in credit 
categories and credits in debit categories ((shaH)) must be 
designated so as to be clearly distinguishable as such on 
((photecepies)) the statements. Statements ((shal)) must be 
in the English language and monetary values ((shal})) must 
be stated in United States currency. If any exhibit or other 
((paper-er)) document filed with the statement is in a foreign 
language, it ((shaĦ)) must be accompanied by a translation 
into the English language and any monetary value shown in a 
foreign currency normally ((skaH)) must be converted into 
United States currency. 
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AMENDATORY SECTION (Amending WSR 93-19-005, 
filed 9/1/93, effective 10/2/93) 


WAC 284-18-310 Forms—lIncorporation by refer- 
ence, summaries, and omissions. (1) Information required 
by any item of Form A, ((Ferm)) B, ((er-Ferm)) D, E, or F 
may be incorporated by reference in answer or partial answer 
to any other item. Information contained in any financial 
statement, annual report, proxy statement, statement filed 
with a governmental authority, or any other document may be 
incorporated by reference in answer or partial answer to any 
item of Form A, ((Ferm)) B, ((etFerm)) D, E, or F provided 
((seeh)) the document ((er-paper)) is filed as an exhibit to the 
statement. Excerpts of documents may be filed as exhibits if 
the documents are extensive. Documents currently on file 
with the commissioner which were filed within three years 
need not be attached as exhibits. References to information 
contained in exhibits or in documents already on file ((shal)) 
must clearly identify the material and ((shal})) must specifi- 
cally indicate that such material is to be incorporated by ref- 
erence in answer to the item. Matter ((skeH)) must not be 
incorporated by reference in any case where ((sueh)) the 
incorporation would render the statement incomplete, 
unclear, or confusing. 


(2) Where an item requires a summary or outline of the 
provisions of any document, only a brief statement ((sha})) 
must be made as to the pertinent provisions of the document. 
In addition to ((s#ek)) the statement, the summary or outline 
may incorporate by reference particular parts of any exhibit 
or document currently on file with the commissioner which 
was filed within three years and may be qualified in its 
entirety by ((sueh)) the reference. In any case where two or 
more documents required to be filed as exhibits are substan- 
tially identical in all material respects except as to the parties 
thereto, the dates of execution, or other details, a copy of only 
one of ((sueh)) the documents need be filed with a schedule 
identifying the omitted documents and setting forth the mate- 
rial details in which ((seeh)) the documents differ from the 
documents a copy of which is filed. 


AMENDATORY SECTION (Amending WSR 93-19-005, 
filed 9/1/93, effective 10/2/93) 


WAC 284-18-320 Forms—Information unknown or 
unavailable and extension of time to furnish. ((GJnfer 
; ired | besi i ie: 


etver-ontlyinsefaras tis knew or 
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statine the result of a request madetosuch person forthe 

@))) If it is impractical to furnish any required informa- 
tion, document, or report at the time it is required to be filed, 
there ((may)) must be filed with the commissioner a separate 
document: 

((€a))) A) Identifying the information, document, or 
report in question; 

((€6})) (2) Stating why the filing thereof at the time 
required is impractical; and 

((€e})) (3) Requesting an extension of time for filing the 
information, document, or report to a specified date. The 
request for extension ((shaH-be-deemed)) is granted unless 
the commissioner within sixty days after receipt thereof 
enters an order denying the request. 


AMENDATORY SECTION (Amending WSR 93-19-005, 
filed 9/1/93, effective 10/2/93) 


WAC 284-18-330 Forms—Additional information 
and exhibits. In addition to the information expressly 
required to be included in Forms A, ((Ferm)) B, ((Ferm)) C, 
((andForm)) D, ((there-shal-be-added-such)) E, and F the 
commissioner may request further material information, if 
any, as may be necessary to make the information contained 
therein not misleading. The person filing may also file 
((sueh)) exhibits as it may desire in addition to those 
expressly required by the statement. ((Sueh)) The exhibits 
((shaH)) must be so marked as to indicate clearly the subject 
matters to which they refer. Changes to Forms A, B, C, ((ef)) 
D ((shaHt)), E, or F must include on the top of the cover page 
the phrase: "Change No. (insert number) to" and ((shaH)) 
must indicate the date of the change and not the date of the 
original filing. 


AMENDATORY SECTION (Amending WSR 93-19-005, 
filed 9/1/93, effective 10/2/93) 


WAC 284-18-340 Definitions. (1) "The act" means the 
Insurer Holding Company Act, ((seeti - 
ter-462,Laws-0f1993)) chapter 48.31B RCW. 


(2) "Executive officer" means chief executive officer, 
chief operating officer, chief financial officer, treasurer, sec- 
retary, controller, and any other individual performing func- 
tions corresponding to those performed by the foregoing offi- 
cers under whatever title. 


(3) (“Fereten-msurer” shall inelude an_ahen—insurer 


(4))) "Ultimate controlling person" means that person 
which is not controlled by any other person. 


(6) (4) Unless the context otherwise requires, other 
terms found in ((these-+egttations)) this chapter and in ((see- 
tien 2_chapter 462, Laws of 1993)) RCW 48.31B.005, are 
used as defined in ((that-seetteon 2,-chapter462, Laws-of 
4+993)) RCW _48.31B.005. Other nomenclature or terminol- 
ogy is according to Title 48 RCW, or industry usage if not 
defined by Title 48 RCW. 
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AMENDATORY SECTION (Amending WSR 93-19-005, 
filed 9/1/93, effective 10/2/93) 


WAC 284-18-350 Subsidiaries of domestic insurers. 
The authority to invest in subsidiaries under ((the-eet)) chap- 
ter 48.31B RCW is in addition to any authority to invest in 
subsidiaries which may be contained in any other provision 
of Title 48 RCW. 


AMENDATORY SECTION (Amending WSR 93-19-005, 
filed 9/1/93, effective 10/2/93) 


WAC 284-18-360 Acquisition of control—Statement 
filing. A person required to file a statement ((pursuantte-see- 


tien 4,_chapter462, Laws of 1993 shalt})) under RCW 


48.31B.015, must furnish the required information on Form 


A, ((herebymade-a-part ofthis regulatien)) set forth in WAC 


284-18-910. The person must also furnish the required infor- 
mation on Form E set forth in WAC 284-18-950. 


AMENDATORY SECTION (Amending WSR 93-19-005, 
filed 9/1/93, effective 10/2/93) 


WAC 284-18-370 Amendments to Form A. The appli- 
cant ((shaH)) must promptly advise the commissioner of any 
changes in the information ((se)) furnished on Form A aris- 
ing subsequent to the date upon which ((seek)) the informa- 
tion was furnished but prior to the commissioner's disposition 
of the application. 


AMENDATORY SECTION (Amending WSR 93-19-005, 
filed 9/1/93, effective 10/2/93) 


WAC 284-18-380 Acquisition ((efseetien-44);-ehap- 
ter-462,Laws-0£4993)) under RCW 48.31B.015, insurers. 
(1) If the person being acquired is ((deemedte-be)) a "domes- 
tic insurer" solely because of the provisions of ((the-seeond 

ef section +4), chapter 462, Laws-0f1993)) 
RCW 48.31B.015 (1)(d), the name of the domestic insurer on 
the cover page should be indicated as follows: 

"ABC Insurance Company, a subsidiary of XYZ Hold- 
ing Company." 

(2) Where ((sueh-an)) the insurer is being acquired, ref- 
erences to "the insurer" contained in Form A ((skhaH)) must 
refer to both the domestic subsidiary insurer and the person 
being acquired. 


NEW SECTION 


WAC 284-18-385 Preacquisition notification. If a 
domestic insurer, including any person controlling a domes- 
tic insurer, is proposing a merger or acquisition under RCW 
48.31B.015 (1)(a) that person must file a preacquisition noti- 
fication form, Form E, set forth in WAC 284-18-950. 

Additionally, if a nondomiciliary insurer authorized to 
do business in this state is proposing a merger or acquisition 
under RCW 48.31B.020 that person must file a preacquisi- 
tion notification form, Form E. No preacquisition form need 
be filed if the acquisition is beyond the scope of RCW 
48.31B.020 as set forth in RCW 48.31B.020 (2)(b). 
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In addition to the information required by Form E, the 
commissioner may require an expert opinion as to the com- 
petitive impact of the proposed acquisition. 


AMENDATORY SECTION (Amending WSR 93-19-005, 
filed 9/1/93, effective 10/2/93) 


WAC 284-18-390 Annual registration of insurers— 
Statement filing. An insurer required to file an annual regis- 
tration statement ((pursuantte-seetion-6,chapter 462,_Laws 
ef4993—shalt)) under RCW 48.31B.025, must furnish the 
required information on Form B, (( 


these regulations)) set forth in WAC 284-18-920. 


AMENDATORY SECTION (Amending WSR 93-19-005, 
filed 9/1/93, effective 10/2/93) 


WAC 284-18-400 Summary of registration—State- 
ment filing. An insurer required to file an annual registration 
statement (( te-seetion 6, chapter 462, _Laws-of 
+993)) under RCW 48.31B.025, is also required to furnish 
information required on Form C, ((hereby-made-a-part ofthis 
regulation An insurer shall file 2 copy_of Form € in each 


requested by the commissioner of that state)) set forth in 
WAC 284-18-930. 


AMENDATORY SECTION (Amending WSR 93-19-005, 
filed 9/1/93, effective 10/2/93) 


WAC 284-18-410 Amendments to Form B. (1) An 
amendment to Form B ((shaH)) must be filed within fifteen 
days after the end of any month in which there is a material 
change to the information provided in the annual registration 
statement. 

(2) Amendments ((shaH)) must be filed in the Form B 
format with only those items which are being amended 
reported. Each ((seek)) amendment ((shaH)) must include at 
the top of the cover page "Amendment No. (insert number) to 
Form B for (insert year)" and ((she)) must indicate the date 
of the change and not the date of the original filings. 


AMENDATORY SECTION (Amending WSR 93-19-005, 
filed 9/1/93, effective 10/2/93) 


WAC 284-18-420 Alternative and consolidated regis- 
trations. (1) Any authorized insurer may file a registration 
statement on behalf of any affiliated insurer or insurers which 
are required to register under ((seetien 6,chapter462_Laws 
ef4993)) RCW 48.31B.025. A registration statement may 
include information not required by the act regarding any 
insurer in the insurance holding company system even if 
((sueh)) the insurer is not authorized to do business in this 
state. In lieu of filing a registration statement on Form B, the 
authorized insurer may file a copy of the registration state- 
ment or similar report which it is required to file in its state of 
domicile, provided: 

(a) The statement or report contains substantially similar 
information required to be furnished on Form B; and 

(b) The filing insurer is the principal insurance company 
in the insurance holding company system. 
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(2) The question of whether the filing insurer is the prin- 
cipal insurance company in the insurance holding company 
system is a question of fact and an insurer filing a registration 
statement or report in lieu of Form B on behalf of an affiliated 
insurer, ((shaH)) must set forth a brief statement of facts 
which will substantiate the filing insurer's claim that it, in 
fact, is the principal insurer in the insurance holding company 
system. 

(3) With the prior approval of the commissioner, an 
unauthorized insurer may follow any of the procedures which 
could be done by an authorized insurer under subsection (1) 
of this section. 

(4) Any insurer may take advantage of the provisions of 
((seetion6-8)-0r-9), chapter462.Laws-0f1993)) RCW 
48.31B.025 (8) or (9), without obtaining the prior approval of 
the commissioner. The commissioner, however, reserves the 
right to require individual filings if he or she deems ((seh)) 
the filings necessary in the interest of clarity, ease of admin- 
istration, or the public good. 


AMENDATORY SECTION (Amending WSR 93-19-005, 
filed 9/1/93, effective 10/2/93) 


WAC 284-18-430 Disclaimers and termination of 
registration. (1) A disclaimer of affiliation or a request for 
termination of registration claiming that a person does not, or 
will not upon the taking of some proposed action, control 
another person (hereinafter referred to as the "subject") 
((shal)) must contain the following information: 

(a) The number of authorized, issued, and outstanding 
voting securities of the subject; 

(b) With respect to the person whose control is denied 
and all affiliates of ((sueh)) the person, the number and per- 
centage of shares of the subject's voting securities which are 
held of record or known to be beneficially owned, and the 
number of ((seeh)) the shares concerning which there is a 
right to acquire, directly or indirectly; 

(c) All material relationships and bases for affiliation 
between the subject and the person whose control is denied 
and all affiliates of ((sueh)) the person; 

(d) A statement explaining why ((swehk)) the person 
should not be considered to control the subject. 

(2) A request for termination of registration ((shalbe 
deemed te-havebeen)) is granted unless the commissioner, 
within thirty days after he or she receives the request, notifies 
the registrant otherwise. 


AMENDATORY SECTION (Amending WSR 93-19-005, 
filed 9/1/93, effective 10/2/93) 


WAC 284-18-440 Transactions subject to prior 
notice—Notice filing. (1) An insurer required to give notice 
of a proposed transaction ((pursuantte-section-7, chapter 462, 
Laws-ef1993—shaH)) under RCW 48.31B.030, must furnish 
the required information on Form D, (( 
these regulations)) set forth in WAC 284-18-940. 

(2) Agreements for cost-sharing services and manage- 
ment services must at a minimum and as applicable: 

(a) Identify the person providing the services and the 
nature of the services: 

(b) Set forth the methods to allocate costs; 
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(c) Require timely settlement, not less frequently than on 
a quarterly basis, and compliance with the requirements in 
the accounting practices and procedures manual; 

(d) Prohibit advancement of funds by the insurer to the 
affiliate except to pay for services defined in the agreement; 

(e) State that the insurer will maintain oversight for func- 
tions provided to the insurer by the affiliate and that the 
insurer will monitor services annually for quality assurance; 

(£) Define books and records of the insurer to include all 


books and records developed or maintained under or related 
to the agreement; 

(g) Specify that all books and records of the insurer are 
the exclusive property of the insurer, held for the benefit of 
the insurer and are subject to the control of the insurer; 

(h) State that all funds and invested assets of the insurer 
are the exclusive property of the insurer, held for the benefit 
of the insurer and are subject to the control of the insurer; 

(i) Include standards for termination of the agreement 
with and without cause; 

Q) Include provisions for indemnification of the insurer 
in the event of gross negligence or willful misconduct on the 
part of the affiliate providing the services: 

(k) Specify that, if the insurer is placed in receivership or 
delinquency proceedings by the commissioner under either 
chapter 48.31 or 48.99 RCW, or both: 

(i) All of the rights of the insurer under the agreement 
extend to the receiver or commissioner; and 

(ii) All books and records will immediately be made 
available to the receiver or commissioner, and must be turned 
over to the receiver or commissioner immediately upon the 
receiver or the commissioner's request: 

(1) Specify that the affiliate has no automatic right to ter- 
minate the agreement if the insurer is placed in receivership 
under either chapter 48.31 or 48.99 RCW, or both; and 

(m) Specify that the affiliate will continue to maintain 
any systems, programs, or other infrastructure notwithstand- 
ing a delinquency proceeding by the commissioner under 
either chapter 48.31 or 48.99 RCW, or both, and will make 
them available to the receiver, for so long as the affiliate con- 
tinues to receive timely payments for services rendered. 


NEW SECTION 


WAC 284-18-445 Enterprise risk report. The ultimate 
controlling person of an insurer required to file an enterprise 
risk report under RCW 48.31B.025(12) must furnish the 
required information on Form F, set forth in WAC 284-18- 
960. 


AMENDATORY SECTION (Amending WSR 93-19-005, 
filed 9/1/93, effective 10/2/93) 


WAC 284-18-450 Extraordinary dividends and other 
distributions. (1) Requests for approval of extraordinary 
dividends or any other extraordinary distribution to share- 
holders ((shaH)) must include the following: 

(a) The amount of the proposed dividend; 

(b) The date established for payment of the dividend; 

(c) A statement as to whether the dividend is to be in 
cash or other property and, if in property, a description 
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thereof, its cost, and its fair market value together with an 
explanation of the basis for valuation; 

(d) A copy of the calculations determining that the pro- 
posed dividend is extraordinary. The work paper ((skaH)) 
must include the following information: 

(i) The amounts, dates, and form of payment of all divi- 
dends or distributions (including regular dividends but 
excluding distributions of the insurers own securities) paid 
within the period of twelve consecutive months ending on the 
date fixed for payment of the proposed dividend for which 
approval is sought and commencing on the day after the same 
day of the same month in the last preceding year; 

(ii) Surplus as regards policyholders (total capital and 
surplus) as of the (34stday-ef)) preceding December ((next 
preceding)) 31st; 

(iii) If the insurer is a life insurer, the net gain from oper- 
ations for the twelve-month period ending the ((34stday-ef)) 
preceding December ((next-preceding)) 31st; 

(iv) If the insurer is not a life insurer, the net income less 
realized capital gains for the twelve-month period ending the 
((34st-day-ef December-next)) preceding December 31st and 
the two preceding twelve-month periods; and 

(v) If the insurer is not a life insurer, the dividends paid 
to stockholders excluding distributions of the insurer's own 
securities in the preceding two calendar years. 

(e) A balance sheet and statement of income for the 
period intervening from the last annual statement filed with 
the commissioner and the end of the month preceding the 
month in which the request for dividend approval is submit- 
ted; and 

(f) A brief statement as to the effect of the proposed div- 
idend upon the insurer's surplus and the reasonableness of 
surplus in relation to the insurer's outstanding liabilities and 
the adequacy of surplus relative to the insurer's financial 
needs. 

(2) Subject to RCW _48.31B.030(2) each registered 
insurer ((shaH)) must report to the commissioner all ((etker)) 
dividends and other distributions to shareholders within 
((f¥ve)) fifteen business days following the declaration 
thereof, ((and-atieast fifteen business -days-before payment )) 
including the same information required by subsection 


(1)((f@-end (HGthreugh-44)) of this section. 


AMENDATORY SECTION (Amending WSR 93-19-005, 
filed 9/1/93, effective 10/2/93) 


WAC 284-18-460 Adequacy of surplus. The factors 
set forth in ((seetion-7B),-chapter462,Laws-0f1993)) RCW 
48.31B.030(3), are not intended to be an exhaustive list. In 
determining the adequacy and reasonableness of an insurer's 
surplus no single factor is necessarily controlling. The com- 
missioner, instead, will consider the net effect of all of these 
factors plus other factors bearing on the financial condition of 
the insurer. In comparing the surplus maintained by other 
insurers, the commissioner will consider the extent to which 
each of these factors varies from company to company and in 
determining the quality and liquidity of investments in sub- 
sidiaries, the commissioner will consider the individual sub- 
sidiary and may discount or disallow its valuation to the 
extent that the individual investments so warrant. 
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NEW SECTION 


WAC 284-18-500 Severability. If any provision of this 
chapter or its application to any person or circumstances is 
held invalid, the remainder of the chapter or its application of 
the provision to other persons or circumstances is not 
affected. 


AMENDATORY SECTION (Amending WSR 93-19-005, 
filed 9/1/93, effective 10/2/93) 


WAC 284-18-910 Form A. 


FORM A 
STATEMENT REGARDING THE 
ACQUISITION OF CONTROL OF OR MERGER WITH A DOMESTIC 
INSURER 


Name of Domestic Insurer 
BY 


Name of Acquiring Person (Applicant) 


Filed with the Insurance Department of 


(State of domicile of insurer being acquired) 
Date: , ((49)) 20 


Name, Title, Address, and Telephone Number of Individual 
to Whom Notices and Correspondence Concerning this State- 
ment Should be Addressed: 


ITEM 1. INSURER AND METHOD OF ACQUISITION 


State the name and address of the domestic insurer to 
which this application relates and a brief description of how 
control is to be acquired. 


ITEM 2. IDENTITY AND BACKGROUND OF THE APPLICANT 


(a) State the name and address of the applicant seeking to 
acquire control over the insurer. 

(b) If the applicant is not an individual, state the nature of 
its business operations for the past five years or for such 
lesser period as ((sueh)) the person and any predecessors 
thereof shall have been in existence. Briefly describe the 
business intended to be done by the applicant and the appli- 
cant's subsidiaries. 

(c) Furnish a chart or listing clearly presenting the iden- 
tities of the inter-relationships among the applicant and all 
affiliates of the applicant. ((Ne-affitate need be identified df 


thetotalLassets-ofthe ultimate-controHing person-aftiliated 
withthe-appHeant,)) Indicate in ((sueh)) the chart or listing 
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the percentage of voting securities of each ((seeh)) person 
which is owned or controlled by the applicant or by any other 
((saeh)) person. If control of any person is maintained other 
than by the ownership or control of voting securities, indicate 
the basis of ((steh)) the control. As to each person specified 
in such chart or listing indicate the type of organization (e.g., 
corporation, trust, partnership) and the state or other jurisdic- 
tion of domicile. If court proceedings involving a reorganiza- 
tion or liquidation are pending with respect to any such per- 
son, indicate which person, and set forth the title of the court, 
nature of proceedings and the date when commenced. 


ITEM 3. IDENTITY AND BACKGROUND OF INDIVIDUALS ASSO- 
CIATED WITH THE APPLICANT 


On the biographical affidavit, include a third-party back- 
ground check, and state the following with respect to (1) the 
applicant if (s)he is an individual or (2) all persons who are 
directors, executive officers or owners of ten percent or more 
of the voting securities of the applicant if the applicant is not 
an individual. 

(a) Name and business address; 

(b) Present principal business activity, occupation or 
employment including position and office held and the name, 
principal business and address of any corporation or other 
organization in which ((svek)) employment is carried on; 

(c) Material occupations, positions, offices or employ- 
ment during the last five years, giving the starting and ending 
dates of each and the name, principal business and address of 
any business corporation or other organization in which each 
((saeh)) occupation, position, office or employment was car- 
ried on; if any ((sueh)) occupation, position, office or 
employment required licensing by or registration with any 
federal, state or municipal governmental agency, indicate 
((saeh)) the fact, the current status of ((saeh)) the licensing or 
registration, and an explanation of any surrender, revocation, 
suspension or disciplinary proceedings in connection there- 
with; 

(d) Whether or not ((s#eh)) the person has ever been con- 
victed in a criminal proceeding (excluding minor traffic vio- 
lations) during the last ten years and, if so, give the date, 
nature of conviction, name and location of court, and penalty 
imposed or other disposition of the case. 


ITEM 4. NATURE, SOURCE AND AMOUNT OF CONSIDERATION 


(a) Describe the nature, source and amount of funds or 
other considerations used or to be used in effecting the 
merger or other acquisition of control. If any part of the same 
is represented or is to be represented by funds or other con- 
sideration borrowed or otherwise obtained for the purpose of 
acquiring, holding or trading securities, furnish a description 
of the transaction, the names of the parties thereto, the rela- 
tionship, if any, between the borrower and the lender, the 
amounts borrowed or to be borrowed, and copies of all agree- 
ments, promissory notes and security arrangements relating 
thereto. 

(b) Explain the criteria used in determining the nature 
and amount of ((swek)) the consideration. 

(c) If the source of the consideration is a loan made in the 
lender's ordinary course of business and if the applicant 
wishes the identity of the lender to remain confidential, he or 
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she must specifically request that the identity be kept confi- 
dential. 


ITEM 5. FUTURE PLANS OF INSURER 


Describe any plans or proposals which the applicant may 
have to declare an extraordinary dividend, to liquidate 
((saeh)) the insurer, to sell its assets to or merge it with any 
person or persons or to make any other material change in its 
business operations or corporate structure or management. 


ITEM 6. VOTING SECURITIES TO BE ACQUIRED 


State the number of shares of the insurer's voting securi- 
ties which the applicant, its affiliates and any person listed in 
Item 3 plan to acquire, and the terms of the offer, request, 
invitation, agreement or acquisition, and a statement as to the 
method by which the fairness of the proposal was arrived at. 


ITEM 7. OWNERSHIP OF VOTING SECURITIES 


State the amount of each class of any voting security of 
the insurer which is beneficially owned or concerning which 
there is a right to acquire beneficial ownership by the appli- 
cant, its affiliates or any person listed in Item 3. 


ITEM 8. CONTRACTS, ARRANGEMENTS, OR UNDERSTAND- 
INGS WITH RESPECT TO VOTING SECURITIES OF THE 
INSURER 


Give a full description of any contracts, arrangements or 
understandings with respect to any voting security of the 
insurer in which the applicant, its affiliates or any person 
listed in Item 3 is involved, including but not limited to trans- 
fer of any of the securities, joint ventures, loan or option 
arrangements, puts or calls, guarantees of loans, guarantees 
against loss or guarantees of profits, division of losses or 
profits, or the giving or withholding of proxies. ((Seeh)) The 
description ((shaĦ)) must identify the persons with whom 
such contracts, arrangements or understandings have been 
entered into. 


ITEM 9. RECENT PURCHASES OF VOTING SECURITIES 


Describe any purchases of any voting securities of the 
insurer by the applicant, its affiliates or any person listed in 
Item 3 during the twelve calendar months preceding the filing 
of this statement. Include in ((s#eh)) the description the dates 
of purchase, the names of the purchasers, and the consider- 
ation paid or agreed to be paid therefor. State whether any 
((seeh)) shares so purchased are hypothecated. 


ITEM 10. RECENT RECOMMENDATIONS TO PURCHASE 


Describe any recommendations to purchase any voting 
security of the insurer made by the applicant, its affiliates or 
any person listed in Item 3, or by anyone based upon inter- 
views or at the suggestion of the applicant, its affiliates or any 
person listed in Item 3 during the twelve calendar months 
preceding the filing of this statement. 


ITEM 11. AGREEMENTS WITH BROKER-DEALERS 


Describe the terms of any agreement, contract or under- 
standing made with any broker-dealer as to solicitation of 
voting securities of the insurer for tender and the amount of 
any fees, commissions or other compensation to be paid to 
broker-dealers with regard thereto. 
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ITEM 12. FINANCIAL STATEMENTS AND EXHIBITS 


(a) Financial statements ((and)), exhibits ((shall)), and 
three-year projections of the insurer(s) must be attached to 
this statement as an appendix, but list under this item the 
financial statements and exhibits so attached. 


(b) The financial statements ((shaH)) must include the 
annual financial statements of the persons identified in Item 
2(c) for the preceding five fiscal years (or for such lesser 
period as ((sueh)) the applicant and its affiliates and any pre- 
decessors thereof shall have been in existence), and similar 
information covering the period from the end of ((seeh)) the 
person's last fiscal year, if ((sweh)) the information is avail- 
able. ((Sueh)) The statements ((may)) must be prepared on 
either an individual basis, or, unless the commissioner other- 
wise requires, on a consolidated basis if ((seehk)) the consoli- 
dated statements are prepared in the usual course of business. 


The annual financial statements of the applicant ((shalt)) 
must be accompanied by the certificate of an independent 
public accountant to the effect that ((sueh)) the statements 
present fairly the financial position of the applicant and the 
results of its operations for the year then ended, in conformity 
with generally accepted accounting principles or with 
requirements of insurance or other accounting principles pre- 
scribed or permitted under law. If the applicant is an insurer 
which is actively engaged in the business of insurance, the 
financial statements need not be certified, provided they are 
based on the annual statement of ((s#eh)) the person filed 
with the insurance department of the person's domiciliary 
state and are in accordance with the requirements of insur- 
ance or other accounting principles prescribed or permitted 
under the law and regulations of ((s#eh)) the state. 


(c) File as exhibits copies of all tender offers for, 
requests or invitations for, tenders of, exchange offers for, 
and agreements to acquire or exchange any voting securities 
of the insurer and (if distributed) of additional soliciting 
material relating thereto, any proposed employment, consul- 
tation, advisory or management contracts concerning the 
insurer, annual reports to the stockholders of the insurer and 
the applicant for the last two fiscal years, and any additional 
documents or papers required by Form A or WAC 284-18- 
300 or 284-18-320. 


ITEM 13. AGREEMENT REQUIREMENTS FOR ENTERPRISE 
RISK MANAGEMENT 


Applicant agrees to provide, to the best of its knowledge 
and belief, the information required by Form F within fifteen 
business days after the end of the month in which the acqui- 
sition of control occurs. 


ITEM 14. SIGNATURE AND CERTIFICATION 

Signature and certification required as follows: 
SIGNATURE 

((Purseantte)) Under the requirements of ((seetten 4, 
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(SEAL) 
Name of Applicant 
BY 
Attest: (Name) (Title) 
(Signature of Officer) 
(Title) 
CERTIFICATION 


The undersigned deposes and says that (s)he has duly 
executed the attached application dated , ((49)) 20 ; 
for and on behalf of (Name of Applicant) ; that (s)he is the 
(Title of Officer) of such company and that (s)he is autho- 
rized to execute and file ((sueh)) the instrument. Deponent 
further says that (s)he is familiar with such instrument and the 
contents thereof, and that the facts therein set forth are true to 
the best of his/her knowledge, information and belief. 


(Signature) 


(Type or print name beneath) 


AMENDATORY SECTION (Amending WSR 93-19-005, 
filed 9/1/93, effective 10/2/93) 


WAC 284-18-920 Form B. 


FORM B 
INSURANCE HOLDING COMPANY SYSTEM 
ANNUAL REGISTRATION STATEMENT 


Filed with the Insurance Department of the State of 


By 


Name of Registrant 
On Behalf of Following Insurance Companies 


Name Address 


Date: , ((F9)) 20 


Name, Title, Address, and Telephone Number of Individual 
to Whom Notices and Correspondence Concerning This 
Statement Should Be Addressed: 


chapter 462,Laws-ef1993)) RCW 48.31B.015 has 
caused this application to be duly signed on its behalf in the 
City of and Stateof___—s on the__ day of > 
(G69) 20__. 
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ITEM 1. IDENTITY AND CONTROL OF REGISTRANT 


Furnish the exact name of each insurer registering or 
being registered (hereinafter called "the registrant"), the 
home office address and principal executive offices of each; 
the date on which each registrant became part of the insur- 
ance holding company system; and the method(s) by which 
control of each registrant was acquired and is maintained. 


ITEM 2. ORGANIZATIONAL CHART 


Furnish a chart or listing clearly presenting the identities 
of and interrelationships among all affiliated persons within 
the insurance holding company system. ((Ne-affttate need be 
shown Hs-totalassets-are-equalte tess than one-half of one 
pereent- of the total assets-_of the ultimate -contreHine person 

uhin thei heldi å ieee ae 
assets-vahied_at or-execeedine ten mittien_deHars-)) The chart 
or listing ((skevtd)) must show the percentage of each class 
of voting securities of each affiliate which is owned, directly 
or indirectly, by another affiliate. If control of any person 
within the system is maintained other than by the ownership 
or control of voting securities, indicate the basis of ((svek)) 
the control. As to each person specified in ((sueh)) the chart 
or listing indicate the type of organization (e.g., corporation, 
trust, partnership) and the state or other jurisdiction of domi- 
cile. 


ITEM 3. THE ULTIMATE CONTROLLING PERSON 


As to the ultimate controlling person in the insurance 
holding company system furnish the following information: 


(a) Name. 
(b) Home office address. 
(c) Principal executive office address. 


(d) The organizational structure of the person, i.e., cor- 
poration, partnership, individual, trust, etc. 


(e) The principal business of the person. 


(f) The name and address of any person who holds or 
owns ten percent or more of any class of voting security, the 
class of ((sueh)) the security, the number of shares held of 
record or known to be beneficially owned, and the percentage 
of class so held or owned. 


(g) If court proceedings involving a reorganization or 
liquidation are pending, indicate the title and location of the 
court, the nature of proceedings and the date when com- 
menced. 


ITEM 4. BIOGRAPHICAL INFORMATION 


If the ultimate controlling person is a corporation, an 
organization, a limited liability company, or other legal 
entity, furnish the following information for the directors and 
executive officers of the ultimate controlling person: The 
individual's name and address, his or her principal occupation 
and all offices and positions held during the past five years, 
and any conviction of crimes other than minor traffic viola- 
tions during the past ten years. If the ultimate controlling per- 
son is an individual, furnish the individual's name and 
address, his or her principal occupation and all offices and 
positions held during the past five years, and any convictions 
of crimes other than minor traffic violations. 
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ITEM 5. TRANSACTIONS AND AGREEMENTS 


Briefly describe the following agreements in force, and 
transactions currently outstanding or which have occurred 
during the last calendar year between the registrant and its 
affiliates: 


(a) Loans, other investments, or purchases, sales or 
exchanges of securities of the affiliates by the registrant or of 
the registrant by its affiliates; 


(b) Purchases, sales or exchanges of assets; 
(c) Transactions not in the ordinary course of business; 


(d) Guarantees or undertakings for the benefit of an affil- 
iate which result in an actual contingent exposure of the reg- 
istrant's assets to liability, other than insurance contracts 
entered into in the ordinary course of the registrant's busi- 
ness; 


(e) All management agreements, service contracts and 
all cost-sharing arrangements; 


(£) Reinsurance agreements; 
(g) Dividends and other distributions to shareholders; 
(h) Consolidated tax allocation agreements; and 


(i) Any pledge of the registrant's stock or of the stock of 
any subsidiary or controlling affiliate, for a loan made to any 
member of the insurance holding company system. 


No information need be disclosed if such information is 


not material for purposes of ((seetien-6,chapter- 462, Laws-of 
4993)) RCW 48.31B.025. 


Sales, purchases, exchanges, loans or extensions of 
credit, investments or guarantees involving one-half of one 
percent or less of the registrant's admitted assets as of the 
((34st-day-ef)) preceding December ((next-preeedineshalt 
notbedeemed)) 31st are not material. (Note: Commissioner 
may by rule, regulation, or order provide otherwise.) 


The description ((shaĦ)) must be in a manner as to per- 
mit the proper evaluation thereof by the commissioner, and 
((shaH)) must include at least the following: The nature and 
purpose of the transaction, the nature and amounts of any 
payments or transfers of assets between the parties, the iden- 
tity of all parties to ((sueh)) the transaction, and relationship 
of the affiliated parties to the registrant. 


ITEM 6. LITIGATION OR ADMINISTRATIVE PROCEEDINGS 


A brief description of any litigation or administrative 
proceedings of the following types, either then pending or 
concluded within the preceding fiscal year, to which the ulti- 
mate controlling person or any of its directors or executive 
officers was a party or of which the property of any ((sueh)) 
person is or was the subject; give the names of the parties and 
the court or agency in which ((seeh)) the litigation or pro- 
ceeding is or was pending: 

(a) Criminal prosecutions or administrative proceedings 
by any government agency or authority which may be rele- 
vant to the trustworthiness of any party thereto; and 


(b) Proceedings which may have a material effect upon 
the solvency or capital structure of the ultimate holding com- 
pany including, but not necessarily limited to, bankruptcy, 
receivership or other corporate reorganizations. 
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ITEM 7. STATEMENT REGARDING PLAN OR SERIES OF TRANS- 
ACTIONS 


The insurer ((ska)) must furnish a statement that trans- 
actions entered into since the filing of the prior year's annual 
registration statement are not part of a plan or series of like 
transactions, the purpose of which is to avoid statutory 
threshold amounts and the review that might otherwise occur. 


ITEM 8. FINANCIAL STATEMENTS AND EXHIBITS 


(a) Financial statements and exhibits ((skewld)) must be 
attached to this statement as an appendix, but list under this 
item the financial statements and exhibits so attached. 

(b) If the ultimate controlling person is a corporation, an 
organization, a limited liability company, or other legal 
entity, the financial statements ((shaH)) must include the 
annual financial statements of the ultimate controlling person 
in the insurance holding company system as of the end of the 
person's latest fiscal year. 

If at the time of the initial registration, the annual finan- 
cial statements for the latest fiscal year are not available, 
annual statements for the previous fiscal year may be filed 
and similar financial information ((skaH)) must be filed for 
any subsequent period to the extent such information is avail- 
able. ((Suek)) The financial statements may be prepared on 
either an individual basis, or unless the commissioner other- 
wise requires, on a consolidated basis if ((sueh)) the consoli- 
dated statements are prepared in the usual course of business. 

Other than with respect to the foregoing, the financial 
statements must be filed in a standard form and format 
adopted by the National Association of Insurance Commis- 
sioners, unless an alternative form is accepted by the com- 
missioner. Documentation and financial statements filed with 
the Securities and Exchange Commission or audited GAAP 
financial statements are an appropriate form and format. 

Unless the commissioner otherwise permits, the annual 
financial statements ((shaH)) must be accompanied by the 
certificate of an independent public accountant to the effect 
that ((sueh)) the statements present fairly the financial posi- 
tion of the ultimate controlling person and the results of its 
operations for the year then ended, in conformity with gener- 
ally accepted accounting principles or with requirements of 
insurance or other accounting principles prescribed or per- 
mitted under law. If the ultimate controlling person is an 
insurer which is actively engaged in the business of insur- 
ance, the annual financial statements need not be certified, 
provided they are based on the annual statement of ((sueh 
tnsurer-filedwith the insurance-department-ef)) the insurer's 
domiciliary state and are in accordance with requirements of 
insurance or other accounting principles prescribed or per- 
mitted under the law and regulations of ((sueh)) that state. 

Any ultimate controlling person who is an individual 
may file personal financial statements that are reviewed 


WSR 15-16-113 


the financial statements in order for the financial statements 
to be in conformity with generally accepted accounting prin- 
ciples. 

(c) Exhibits ((shaH)) must include copies of the latest 
annual reports to shareholders of the ultimate controlling per- 
son and proxy material used by the ultimate controlling per- 
son; and any additional documents or papers required by 
Form B or WAC 284-18-300 and 284-18-320. 


ITEM 9. FORM C REQUIRED 


A Form C, Summary of Changes to Registration State- 
ment, must be prepared and filed with this Form B. 


ITEM 10. SIGNATURE AND CERTIFICATION 


Signature and certification required as follows: 
SIGNATURE 

((Parsuantte)) Under the requirements of ((seetien-4; 
chapter462_Laws-0f1993)) RCW 48.31B.025, the regis- 
trant has caused this annual registration statement to be 


duly signed on its behalf in the City of and State 
of onthe ___ day of , ((49)) 20 


(SEAL) 


Name of Registrant 
By 


(Name) (Title) 


Attest: 


(Signature of Officer) 


(Title) 
CERTIFICATION 


The undersigned deposes and says that (s)he has duly exe- 
cuted the attached annual registration statement dated 

, ((49)) 20 ___, for and on behalf of (Name of 
Company) ; that (s)he is the (Title of Officer) of ((suek)) 
the company and that (s)he is authorized to execute and file 
((saeh)) the instrument. Deponent further says that (s)he is 
familiar with ((sveh)) the instrument and the contents 
thereof, and that the facts therein set forth are true to the 
best of his/her knowledge, information and belief. 


(Signature) 
(Type or print name beneath) 


AMENDATORY SECTION (Amending WSR 93-19-005, 


rather than audited by an independent public accountant. The 
review must be conducted in accordance with standards for 
review of personal financial statements published in the per- 
sonal financial statements guide by the American Institute of 
Certified Public Accountants. Personal financial statements 
must be accompanied by the independent public accountant's 
standard review report stating that the accountant is not 
aware of any material modifications that should be made to 
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filed 9/1/93, effective 10/2/93) 
WAC 284-18-930 Form C. 


FORM C 
SUMMARY OF REGISTRATION STATEMENT 


Filed with the Insurance Department of the State of 


Proposed 
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By 


Name of Registrant 
On Behalf of Following Insurance Companies 


Name Address 


Date: , (49)) 20 


Name, Title, Address, and Telephone Number of Individual 
to Whom Notices and Correspondence Concerning This 
Statement Should Be Addressed: 


Furnish a brief description of all items in the current 
annual registration statement which represent changes from 
the prior year's annual registration statement. The description 
((shaH)) must be in a manner as to permit the proper evalua- 
tion thereof by the commissioner, and ((shatt)) must include 
specific references to Item numbers in the annual registration 
statement and to the terms contained therein. 


Changes occurring under Item 2 of Form B insofar as 
changes in the percentage of each class of voting securities 
held by each affiliate is concerned, need only be included 
where ((sueh)) the changes are ones which result in owner- 
ship or holdings of ten percent or more of voting securities, 
loss or transfer of control, or acquisition or loss of partnership 
interest. 


Changes occurring under Item 4 of Form B need only be 
included where: An individual is, for the first time, made a 
director or executive officer of the ultimate controlling per- 
son; a director or executive officer terminates his or her 
responsibilities with the ultimate controlling person; or in the 
event an individual is named president of the ultimate con- 
trolling person. 


If a transaction disclosed on the prior year's annual regis- 
tration statement has been changed, the nature of ((seehk)) the 
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SIGNATURE AND CERTIFICATION 
Signature and certification required as follows: 
SIGNATURE 


((Parsuantte)) Under the requirements of ((seetien-4; 
chapter-4+62,Laws-of1993)) RCW 48.31B.025, the regis- 
trant has caused this summary of registration statement to 
be duly signed on its behalf in the City of and State 
of ___ on the ____ day of , ((4F9)) 20 


(SEAL) 


Name of Registrant 
BY 


(Name) 


(Title) 
Attest: 


(Signature of Officer) 


(Title) 
CERTIFICATION 


The undersigned deposes and says that (s)he has duly 
executed the attached summary of registration statement 
dated , ((49)) 20 __, for and on behalf of (Name of 
Company ; that (s)he is the (Title of Officer) of ((suek)) the 
company and that (s)he is authorized to execute and file 
((saeh)) the instrument. Deponent further says that (s)he is 
familiar with such instrument and the contents thereof, and 
that the facts therein set forth are true to the best of his/her 
knowledge, information and belief. 


(Signature) 


(Type or print name beneath) 


AMENDATORY SECTION (Amending WSR 93-19-005, 
filed 9/1/93, effective 10/2/93) 
WAC 284-18-940 Form D. 


FORM D 
PRIOR NOTICE OF A TRANSACTION 


Filed with the Insurance Department of the State of 


change ((shaĦ)) must be included. If a transaction disclosed 
on the prior year's annual registration statement has been 
effectuated, furnish the mode of completion and any flow of 
funds between affiliates resulting from the transaction. 


The insurer ((shaH)) must furnish a statement that trans- 
actions entered into since the filing of the prior year's annual 
registration statement are not part of a plan or series of like 
transactions whose purpose it is to avoid statutory threshold 
amounts and the review that might otherwise occur. 
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By 


Name of Registrant 


On Behalf of Following Insurance Companies 


Washington State Register, Issue 15-16 


Name Address 


Date: , ((F9)) 20 


Name, Title, Address, and Telephone Number of Individual 
to Whom Notices and Correspondence Concerning This 
Statement Should Be Addressed: 


ITEM 1. IDENTITY OF PARTIES TO TRANSACTION 


Furnish the following information for each of the parties 
to the transaction: 

(a) Name. 

(b) Home office address. 

(c) Principal executive office address. 

(d) The organizational structure, i.e., corporation, part- 
nership, individual, trust, etc. 

(e) A description of the nature of the parties' business 
operations. 

(f) Relationship, if any, of other parties to the transaction 
to the insurer filing the notice, including any ownership or 
debtor/creditor interest by any other parties to the transaction 
in the insurer seeking approval, or by the insurer filing the 
notice in the affiliated parties. 

(g) Where the transaction is with a nonaffiliate, the 
name(s) of the affiliate(s) which will receive, in whole or in 
substantial part, the proceeds of the transaction. 


ITEM 2. DESCRIPTION OF THE TRANSACTION 


Furnish the following information for each transaction 
for which notice is being given: 

(a) A statement as to whether notice is being given under 
((seetion HBO HH) Hit) 0F 4); chapter 462, Laws 
e£4993-)) RCW 48.31B.030 (1)(b)(), Gi), Gii), (iv), or (v); 

(b) A statement of the nature of the transaction((-)); 

(c) A statement of how the transaction meets the "fair 
and reasonable" standard of RCW 48.31B.030 (1)(a)(i); and 

(d) The proposed effective date of the transaction. 


ITEM 3. SALES, PURCHASES, EXCHANGES, LOANS, EXTEN- 
SIONS OF CREDIT, GUARANTEES, OR INVESTMENTS 


Furnish a brief description of the amount and source of 
funds, securities, property or other consideration for the sale, 
purchase, exchange, loan, extension of credit, guarantee, or 
investment, whether any provision exists for purchase by the 
insurer filing notice, by any party to the transaction, or by any 
affiliate of the insurer filing notice, a description of the terms 
of any securities being received, if any, and a description of 
any other agreements relating to the transaction such as con- 
tracts or agreements for services, consulting agreements and 
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the like. If the transaction involves other than cash, furnish a 
description of the consideration, its cost and its fair market 
value, together with an explanation of the basis for evalua- 
tion. 

If the transaction involves a loan, extension of credit or a 
guarantee, furnish a description of the maximum amount 
which the insurer will be obligated to make available under 
((sueh)) the loan, extension of credit or guarantee, the date on 
which the credit or guarantee will terminate, and any provi- 
sions for the accrual of or deferral of interest. 

If the transaction involves an investment, guarantee or 
other arrangement, state the time period during which the 
investment, guarantee or other arrangement will remain in 
effect, together with any provisions for extensions or renew- 
als of such investments, guarantees or arrangements. Furnish 
a brief statement as to the effect of the transaction upon the 
insurer's surplus. 

No notice need be given if the maximum amount which 
can at any time be outstanding or for which the insurer can be 
legally obligated under the loan, extension of credit or guar- 
antee is less than, (a) in the case of nonlife insurers, the lesser 
of three percent of the insurer's admitted assets or twenty-five 
percent of surplus as regards policyholders or, (b) in the case 
of life insurers, three percent of the insurer's admitted assets, 


each as of the ((3+st-deyefDeeembernext)) preceding 


December 31st. 


ITEM 4. LOANS OR EXTENSIONS OF CREDIT TO A NONAFFILI- 
ATE 


If the transaction involves a loan or extension of credit to 
any person who is not an affiliate, furnish a brief description 
of the agreement or understanding whereby the proceeds of 
the proposed transaction, in whole or in substantial part, are 
to be used to make loans or extensions of credit to, to pur- 
chase the assets of, or to make investments in, any affiliate of 
the insurer making ((sueh)) the loans or extensions of credit, 
and specify in what manner the proceeds are to be used to 
loan to, extend credit to, purchase assets, of or make invest- 
ments in any affiliate. Describe the amount and source of 
funds, securities, property, or other consideration for the loan 
or extension of credit and, if the transaction is one involving 
consideration other than cash, a description of its cost and its 
fair market value together with an explanation of the basis for 
evaluation. Furnish a brief statement as to the effect of the 
transaction upon the insurer's surplus. 

No notice need be given if the loan or extension of credit 
is one which equals less than, in the case of nonlife insurers, 
the lesser of three percent of the insurer's admitted assets or 
twenty-five percent of surplus as regards policyholders or, 
with respect to life insurers, three percent of the insurer's 


admitted assets, each as of the (34st day-ef December-next)) 


preceding December 31st. 
ITEM 5. REINSURANCE 


If the transaction is a reinsurance agreement or modifica- 
tion thereto, as described by ((seetton 71H} Gi), chapter 
462, Laws-0£1993)) RCW 48.31B.030 (1)(b)(iii)(B), or a 
reinsurance pooling agreement or modification thereto as 
described in RCW 48.31B.030 (1)(b)(iii)(A), furnish a 
description of the known or estimated amount of liability to 
be ceded or assumed in each calendar year, the period of time 
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during which the agreement will be in effect, and a statement 
whether an agreement or understanding exists between the 
insurer and nonaffiliate to the effect that any portion of the 
assets constituting the consideration for the agreement will be 
transferred to one or more of the insurer's affiliates. Furnish a 
brief description of the consideration involved in the transac- 
tion, and a brief statement as to the effect of the transaction 
upon the insurer's surplus. 

No notice need be given for reinsurance agreements or 
modifications thereto if the reinsurance premium or a change 
in the insurer's liabilities, or the projected reinsurance pre- 
mium or change in the insurer's liabilities in any of the next 
three years, in connection with the reinsurance agreement or 
modification thereto is less than five percent of the insurer's 
surplus as regards policyholders, as of the ((34+st-day-ef 
Deeember-next)) preceding December 31st. Notice must be 
given for all reinsurance pooling agreements including mod- 
ifications thereto. 


ITEM 6. MANAGEMENT AGREEMENTS, SERVICE AGREE- 
MENTS, AND COST-SHARING ARRANGEMENTS. 


For management and service agreements, furnish: 

(a) A brief description of the managerial responsibilities, 
or services to be performed. 

(b) A brief description of the agreement, including a 
statement of its duration, together with brief descriptions of 
the basis for compensation and the terms under which pay- 
ment or compensation is to be made. 

For cost-sharing arrangements, furnish: 

(a) A brief description of the purpose of the agree- 
ment((=)) 

(b) A description of the period of time during which the 
agreement is to be in effect((-)); 

(c) A brief description of each party's expenses or costs 
covered by the agreement((-)); 

(d) A brief description of the accounting basis to be used 
in calculating each party's costs under the agreement; 

(e) A brief statement_as to the effect_of the transaction 
upon the insurer's policyholder surplus: 

(£) A statement regarding the cost allocation methods 
that specifies whether the proposed charges are based on 
"cost or market." If market based, rationale for using market 
instead of cost, including justification for the company's 
determination that amounts are fair and reasonable; and 

(g) A statement regarding compliance with NAIC prac- 
tices and procedures manual regarding expense allocation. 


ITEM 7. SIGNATURE AND CERTIFICATION 


Signature and certification required as follows: 
SIGNATURE 


((Pursuantte)) Under the requirements of ((seetton+ehap- 
ter-462, Laws-ef 1993)) RCW 48.31B.030, has 
caused this notice to be duly signed on its behalf in the City 
of and State of on the day of 

» (6&9) 20 


(SEAL) 
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Name of Applicant 
BY 
(Name) (Title) 
Attest: 
(Signature of Officer) 
(Title) 
CERTIFICATION 


The undersigned deposes and says that (s)he has duly 
executed the attached notice dated , (49)) 20 , for 
and on behalf of (Name of Applicant) ; that (s)he is the 
(Title of Officer) of ((sweb)) the company and that (s)he is 
authorized to execute and file ((seeh)) the instrument. 
Deponent further says that (s)he is familiar with ((sueh)) 
the instrument and the contents thereof, and that the facts 
therein set forth are true to the best of his/her knowledge, 
information and belief. 


(Signature) 


(Type or print name beneath) 


NEW SECTION 


WAC 284-18-950 Form E. 


FORM E 
PREACQUISITION NOTIFICATION FORM 
REGARDING THE POTENTIAL COMPETITIVE IMPACT 
OF A PROPOSED MERGER OR ACQUISITION BY A 
NONDOMICILIARY INSURER DOING BUSINESS IN THIS 
STATE OR BY A DOMESTIC INSURER 


Name of Applicant 


Name of Other Person 
Involved in Merger or 
Acquisition 


Filed with the Insurance Department of the State of 


(State of domicile of insurer being acquired) 


Date: ,20— 
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Name, Title, Address, and Telephone Number of person 
completing this statement: 


ITEM 1. NAME AND ADDRESS 


State the name and address of the person who hereby 
provides notice of their involvement in a pending acquisition 
or change in corporate control. 


ITEM 2. NAME AND ADDRESSES OF AFFILIATED COMPANIES 


State the name and addresses of the persons affiliated 
with those listed in Item 1. 


Describe their affiliations. 


ITEM 3. NATURE AND PURPOSE OF THE PROPOSED MERGER 
OR ACQUISITION 


State the nature and purpose of the proposed merger or 
acquisition. 


ITEM 4. NATURE OF BUSINESS 


State the nature of the business performed by each of the 
persons identified in respect to Item 1 and Item 2. 


ITEM 5. MARKET AND MARKET SHARE 


State specifically what market and market share in each 
relevant insurance market the persons identified in Item 1 and 
Item 2 currently enjoy in this state. Provide historical market 
and market share data for each person identified in Item 1 and 
Item 2 for the past five years and identify the source of the 
data. Provide a determination as to whether the proposed 
acquisition or merger, if consummated, would violate the 
competitive standards of this state as stated in RCW 
48.31B.020(4). If the proposed acquisition or merger would 
violate the competitive standards, provide justification of 
why the acquisition or merger would not substantially lessen 
competition or create a monopoly in this state. 


For purposes of this question, market means direct writ- 
ten premiums in this state for a line of business as contained 
in the annual statement required to be filed by insurers autho- 
rized to do business in this state. 


NEW SECTION 


WAC 284-18-960 Form F. 


FORM F 
ENTERPRISE RISK REPORT 


Filed with the Insurance Department of the State of 


By 


Name of Registrant/Applicant 


On Behalf of/Related to Following Insurance Companies 
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Name Address 


Date: , 20 


Name, Title, Address, and Telephone Number of Individual 
to Whom Notices and Correspondence Concerning This 
Statement Should Be Addressed: 


ITEM 1. ENTERPRISE RISK 


The registrant/applicant to the best of its knowledge and 
belief, must provide information regarding the following 
areas that could produce enterprise risk as defined in RCW 
48.31B.005(4), provided the information is not disclosed in 
the insurance holding company system annual registration 
statement filed on behalf of itself or another insurer for which 
it is the ultimate controlling person: 

(a) Any material developments regarding strategy, inter- 
nal audit findings, compliance or risk management affecting 
the insurance holding company system; 

(b) Acquisition or disposal of insurance entities and real- 
locating of existing financial or insurance entities within the 
insurance holding company system; 

(c) Any changes of shareholders of the insurance holding 
company system exceeding ten percent or more of voting 
securities; 

(d) Developments in various investigations, regulatory 
activities or litigation that may have a significant bearing or 
impact on the insurance holding company system; 

(e) Business plan of this insurance holding company sys- 
tem and summarized for next twelve months; 

(f) Identification of insurance holding company system 
capital resources and material distribution patterns; 

(g) Identification of any negative movement, or discus- 
sions with rating agencies which may have caused, or may 
cause, potential negative movement in the credit ratings and 
individual insurer financial strength ratings assessment of the 
insurance holding company system (including both the rating 
score and outlook); 

(h) Information on corporate or parental guarantees 
throughout the holding company and the expected source of 
liquidity should the guarantees be called upon; and 

(i) Identification of any material activity or development 
of the insurance holding company system that, in the opinion 
of senior management, could adversely affect the insurance 
holding company system. 

The registrant/applicant may attach the appropriate form 
most recently filed with the United States Securities and 
Exchange Commission, provided the registrant/applicant 
includes specific references to those areas listed in Item 1 for 
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which the form provides responsive information. If the regis- 
trant/applicant is not domiciled in the United States, it may 
attach its most recent public audited financial statement filed 
in its country of domicile, provided the registrant/applicant 
includes specific references to those areas in Item 1 for which 
the financial statement provides responsive information. 


ITEM 2. OBLIGATION REPORT 


If the registrant/applicant has not disclosed any informa- 
tion under Item 1, the registrant/applicant must include a 
statement affirming that, to the best of its knowledge and 
belief, it has not identified enterprise risk subject to disclo- 


sure under Item 1. 


REPEALER 


The following chapter of the Washington Administrative 


Code is repealed: 


WAC 284-18A-300 
WAC 284-18A-310 


WAC 284-18A-320 


WAC 284-18A-330 


WAC 284-18A-340 
WAC 284-18A-350 


WAC 284-18A-360 
WAC 284-18A-370 


WAC 284-18A-380 


WAC 284-18A-390 
WAC 284-18A-400 


WAC 284-18A-410 
WAC 284-18A-420 
WAC 284-18A-430 
WAC 284-18A-440 


WAC 284-18A-910 
WAC 284-18A-920 
WAC 284-18A-930 
WAC 284-18A-940 
WAC 284-18A-950 
WAC 284-18A-960 
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Forms—General requirements. 


Forms—Incorporation by reference, 
summaries, and omissions. 


Forms—Information unknown or 
unavailable and extension of time to 
furnish. 


Forms—Additional information and 
exhibits. 


Definitions. 


Acquisition of control—Form A 
Statement filing. 


Amendments to Form A. 


Annual registration of health carri- 
ers—Form B Statement filing. 


Summary of registration—Form C 
Statement filing. 


Amendments to Form B. 


Alternative and consolidated registra- 
tions. 


Disclaimers and termination of regis- 
tration. 


Transactions subject to prior 
approval—Form D Notice filing. 


Extraordinary dividends and other dis- 
tributions. 


Confidential proprietary and trade 
secret information. 


Form A. 
Form B. 
Form C. 
Form D. 
Form E. 


Dividends and distributions. 
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WSR 15-16-114 
PROPOSED RULES 
DEPARTMENT OF 
RETIREMENT SYSTEMS 
[Filed August 4, 2015, 2:47 p.m.] 


Original Notice. 

Preproposal statement of inquiry was filed as WSR 15- 
13-114. 

Title of Rule and Other Identifying Information: WAC 
415-111-310 Defined contribution account distribution 
(withdrawal). 

Hearing Location(s): Department of Retirement Sys- 
tems, Conference Room 115, 6835 Capitol Boulevard S.E., 
Tumwater, WA 98502, on Tuesday, September 8, 2015, at 
11:00 a.m. 

Date of Intended Adoption: September 8, 2015. 

Submit Written Comments to: Jilene Siegel, Department 
of Retirement Systems, P.O. Box 48380, Olympia, WA 
98504-8380, e-mail jilenes@drs.wa. gov, fax (360) 753-3166, 
by September 3, 2015, 5:00 p.m. 

Assistance for Persons with Disabilities: Contact Jilene 
Siegel by September 3, 2015, TTY (866) 377-8895 or (360) 
586-5450. 

Purpose of the Proposal and Its Anticipated Effects, 
Including Any Changes in Existing Rules: Clarifies how the 
department will administer distributions from a Plan 3 
defined contribution account in the event of a terminal illness 
or unforeseeable emergency. 

Reasons Supporting Proposal: This rule change better 
defines the requirements for special exception distributions, 
and describes the timing of those distribution[s] from the 
WSIB Total Allocation Portfolio (monthly valued fund) and 
self-directed (daily valued funds) investments. 

Statutory Authority for Adoption: RCW 41.50.050(5). 

Rule is not necessitated by federal law, federal or state 
court decision. 

Name of Agency Personnel Responsible for Drafting: 
Ted Taylor, P.O. Box 48380, Olympia, WA 98504-8380, 
(360) 664-7044; and Implementation: Dave Nelsen, P.O. Box 
48380, Olympia, WA 98504-8380, (360) 664-7304. 

No small business economic impact statement has been 
prepared under chapter 19.85 RCW. Not applicable. These 
rules do not impact small businesses and are not being sub- 
mitted by the state board of education. 

A cost-benefit analysis is not required under RCW 
34.05.328. The department of retirement systems is not listed 
in RCW 34.05.328 as required to prepare a cost-benefit anal- 
ysis. 


August 4, 2015 
Jilene Siegel 
Rules Coordinator 


AMENDATORY SECTION (Amending WSR 05-24-050, 
filed 12/1/05, effective 1/1/06) 


WAC 415-111-310 Defined contribution account dis- 
tribution (withdrawal). (1) How do I request a distribu- 
tion (withdrawal) of funds from my defined contribution 
account? 


Washington State Register, Issue 15-16 


(a) You must separate from all eligible employment; 
(b) The department must receive the notice of separation 
from your employer(s) ((threwgh the retirement transmittal 


system)); and 
(c) (You must submit the 


)) The depart- 
ment's designated recordkeeper ((as-direeted-ontheform)) 
must receive a completed request for a defined contribution 
distribution from your account. See WAC 415-111-110. 

(2) Can I receive ((an-expedited)) a special exception 
distribution? 

(a) If you are terminally ill and eligible, the ((depart- 
ment)) department's designated recordkeeper will arrange for 
payment to you within ten workdays. To be eligible for ((an 
expedited)) a special exception payment: 

(i) You must separate from all eligible employment; 

(11) The department must receive the notice of separation 
from your employer(s); 


Gii) ( 


)) The department's designated record- 
keeper must receive documentation verifying your terminal 
illness; and 


(iv) (( 
requesting a defined contribution distibutiente)) The depart- 
ment's designated recordkeeper ((as-direeted-ontheform)) 
must receive a completed request for a defined contribution 
distribution from your account (see WAC 415-111-110). 

(b) If you have an unforeseeable emergency, the 
((department)) department's designated recordkeeper will 
consider your request for ((expedited)) a special exception 
payment and arrange for ((expedited)) payment to you when- 
ever possible. To be eligible for consideration: 

(i) You must separate from all eligible employment; 

(ii) The department must receive the notice of separation 
from your employer(s); 


oy \ ase ae aie cane oar oi 


Piontls de enaisi Tocordkeepe akd roced on eTo Ge 
WAC 415+H-H0)}-and 


()-Yot-oryour benefierares must submit decumenta- 
tionte-the-department)) The department's designated record- 
keeper must receive documentation verifying and explaining 
your unforeseeable emergency. The ((department)) record- 
keeper will consider only unforeseeable emergencies ((eF 
sertousiHnesses-or-death of yeu ore close family or house- 
holdmember- 

© H yous are eae ie Sees rondo dees 


ee i e 
(h-H-yeu-are—invested_in _the—Fotat Asset Portfele 


(TAP) the Plan 3-eeordkeeperwilt distribute 80% of your 
estimated FAP account balancetess-anyappleable taxawith- 
holdine—You-will be-paid the balance of your account after 
the-final valuation has been made)). An unforeseeable emer- 
gency is defined as a severe financial hardship resulting 
from: 

(A) An accident or serious illness of you or an immediate 
family member; 

(B) The need to pay for medical expenses for you or a 
dependent; 
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(C) Imminent foreclosure or eviction from your primary 
residence; 

(D) The need to pay for funeral expenses of a spouse or 
immediate family member; or 

(E) Loss of property due to casualty. 

(iv) The department's designated _recordkeeper_must 
receive a completed request for a defined contribution distri- 
bution from your account (see WAC 415-111-110). 

(c) Depending on which program you are invested in, 
self-directed or WSIB Total Allocation Portfolio (TAP), the 
recordkeeper will distribute your special exception payment 
as specified in the table below, less any applicable tax with- 


holding. 


Terminal Unforeseeable 
Illness Emergency 
Self-Directed | Up to 100% ofthe | Up to 100% ofthe 
balance in the balance in the 
account within 10 | account within 10 
days after approv- | days after approv- 
als are completed. | als are completed. 
WSIB Total Up to 100% ofthe | Up to 80% of the 
Allocation Port- | balance in the balance in the 
folio (TAP) account based on_ | account distrib- 


the most recent 


uted as a lump 


valuation within 


sum payment 


10 days after 
approvals are 


through the nor- 
mal month-end 


completed. 


distribution pro- 


cess. If 100% liq- 
uidation is 
requested, the 
remaining balance 
in the account will 
be disbursed after 
the final valuation 
has been made. 


(3) Can I still receive my defined contribution distri- 
bution if I have returned to work before receiving my 
funds? If you return to work in an eligible position after all 
the criteria in subsection (1) of this section are met, you may 
receive distribution from your defined contribution account. 

(4) What are my options for distributing my defined 
contribution funds? You have the following options for dis- 
tributions from your Plan 3 defined contribution account. 
Options for both the WSIB and the self-directed investment 
programs are combined where applicable. 

(a) Lump sum cash distribution. In either program, 
you may request the entire amount of your funds in a single 
lump-sum payment. 

(b) Direct rollover. In either program, you may have 
some or all of your funds rolled over to an eligible retirement 
plan or individual retirement account (IRA). If you choose a 
partial rollover, the remaining funds that were not rolled over 
will be distributed to you as a lump sum, unless you create a 
personal payment schedule under (d) of this subsection. 
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(c) Scheduled payments. In either program, subject to 
the distribution requirements of IRC section 401 (a)(9), you 
may request that your funds be distributed in equal payments 
over a specified period of time, or that a specific dollar 
amount be paid on a monthly basis until the account is 
exhausted. You may also request equal payments over your 
lifetime or the lifetimes of you and your beneficiary. Sched- 
uled payments for the WSIB program are made monthly 
only. Scheduled payments for the self-directed program may 
be made monthly, quarterly, semiannually or annually. Both 
programs have a minimum payment requirement of one hun- 
dred dollars per month. 


(d) Personalized payment plan. In either program, 
you may create a personalized payment plan using any part of 
one or more of the distribution options provided in (a), (b), 
and (c) of this subsection (see examples below). 


(e) Annuity purchase. In either program, you may 
request to have your funds used to purchase an annuity that 
pays a benefit for your lifetime or the lifetimes of you and 
your joint annuitant. See WAC 415-111-320 for information 
about purchasing an annuity and descriptions of the various 
annuity contracts. 


(5) Market fluctuations. Your defined contribution 
account is subject to actual investment earnings (both gains 
and losses). These gains or losses will be used to adjust the 
value of your account. The defined contribution payment 
plans are subject to the same market fluctuations. As a result, 
the funding of your selected payment plan may last longer 
than anticipated due to market gains, or end earlier than antic- 
ipated due to market losses. 


EXAMPLE (WSIB - Partial rollover with payments 
until account exhausted): 


Pat has $10,000 in the WSIB investment program. Pat 
wants to rollover $2,000 of the total to an IRA, but does not 
want to receive the remainder of the account in a lump sum 
payment as provided by the partial direct rollover option. Pat 
selects the personalized payment schedule option and 
requests to do a partial rollover of $2,000 and receive the 
remaining $8,000 in equal monthly payments of $125 until 
the account is exhausted (approximately 64 months). 


EXAMPLE (Self - Partial rollover with payments for 
fixed period): 


Chris has $10,000 in the self-directed investment pro- 
gram. Chris wants to rollover $3,000 of the total to an IRA, 
but does not want to receive the remainder of the account in a 
lump sum payment as provided by the partial direct rollover 
option. Chris selects the personalized payment schedule 
option and requests to do a partial rollover of $3,000 and 
receive the remaining $7,000 in quarterly payments of $250 
over the next 7 years (28 quarters). 


Summary of Distribution Options 
SELF WSIB 


Lump Sum Cash Distribu- | Lump Sum Cash Distribu- 
tion or Direct Rollover tion or Direct Rollover 


- Entire account - Entire account 


- Partial amount - Partial amount 
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Summary of Distribution Options 


SELF 


WSIB 


- Remaining funds can be 
distributed in a lump-sum 
payment or by a personal- 
ized payment schedule (see 
below). 


- Remaining funds can be 
distributed in a lump-sum 
payment or by a personal- 
ized payment schedule (see 
below). 


annual or annual 

- Specified period of time, 
or 

- Until the account is 
exhausted 

- Payments can be combined 
life expectancy of you and a 
beneficiary. 


Scheduled Payments Scheduled Payments 
- Equal payments - Equal payments 
- Monthly, quarterly, semi- | - Monthly payments only 


- Specified period of time, 
or 

- Until the account is 
exhausted 

- Payments can be combined 
life expectancy of you anda 
beneficiary. 


Annuity Purchase 


Annuity Purchase 


- Purchase an annuity from 
an insurance company 


- Set up to pay benefits for 
- Your lifetime, or 


- Lifetimes of you and your 
joint annuitant. 


- Purchase an annuity, 
administered by the state of 
Washington 


- Set up to pay benefits for 
- Your lifetime, or 


- Lifetimes of you and your 
joint annuitant. 


In addition to the above, 
you may set up: 


In addition to the above, 
you may set up: 


Personalized Payment 
Plan 


Personalized Payment 
Plan 


- Customized for your needs 


- Available for options 
above. 


- Customized for your needs 


- Available for options 
above. 


(6) Minimum required 


distribution. Beginning on 
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April 1 of the calendar year following the year in which you 
turn age 70 1/2, you are required to withdraw a minimum 
amount from your defined contributions annually. If you are 
still working at age 70 1/2, distribution is required to begin 
immediately upon retirement. 


(7) See RCW 41.34.070 for additional information. 


WSR 15-16-115 
PROPOSED RULES 
DEPARTMENT OF REVENUE 
[Filed August 4, 2015, 2:56 p.m.] 


Original Notice. 


Preproposal statement of inquiry was filed as WSR 15- 
11-100. 
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Title of Rule and Other Identifying Information: WAC 
458-20-105 (Rule 105) Employees distinguished from per- 
sons engaging in business, explains the conditions that serve 
to indicate whether persons are engaging in business or are 
employees. 

Hearing Location(s): Capital Plaza Building, 2nd Floor 
Large Conference Room, 1025 Union Avenue S.E., Olympia, 
WA, on September 9, 2015, at 10:00 a.m. Copies of draft 
tules are available for viewing and printing on our web site at 
Rules Agenda. 

Call-in option can be provided upon request no later 
than three days before the hearing date. 

Date of Intended Adoption: September 16, 2015. 

Submit Written Comments to: Gayle Carlson, Depart- 
ment of Revenue, P.O. Box 47453, Olympia, WA 98504- 
7453, e-mail GayleC@dor.wa.gov, by September 9, 2015. 

Assistance for Persons with Disabilities: Contact Mary 
Carol LaPalm, (360) 725-7499, or Renee Cosare, (360) 725- 
7514, no later than ten days before the hearing date. For hear- 
ing impaired please contact us via the Washington relay oper- 
ator at (800) 833-6384. 

Purpose of the Proposal and Its Anticipated Effects, 
Including Any Changes in Existing Rules: The department is 
proposing to revise Rule 105 to: 


e Add the definition of "engaging in business" as found in 
RCW 82.04.150; 

e Add that personal chefs are independent contractors; 

e Add subsection headings where there were none; and 

e Update the rule as needed. 


Reasons Supporting Proposal: RCW 82.04.150 defini- 
tions updated and to address personal chefs. 

Statutory Authority for Adoption: RCW 82.32.300 and 
82.01.060(2). 

Rule is not necessitated by federal law, federal or state 
court decision. 

Name of Proponent: Department of revenue, govern- 
mental. 

Name of Agency Personnel Responsible for Drafting: 
Gayle Carlson, 1025 Union Avenue S.E., Suite #544, Olym- 
pia, WA, (360) 534-1576; Implementation: Dylan Waits, 
1025 Union Avenue S.E., Suite #544, Olympia, WA, (360) 
534-1583; and Enforcement: Alan Lynn, 1025 Union Avenue 
S.E., Suite #544, Olympia, WA, (360) 534-1599. 

No small business economic impact statement has been 
prepared under chapter 19.85 RCW. The rules do not impose 
any new performance requirements or administrative burden 
on any small business not required by statute. 

A cost-benefit analysis is not required under RCW 
34.05.328. The proposed rules are not significant legislative 
rules as defined by RCW 34.05.328. 


August 4, 2015 
Dylan Waits 
Rules Coordinator 


AMENDATORY SECTION (Amending WSR 92-06-082, 
filed 3/4/92, effective 4/4/92) 


WAC 458-20-105 Employees distinguished from per- 
sons engaging in and operating a business. (1) Introduc- 
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tion. The Revenue Act imposes taxes ((uper)) on persons 
engaged in taxable business ((but)) activity, which does not 
((upen)) include persons acting solely in the capacity of 
employees. This rule states the conditions that serve to indi- 
cate whether a person is engaging in and operating a business 
or is an employee. 

(2) Right to control. While no one factor definitely 
determines employee status, the most important consider- 
ation is the employer's right to control the employee. The 
right to control is not limited to controlling the result of the 
work to be accomplished, but includes controlling the details 
and means by which the work is accomplished. In cases of 
doubt about employee status ((aH)) the pertinent facts 
((sheutd)) may be submitted to the department of revenue for 
a specific ruling. 

(3) Persons engaging in and operating a business. A 
person operating a business is a business entity that is engag- 
ing in business. The term "engaging in business" ((means)) 
includes commencing, conducting, or continuing in business 
and also the exercise of corporate or franchise powers as well 
as liquidating a business when the liquidators thereof hold 
themselves out to the public as conducting such business. 
RCW 82.04. 150. Engaging in business also includes the act 
of transferring, selling or otherwise dealing in real or per- 
sonal property, or the rendition of services, for consideration 
except as an employee. The following conditions will serve 
to indicate that a person is engaging in and operating a busi- 
ness. 

If a person is: 

(a) Holding oneself out to the public as engaging in busi- 
ness with respect to dealings in real or personal property, or 
in respect to the rendition of services; 

(b) Entitled to receive the gross income of the business 
or any part thereof; 

(c) Liable for business losses or the expense of conduct- 
ing a business, even though such expenses may ultimately be 
reimbursed by a principal; 

(d) Controlling and supervising others, and being per- 
sonally liable for their payroll, as a part of engaging in busi- 
ness; 

(e) Employing others to carry out duties and responsibil- 
ities related to the engaging in business and being personally 
liable for their pay; 

(f) Filing a statement of business income and expenses 
(Schedule C) for federal income tax purposes; 

(g) A party to a written contract, the intent of which 
establishes the person to be an independent contractor; 

(h) Paid a gross amount for the work without deductions 
for employment taxes (such as Federal Insurance Contribu- 
tions Act, Federal Unemployment Tax Act, and similar state 
taxes). 

(4) Employees. The following conditions indicate that a 
person is an employee. 

If the person: 

(a) Receives compensation, which is fixed at a certain 
rate per day, week, month or year, or at a certain percentage 
of business obtained, payable in all events; 

(b) Is employed to perform services in the affairs of 
another, subject to the other's control or right to control, and 
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includes hired household employees that may cook, clean, 
provide nanny-care, or grounds maintenance; 


(c) Has no liability for the expenses of maintaining an 
office or other place of business, or any other overhead 
expenses or for compensation of employees; 


(d) Has no liability for losses or indebtedness incurred in 
the conduct of the business; 


(e) Is generally entitled to fringe benefits normally asso- 
ciated with an employer-employee relationship, e.g., paid 
vacation, sick leave, insurance, and pension benefits; 


(f) Is treated as an employee for federal tax purposes; 


(g) Is paid a net amount after deductions for employment 
taxes, such as those identified in subsection (3)(h) of this 
((seetion)) rule. 

(5) Full-time life insurance salespersons. ((Chapter 
275~Laws-0f 1994, effective Futyt_9914)) RCW 82.04.360 
provides that individuals performing services as full-time life 
insurance salespersons, as provided in section 3121 (d)(3) 
(EÐ) G) of the Internal Revenue Code, will be considered 
employees. Treatment as an employee under this subsection 
(5) applies only to persons engaged in the full-time sale of 
life insurance. The status of other persons, including others 
listed in section 3121(d) of the Internal Revenue Code, will 
be determined according to the provisions of subsections (1) 


tend) through (4) oF as (sccHen ae Mee P 


andsolieitors})) ile For aA on the taxability. of 


insurance producers, adjusters, title insurance agents, and 
surplus line brokers refer to WAC 458-20-164. 

(6) Operators of rented or owned equipment. Persons 
who furnish equipment on a rental or other basis for a charge 
and who also furnish the equipment operators, are engaging 
in and operating a business and are not employees of their 
customers. Likewise, persons who furnish materials and the 
labor necessary to install or apply the materials, or produce 
something from the materials, are presumed to be engaging in 
and operating a business and not to be employees of their cus- 
tomers. 


(7) Casual laborers. Persons regularly performing odd 
job carpentry, painting or paperhanging, plumbing, bricklay- 
ing, electrical work, cleaning, yard work, etc., for the public 
generally are presumed to be engaging in and operating a 
business. The burden of proof is ((#pen)) on such persons to 
show otherwise. ((Hewever;)) For tax registration and tax 
reporting requirements refer to WAC 458-20-101 ((and458- 


20-104 for+registration and +eperting requirements for such 
actHities)). Readers may also want to contact the Washington 
state employment security department or the Internal Reve- 


nue Service for additional information. 


(8) Corporations, joint ventures, or individuals acting 
as a unit. A corporation, joint venture, partnership, limited 


liability corporation, or any other group of individuals acting 
as a unit, is not an employee. 


(9) Booth renters. For purposes of the business and 
occupation tax a "booth renter," as defined in RCW ((484+6- 


92049})) 82.04.360, is considered ((engagedin)) to be 


engaging in and operating a business and not an employee. 


(a) A "booth renter" is any person who: 
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(€) (i) Performs cosmetology, barbering, esthetics, or 
manicuring services for which a license is required pursuant 
to chapter 18.16 RCW; and 

((€6))) (ii) Pays a fee for the use of salon or shop facilities 
and receives no compensation or other consideration from the 
owner of the salon or shop for the services performed. 

((f}See WAC 458-200-118 for the proper treatment)) (b) 
For the taxability of amounts received for the rental or licens- 
ing of real estate ((and)) refer to WAC 458-20-118. Refer to 
WAC 458-20-200 for the ((prepertreatment)) taxability of 
amounts received for leased departments. 

(10) Personal chefs. Personal chefs are engaging in and 
operating a business as independent contractors. They pre- 
pare meals for consumption at their clients' homes. Personal 
chefs typically serve multiple clients, working with the cli- 
ents to create personalized meal plans based on the client's 
specific dietary requirements or requests. The meals may be 


prepared in the client's home or in a commercial kitchen and 
delivered to the client's home. Personal chefs may also pre- 


pare meals for social events, such as dinner parties, cocktail 
parties, engagement parties, weddings, or receptions. 


WSR 15-16-119 
PROPOSED RULES 
DEPARTMENT OF HEALTH 
(Board of Optometry) 

[Filed August 4, 2015, 5:31 p.m.] 


Original Notice. 

Preproposal statement of inquiry was filed as WSR 14- 
06-100. 

Title of Rule and Other Identifying Information: WAC 
246-851-545 Retired active credential, the board of optome- 
try (board) is proposing adding a new rule creating a retired 
active status for licensed optometrists. 

Hearing Location(s): Washington State Department of 
Health, Kent Regional Office, 20425 72nd Avenue South, 
Room 309, Kent, WA 98032, on September 21, 2015, at 
11:30 a.m. 

Date of Intended Adoption: September 21, 2015. 

Submit Written Comments to: Loralei Walker, 111 Israel 
Road S.E., P.O. Box 47852, Olympia, WA 98504-7852, e- 
mail http:/Awww3.doh.wa.gov/policyreview/, fax (360) 236- 
2901, by September 17, 2015. 

Assistance for Persons with Disabilities: Contact Loralei 
Walker, program manager, by September 15, 2015, TTY 
(800) 833-6388 or 711. 

Purpose of the Proposal and Its Anticipated Effects, 
Including Any Changes in Existing Rules: The proposed rule 
will create a retired active status and allow optometrists to 
maintain their credential and practice at a reduced renewal 
fee. An optometrist with a retired active license may not 
receive compensation for vision care services. An optome- 
trist with a retired active credential must report fifty hours of 
continuing education every two years and must comply with 
chapter 246-12 WAC, Part 5. Separate rule making has been 
filed to establish a retired active fee. 


Washington State Register, Issue 15-16 


Reasons Supporting Proposal: The board received a peti- 
tion requesting a retired active status for licensed optome- 
trists. The board determined that it would initiate rule making 
to consider implementation of a retired active status. Under 
RCW 18.130.250 and chapter 246-12 WAC, when autho- 
rized, a health care provider may apply for a retired active 
credential when he or she holds an active Washington state 
credential and is in good standing. The rule will allow an 
optometrist with a retired active license to provide vision care 
services on a limited basis at a reduced renewal fee. 

Statutory Authority for Adoption: RCW 18.54.070(2). 

Statute Being Implemented: RCW 18.130.250. 

Rule is not necessitated by federal law, federal or state 
court decision. 

Name of Proponent: Department of health, board of 
optometry, governmental. 

Name of Agency Personnel Responsible for Drafting, 
Implementation, and Enforcement: Loralei Walker, Program 
Manager, 111 Israel Road S.E., Tumwater, WA 98501, (360) 
236-4947. 

No small business economic impact statement has been 
prepared under chapter 19.85 RCW. The proposed rule 
would not impose more than minor costs on businesses in an 
industry. 

A cost-benefit analysis is not required under RCW 
34.05.328. A preliminary cost-benefit analysis may be 
obtained by contacting Judy Haenke, 111 Israel Road S.E., 
Tumwater, WA 98501, phone (360) 236-4947, fax (360) 236- 
2901, e-mail judy.haenke@doh.wa.gov. RCW 34.05.328 
(5)(b)(v) exempts rules the content of which is explicitly and 
specifically dictated by statute. 


July 31, 2015 

Kathy Schmitt 

Deputy Director 

Office of Health 
Professions and Facilities 


NEW SECTION 


WAC 246-851-545 Retired active credential. (1) To 
obtain a retired active credential, an optometrist must comply 
with chapter 246-12 WAC, Part 5. 

(2) An optometrist with a retired active license may not 
receive compensation for vision care services. 

(3) An optometrist with a retired active license must 
renew the license every year on his or her birthday according 
to WAC 246-12-130 and 246-851-990 and report fifty hours 
of continuing education every two years. 


WSR 15-16-120 
WITHDRAWL OF PROPOSED RULES 
DEPARTMENT OF 
FISH AND WILDLIFE 
[Filed August 4, 2015, 5:52 p.m.] 


The Washington department of fish and wildlife is with- 
drawing proposed new WAC 232-16-540 from WSR 15-04- 
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099, filed on February 2, 2015. The fish and wildlife commis- 
sion did not adopt the proposed new WAC 232-16-540. 


Joanna Eide 
Rules Coordinator 


WSR 15-16-121 
PROPOSED RULES 
HEALTH CARE AUTHORITY 
(Public Employees Benefits Board) 
[Admin # 2015-01—Filed August 5, 2015, 4:03 a.m.] 


Original Notice. 

Preproposal statement of inquiry was filed as WSR 15- 
10-080. 

Title of Rule and Other Identifying Information: The 
public employees benefits board (PEBB) rules related to 
enrollment in chapter 182-08 WAC; eligibility in chapter 
182-12 WAC; and appeals in chapter 182-16 WAC. 

Hearing Location(s): Health Care Authority (HCA), 
Cherry Street Plaza Building, Sue Crystal Conference Room 
106A, 626 8th Avenue, Olympia, WA 98504 (metered public 
parking is available street side around building. A map is 
available at http://www.hca.wa.gov/documents/directions__ 
to_csp.pdf, or directions can be obtained by calling (360) 
725-1000), on September 8, 2015, at 10:00 a.m. 

Date of Intended Adoption: Not sooner than September 
9, 2015. 

Submit Written Comments to: HCA Rules Coordinator, 
P.O. Box 45504, Olympia, WA 98504-5504, delivery 626 8th 
Avenue, Olympia, WA 98504, e-mail arcWhca.wa.gov, fax 
(360) 586-9727, by September 8, 2015. 

Assistance for Persons with Disabilities: Contact Amber 
Lougheed by September 1, 2015, phone (360) 725-1309, e- 
mail amber.lougheed@hca.wa.gov, TTY (800) 848-5429 or 
711. 

Purpose of the Proposal and Its Anticipated Effects, 
Including Any Changes in Existing Rules: Amends existing 
tules in Title 182 WAC specific to the PEBB program with 
the following effect: 

1. Implement PEBB policy resolution to amend wellness 
incentive program requirements and TRICARE retiree 
waiver requirements. 

2. Makes technical amendments to: 


e Clarify that blind vendors have a sixty day notification 
requirement after a loss of group health or health insur- 
ance under HIPAA. 

e Clarify what "employer-based group medical insur- 
ance," "pay status," and "employee" means. 

e Clarify that new employees must either "enroll or waive" 
coverage within thirty-one days of eligibility. 

e Clarify within WAC 182-12-205 what conditions a retir- 
ing employee must meet in order to defer coverage, the 
timeline to defer retiree health plan coverage for both 
new and existing retirees, and when coverage ends for 
retiring employees who are deferring coverage. 

e Amend the definition of "PEBB program" to remove the 
reference to "disabled employees." 
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e Amending WAC 182-12-171 to account for retiring 
employee issues. 

e Clarify within WAC 182-12-123 the notification process 
between employers who employ the same employee and 
need to change who is paying the employer contribution. 

e Clarify within WAC 182-08-235 that the employer 
group actuarial evaluation will be conducted by a PEBB 
program designated actuary. 

e Clarify within WAC 182-16-073 what the PEBB pro- 
gram's rescheduling and continuance processes are. 

e Amend WAC 182-08-245 (1)(e) to replace the words 
"health plans" with "insurance coverages." 

e Amend WAC 182-08-240 to include a timeframe, for all 
group sizes, on how long an employer group evaluation 
is valid and that like populations will be evaluated 
against each other during the application process. 

e Amend WAC 182-08-185 to account for surcharge 
changes and issues. 

e Amend WAC 182-12-260(3) so it says that coverage for 
children ends on the last day of the month in which they 
turn twenty-six years old. 

e Amend WAC 182-08-187 to account for additional error 
correction issues that have been identified. 

e Amend WAC 182-12-211 to include the ability to 
"defer" and that the references to WAC 182-12-171 are 
correct. 

e Clarify within WAC 182-12-262 (2)(c) when coverage 
ends for dependents. 

e Amend WAC 182-12-133 and 182-12-146 to include 
deadlines for COBRA/LWOP continuation coverage 
that mirror those requirements for COBRA. 

e Amend WAC 182-12-200 to integrate provisions of Pol- 
icy 21-1 that deal with retiree deferral form exemptions. 

e Amend WAC 182-16-036(1) so that it also includes eli- 
gibility for benefits and add the process flow for FSA 
appeals. 

e Amend WAC 182-16-040 to determine what must be 
included versus what may be included in a notice of 
appeal. 

e Amend WAC 182-12-260 to state the PEBB program 
requires dependent verification documents. 

e Amend WAC 182-12-263 to remove "court orders." 

e Amending WAC 182-08-199 (3)(c)(vi) to update the 
IRS references. 

e Amending WAC 182-12-123 to clarify that eligibility as 
an employee supersedes eligibility as a dependent in 
most situations. 

e Amend WAC 182-16-080 to correct reference links. 


3. In addition to these specific changes, HCA conducted 
a full review of these chapters and made some changes for 
readability. 

Reasons Supporting Proposal: Compliance with federal 
regulation, state law. 

Statutory Authority for Adoption: RCW 41.05.021, 
41.05.160. 

Statute Being Implemented: SB 5466. 

Rule is not necessitated by federal law, federal or state 
court decision. 

Name of Proponent: HCA, governmental. 
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Name of Agency Personnel Responsible for Drafting: 
Rob Parkman, Cherry Street Plaza, 626 8th Avenue S.E., 
Olympia, WA, (360) 725-0883; Implementation: Barbara 
Scott, Cherry Street Plaza, 626 8th Avenue S.E., Olympia, 
WA, (360) 725-0830; and Enforcement: Mary Fliss, Cherry 
Street Plaza, 626 8th Avenue S.E., Olympia, WA, (360) 725- 
0822. 

No small business economic impact statement has been 
prepared under chapter 19.85 RCW. The joint administrative 
tules review committee has not requested the filing of a small 
business economic impact statement, and there will be no 
costs to small businesses. 

A cost-benefit analysis is not required under RCW 
34.05.328. RCW 34.05.328 does not apply to HCA rules 
unless requested by the joint administrative rules review 
committee or applied voluntarily. 


August 5, 2015 
Wendy Barcus 
Rules Coordinator 


AMENDATORY SECTION (Amending WSR 14-20-058, 
filed 9/25/14, effective 1/1/15) 


WAC 182-08-015 Definitions. The following defini- 
tions apply throughout this chapter unless the context clearly 
indicates other meaning: 

"Affordable Care Act" means the federal Patient Protec- 
tion and Affordable Care Act, P.L. 111-148, as amended by 
the federal Health Care and Education Reconciliation Act of 
2010, P.L. 111-152, or federal regulations or guidance issued 
under the Affordable Care Act. 

"Annual open enrollment" means an annual event set 
aside for a period of time when subscribers may make 
changes to their health plan enrollment and salary reduction 
elections for the following plan year. Subscribers may trans- 
fer from one health plan to another, enroll or remove depen- 
dents from coverage, enroll in or waive enrollment in ((@)) 
PEBB medical ((plas)), or employees may enroll in or 
change their election under the DCAP, the medical FSA, or 
the premium payment plan. 

"Authority" or "HCA" means the health care authority. 


("Bene 


Att Meo a a o o cit 
q any y 


ity-under WAC 18212-1142) 0F BAH) 

"Board" means the public employees benefits board 
established under provisions of RCW 41.05.055. 

"Calendar days" or "days" means all days including Sat- 
urdays, Sundays, and all legal holidays as set forth in RCW 
1.16.050. 

"Continuation coverage" means the temporary continua- 
tion of PEBB health plan coverage available to enrollees after 
a qualifying event occurs as administered under Title XXII of 
the Public Health Service (PHS) Act, 42 U.S.C. Secs. 300bb- 
1 through 300bb-8. 

"Creditable coverage" means coverage that meets the 
definition of "creditable coverage" under RCW 48.66.020 
(13)(a) and includes payment of medical and hospital bene- 
fits. 


Washington State Register, Issue 15-16 


"Defer" means to postpone enrollment or interrupt 
enrollment in a PEBB health plan by a retiree or eligible sur- 
vivor. 

"Dependent" means a person who meets eligibility 
requirements in WAC 182-12-260, except that "surviving 
spouses, state registered domestic partners, and dependent 
children" of emergency service personnel who are killed in 
the line of duty is defined in WAC 182-12-250. 

"Dependent care assistance program" or "DCAP" means 
a benefit plan whereby state and public employees may pay 
for certain employment related dependent care with pretax 
dollars as provided in the salary reduction plan authorized in 
chapter 41.05 RCW. 

"Director" means the director of the authority. 

"Documents" means papers, letters, writings, e-mails, 
electronic files, or other printed or written items. 

((“Effeettve—date—of enroliment' means—the—first date 
wher-an-enreteeis-entited te recetve covered benefits) ) 
"Employee" includes all employees of the state, whether or 
not covered by civil service; elected and appointed officials 
of the executive branch of government, including full-time 
members of boards, commissions, or committees; justices of 
the supreme court and judges of the court of appeals and the 


superior courts: and members of the state legislature. Pursu- 


ant to contractual agreement with the authority, "employee" 
may also include: (a) Employees of a county, municipality, or 


other political subdivision of the state and members of the 
legislative authority of any county, city, or town who are 
elected to office after February 20, 1970, if the legislative 
authority of the county, municipality, or other political subdi- 
vision of the state seeks and receives the approval of the 
authority to provide any of its insurance programs by contract 
with the authority, as provided in RCW 41.04.205 and 
41.05.021 (1)(g): (b) employees of employee organizations 
representing state civil service employees, at the option of 


each such employee organization, and, effective October 1, 
1995, employees of employee organizations currently pooled 


with employees of school districts for the purpose of purchas- 
ing insurance benefits, at the option of each such employee 
organization; (c) employees of a school district if the author- 
ity agrees to provide any of the school districts' insurance 
programs by contract with the authority as provided in RCW 
28A.400.350:; (d) employees of a tribal government, if the 
governing body of the tribal government seeks and receives 
the approval of the authority to provide any of its insurance 
programs by contract with the authority, as provided in RCW 
41.05.021 (1)(f) and (g); (e) employees of the Washington 
health benefit exchange if the governing board of the 
exchange established in RCW 43.71.020 seeks and receives 
approval of the authority to provide any of its insurance pro- 
grams by contract with the authority, as provided in RCW 
41.05.021 (1)(g) and (n); and (f) employees of a charter 
school established under chapter 28A.710 RCW. "Employee" 
does not include: Adult family home providers; unpaid vol- 


unteers: patients of state hospitals: inmates; employees of the 
Washington state convention and trade center as provided in 


RCW 41.05.110; students of institutions of higher education 
as determined by their institution; and any others not 
expressly defined as employees under this chapter or by the 
authority under this chapter. 
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"Employer-based_ group medical insurance" means 
group medical insurance coverage related to a current 
employment relationship. It does not include medical insur- 
ance coverage available to retired employees, individual mar- 


ket medical insurance coverage or government-sponsored 
programs such as medicare or medicaid. 


"Employer group" means those ((empleyee—erganiza- 

state-ctril service-employees;)) counties, 

municipalities, political subdivisions, the Washington health 

benefit exchange, tribal governments, school districts, ((ehar- 

ier schooners) sdupghional service einer: ((participating 

a erage actualag )). 

and ainployee eaa representing slate ail service 

employees, obtaining employee benefits through a contrac- 

tual agreement with the authority as described in WAC 182- 
08-245. 

"Employing agency" means a division, department, or 
separate agency of state government, including an institution 
of higher education; a county, municipality, school district, 
educational service district, or other political subdivision; 
charter school; or a tribal government covered by chapter 
41.05 RCW. 

"Enrollee" means a person who meets all eligibility 
requirements defined in chapter 182-12 WAC, who is 
enrolled in PEBB benefits, and for whom applicable pre- 
mium payments have been made. 

"Exchange" means the Washington health benefit 
exchange established in RCW 43.71.020, and any other 
health benefit exchange established under the Affordable 
Care Act. 

"Exchange coverage" means coverage offered by a qual- 
ified health plan through an exchange. 

"Faculty" means an academic employee of an institution 
of higher education whose workload is not defined by work 
hours but whose appointment, workload, and duties directly 
serve the institution's academic mission; as determined under 
the authority of its enabling statutes, its governing body, and 
any applicable collective bargaining agreement. 

(“Federal retiree-planmeans the Federal Employees 

=)) 

"Health plan" means a plan offering medical or dental, or 
both developed by the public employees benefits board and 
provided by a contracted vendor or self-insured plans admin- 
istered by the HCA. 

"Institutions of higher education" means the state public 
research universities, the public regional universities, The 
Evergreen State College, the community and technical col- 
leges, and the state board for community and technical col- 
leges. 

"Insurance coverage" means any health plan, life insur- 
ance, long-term care insurance, long-term disability (LTD) 
insurance, or property and casualty insurance administered as 
a PEBB benefit. 

"Layoff," for purposes of this chapter, means a change in 
employment status due to an employer's lack of funds or an 
employer's organizational change. 

"LTD insurance" includes basic long-term disability 
insurance paid for by the employing agency and long-term 
disability insurance offered to employees on an optional 
basis. 
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"Life insurance" includes basic life insurance paid for by 
the employing agency, life insurance offered to employees on 
an optional basis, and retiree life insurance. 

"Mail" or "mailing" means placing a document in the 
United States Postal system, commercial delivery service, or 
Washington state consolidated mail services properly 
addressed. 

"Medical flexible spending arrangement" or "medical 
FSA" means a benefit plan whereby state and public employ- 
ees may reduce their salary before taxes to pay for medical 
expenses not reimbursed by insurance as provided in the sal- 
ary reduction plan authorized in chapter 41.05 RCW. 

"PEBB" means the public employees benefits board. 

"PEBB appeals committee" means the committee that 
considers appeals relating to the administration of PEBB ben- 
efits by the PEBB program. The director has delegated the 
authority to hear appeals at the level below an administrative 
hearing to the PEBB appeals committee. 

"PEBB benefits" means one or more insurance cover- 
ages or other employee benefits administered by the PEBB 
program within the health care authority. 

"PEBB program" means the program within the HCA 
((whieh)) that administers insurance and other benefits for 
eligible employees (as ((defined)) described in WAC 182-12- 
114), eligible retired ((and-disabled)) employees (as 
((defined)) described in WAC 182-12-171), eligible depen- 
dents (as ((defined)) described in WAC 182-12-250 and 182- 
12-260) and others as defined in RCW 41.05.011. 

"Premium payment plan" means a benefit plan whereby 
state and public employees may pay their share of group 
health plan premiums with pretax dollars as provided in the 
salary reduction plan. 

"Premium surcharge" means a payment required from a 
subscriber, in addition to the subscriber's premium contribu- 
tion, due to an enrollee's tobacco use or a subscriber's spouse 
or registered domestic partner choosing not to enroll in his or 
her employer-based group medical insurance when: 

e Premiums are less than ninety-five percent of Uniform 
Medical Plan (UMP) Classic premiums; and 

e The actuarial value of benefits is at least ninety-five 
percent of the actuarial value of UMP Classic benefits. 

"Qualified health plan" means a medical plan that is cer- 
tified to be offered through an exchange. 

"Salary reduction plan" means a benefit plan whereby 
state and public employees may agree to a reduction of salary 
on a pretax basis to participate in the DCAP, medical FSA, or 
premium payment plan as authorized in chapter 41.05 RCW. 

"School district" means public schools as defined in 
RCW 28A.150.010 which includes charter schools estab- 
lished under chapter 28A.710 RCW. 

"Seasonal employee" means an employee hired to work 
during a recurring, annual season with a duration of three 
months or more, and anticipated to return each season to per- 
form similar work. 

"Special open enrollment" means a period of time when 
subscribers may make changes to their health plan enrollment 
and salary reduction elections outside of the annual open 
enrollment period when specific life events occur. Subscrib- 
ers may change health plans and enroll or remove dependents 
from coverage. Additionally, employees may enroll in or 
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waive enrollment in ((@)) PEBB medical ((plan)), and may 
enroll in or change their election under the DCAP, medical 
FSA, or the premium payment plan. For special open enroll- 
ment events as they relate to specific PEBB benefits, see 
WAC 182-08-198, 182-08-199, 182-12-128, and 182-12- 
262. 

"State agency" means an office, department, board, com- 
mission, institution, or other separate unit or division, how- 
ever designated, of the state government and all personnel 
thereof. It includes the legislature, executive branch, and 
agencies or courts within the judicial branch, as well as insti- 
tutions of higher education and any unit of state government 
established by law. 

"Subscriber" means the employee, retiree, COBRA ben- 
eficiary, or eligible survivor who has been designated by the 
HCA as the individual to whom the HCA and contracted ven- 
dors will issue all notices, information, requests and premium 
bills on behalf of enrollees. 


ee 
ihe caclosing agency -has-ne aae that Beonio ee 
wittbe+rehired:)) 

"Tobacco products" means any product made with or 
derived from tobacco that is intended for human consump- 
tion, including any component, part, or accessory of a 
tobacco product. This includes, but is not limited to, cigars, 
cigarettes, chewing tobacco, snuff, and other tobacco prod- 
ucts. It does not include United States Food and Drug Admin- 
istration (FDA) approved quit aids or e-cigarettes until their 
tobacco related status is determined by the FDA. 

"Tobacco use" means any use of tobacco products within 
the past two months. Tobacco use, however, does not include 
the religious or ceremonial use of tobacco. 

"Tribal government" means an Indian tribal government 
as defined in Section 3(32) of the Employee Retirement 
Income Security Act of 1974 (ERISA), as amended, or an 
agency or instrumentality of the tribal government, that has 
government offices principally located in this state. 

"Waive" means to interrupt an eligible employee's 
enrollment in a PEBB health plan because the employee is 
enrolled in other employer-based group medical insurance, 
TRICARE, or medicare as allowed under WAC 182-12-128, 
or is on approved educational leave and obtains other 


employer-based group health insurance as allowed under 
WAC 182-12-136. 


AMENDATORY SECTION (Amending WSR 14-20-058, 
filed 9/25/14, effective 1/1/15) 


WAC 182-08-185 What are the requirements 
regarding premium surcharges? (1) A subscriber's account 
will incur a premium surcharge when any enrollee, thirteen 
years and older, engages in tobacco use. 

(a) A subscriber must attest to whether any enrollee 
((e#)), thirteen years and older, enrolled in his or her public 
employees benefits board (PEBB) medical ((plan)) engages 
in tobacco use. The subscriber must attest ((duringthefot- 
lewinetimes)) as described in (a)(i) through (vii) of this sub- 


section: 
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(i) (QWhen)) An employee who is newly eligible or 
regains eligibility for the employer contribution toward 
PEBB benefits ((sebmits-an-enreHment)) must complete the 
required form to ((add)) enroll in PEBB medical as described 
in WAC 182-08-197 (1) or (3). The employee must include 
his or her attestation on that form. The employee must submit 
the attestation to his or her employing agency. If the 
employee's attestation results in a premium surcharge, it will 
take effect the same ((time)) date as PEBB medical 
begins((5)). 

(ii) (Whes)) If there is a change in the tobacco use status 
of any enrollee, thirteen years and older on the subscriber's 


HED medical mae uve ae + sets teal HA-a-StHE- 


te-the-surcharee besins-on that day-)), the subscriber must 
update his or her attestation on the required form. An 
employee must submit the updated attestation to his or her 
employing agency. Any other subscriber must submit his or 
her updated attestation to the PEBB program. 

e A change that results in a premium surcharge will begin 
the first day of the month following the status change. If that 
day is the first of the month, the change to the surcharge 
begins on that day. 

e A change that results in removing the premium sur- 
charge will begin the first day of the month following receipt 
of the attestation. If that day is the first of the month, the 
change to the surcharge begins on that day. 

(iii) (Whesn)) If a subscriber submits ((an-enreHment)) 
the required form to ((add)) enroll a dependent ((te-his-er 
her)), thirteen years and older, in PEBB medical as described 
in WAC 182-12-262((4enrelling the-dependent)), the sub- 
scriber must update his or her attestation on the required 
form. An employee must submit the updated attestation to his 
or her employing agency. Any other subscriber must submit 
his or her updated attestation to the PEBB program. A change 
that results in a premium surcharge ((being-addedt)) will 
take effect the same ((time)) date as PEBB medical 
begins((5)). 

(iv) ((Whea)) An enrollee, thirteen years and older, who 
elects to continue (( )) medical coverage as 
described in WAC 182-12-146((- i } 
surehargeit)), must provide an attestation on the required 
form if he or she has not previously attested as described in 
(a) of this subsection. The enrollee must submit his or her 
updated attestation to the PEBB program. An attestation that 
results in a premium surcharge will take effect the same 
((t#me)) date as PEBB medical begins. ((Fhis-actionis 
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date as PEBB medical begins. ((Fhis-action is required only 
ifthe retiree-has-net previeushy attested as deseribed +n (a) of 
this-subsection-and)) 


(vi) ((When-a-surviver)) A surviving spouse, registered 
domestic partner, or dependent child ((submtits-an-enrolment 
fermto-enreH)), thirteen years and older, who enrolls in 
PEBB medical as described in WAC 182-12-250(5) or 182- 
12-265((£+the)), must provide an attestation on the required 
form to the PEBB program if he or she has not previously 
attested as described in (a) of this subsection. An attestation 
that results in a premium surcharge ((#)) will take effect the 
same ((t#me)) date as PEBB medical begins. ((Fhis-action4s 
required_only +f the survtver has -not previoush-attested as 
deseribed-in {a} ofthis subsection: )) 

(vii) An employee who previously waived PEBB medi- 
cal must complete the required form to enroll in PEBB med- 
ical as described in WAC 182-12-128(3). The employee must 
include his or her attestation on that form. An employee must 
submit the attestation to his or her employing agency. An 
attestation that results in a premium surcharge will take effect 
the same date as PEBB medical begins. 


Exception: (1) A subscriber enrolled in both medicare parts A and B 
and in the medicare risk pool is not required to provide 
an attestation and no premium surcharge will be imposed 
on the subscriber's account. 
(2) An employee who waives PEBB medical ((enrell- 
ment)) according to WAC 182-12-128 is not required to 
provide an attestation and no premium surcharge will be 
applied to his or her account (( 

)) as long as the employee enroll- 
ment remains in waived status. 


(b) A subscriber's account will incur a premium sur- 
charge when a subscriber fails to attest to the tobacco use sta- 
tus of all enrollees as described in subsection (1)(a) of this 
section. 


(c) The PEBB program will provide a reasonable alterna- 
tive for enrollees who use tobacco products ((se-a)). A sub- 
scriber can avoid the tobacco use premium surcharge if the 
subscriber attests on the required form that all enrollees who 
use tobacco products enrolled in or accessed the applicable 
reasonable alternative offered below: 

(i) (AH -enreHees-have)) An enrollee who is eighteen 
years and older and uses tobacco products has access to a free 
tobacco cessation program through ((the#)) his or her PEBB 
medical ((planA-subseriberean avoid the-sureharge if 
enreHeeswhe-asetobacco-_products_are-enroHed in thet 
plan's tobacco cessation program)). 

(ii) An enrollee who is thirteen through seventeen years 
old and uses tobacco products may access the information 


and resources aimed at teens on the Washington state depart- 


required-_enty + the enreHee has _ net previously attested _as 
deseribed-in (a) of this subsection:)) 

(v) ((Whea)) An employee or retiree ((submits-an-enrel- 
mentformte)) who enrolls in PEBB medical as described in 
WAC 182-12-171 (1)(a), 182-12-200 ((@))) (3)(a) and (b), or 
182-12-205 ((€4))) (6)(a), (b), (c). (d), and ((fd)-Fthe)) (e), 
must provide an attestation on the required form if he or she 
has not previously attested as described in (a) of this subsec- 
tion. The employee or retiree must submit his or her updated 
attestation to the PEBB program. An attestation that results in 
a premium surcharge ((#)) will take effect the same ((time)) 
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ment of health's web site at http://teen.smokefree.gov. 


(iii) A subscriber may contact the PEBB program to 
accommodate a physician's recommendation that addresses 
an enrollee's use of tobacco products or for information on 
how to avoid the tobacco use premium surcharge. 

(2) A ((subseriber's-acceunt)) subscriber will incur a pre- 
mium surcharge if an enrolled spouse or registered domestic 
partner ((ehese)) elected not to enroll in employer-based 
group medical insurance that has premiums less than ninety- 
five percent of the UMP Classic's premiums and benefits 
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with an actuarial value of at least ninety-five percent of the 
actuarial value of the UMP Classic's benefits. 


(a) A subscriber ((4¥#th)) who enrolled a spouse or regis- 
tered domestic partner ((eareHed)) under his or her PEBB 
medical ((must)) may only attest during the following times: 


0) When (G ne 


a a e E 4s B a 


described in WAC 182-08 197 (1)-ot-3})) a subscriber 
becomes eligible to enroll a spouse or registered domestic 
partner to his or her PEBB medical as described in WAC 
182-12-262 (1)(a). A subscriber must complete the required 
form to enroll his or her spouse or registered domestic part- 
ner. The subscriber must include his or her attestation on that 
form. The employee must submit the attestation to his or her 
employing agency. Any other subscriber must submit an 
attestation to the PEBB program. If the subscriber's attesta- 
tion results in a premium surcharge it will take effect the 
same ((time)) date as PEBB medical begins; 


(11) When a special open enrollment (SOE) event occurs 
as described in WAC 182-12-262 (1)(c). A subscriber must 
submit((s-an-enreHiment)) the required form to ((add)) enroll 
a spouse or registered domestic partner ((te-his-or-her)) in 
PEBB medical ((as-desertbed in WAC18212262_Ff enroll- 
ing-the-spouse-or registered demestie_partner)). The sub- 
scriber must include his or her updated attestation on that 
form. An employee must submit an updated attestation to his 
or her employing agency. Any other subscriber must submit 
an updated attestation to the PEBB program. If the sub- 
scriber's attestation results in a premium surcharge ((being 
addedthe-surcharge)) it will take effect the first day of the 
month following receipt of the attestation. If that day is the 
first day of the month, the change to the surcharge begins on 
that day; 


(iii) During the annual open enrollment. ((Hattesting)) A 
subscriber must update his or her attestation on the required 
form. An employee must submit an updated attestation to his 
or her employing agency. Any other subscriber must submit 
an updated attestation to the PEBB program. The subscriber's 
attestation or any correction to a subscriber's attestation must 
be received no later than December 31st of the year in which 
the annual open enrollment occurs. If the subscriber's attesta- 
tion results in a premium surcharge, being added or removed, 
the change to the surcharge ((begins)) will take effect January 
Ist of the following year; and 


(iv) When there is a change in the spouse's or registered 
domestic partner's employer-based group medical insurance. 


((H attesting results in-a-surcharge being-added_or removed, 


da An aoe iki aa an canted attestation to his 
or her employing agency within sixty days of when the 
spouse's or registered domestic partner's employer-based 
group medical insurance status changes. Any other sub- 
scriber must submit an updated attestation to the PEBB pro- 
gram within sixty days of when the spouse's or registered 
domestic partner's employer-based group medical insurance 


changes. 
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e A change that results in a premium surcharge will begin 
the first day of the month following the status change. If that 
day is the first day of the month, the change to the premium 
surcharge begins on that day. 


e A change that results in removing the premium sur- 
charge will begin the first day of the month following receipt 
of the attestation. If that day is the first day of the month, the 
change to the premium surcharge begins on that day. 


Exception: (1) A subscriber enrolled in both medicare parts A and B 
and in the medicare risk pool is not required to provide 
an attestation and no premium surcharge will be imposed 


on the subscriber's account. 

(2) An employee who waives PEBB medical ((enrel- 
ment)) according to WAC 182-12-128 is not required to 
provide an attestation and no premium surcharge will be 
applied to his or her account ((anti the empleyee-enreHs- 
ima PEBB medical plan) as long as the employee 


remains in waived status. 


(3) An employee who covers his or her spouse or regis- 
tered domestic partner who has waived his or her own 
PEBB medical must attest, but a premium surcharge will 
not be applied. 


(4) A subscriber who covers his or her spouse or regis- 
tered domestic partner who elected not to enroll in TRI- 
CARE must attest, but a premium surcharge will not be 
applied. 


(b) A premium surcharge will be applied to ((the-account 
ef)) a subscriber((s)) who ((de)) does not attest as described 
in (a) of this subsection. 


AMENDATORY SECTION (Amending WSR 14-20-058, 
filed 9/25/14, effective 1/1/15) 


WAC 182-08-187 How do employing agencies cor- 
rect enrollment errors and is there a limit on retroactive 
enrollment? ((#)) An employing agency that fails to timely 
enroll an employee, or his or her dependent, in public 
employees benefits board (PEBB) benefits must correct the 
error as described in this section. An agency must correct a 
failure to notify an employee timely of his or her eligibility 
for ((pable-empleyees_benefits beard) )PEBB((})) benefits 
and the employer contribution ((as-+equired+n WAC 182-12 
H3-er-the employer greup-contract_orfaus)): or a failure to 
oe mel! insurance oe e a aa 


kem): ora failure is ae eftoll insurance coverage as 


required by WAC 182-08-197 (1)(b); or a failure to accu- 
rately reflect premium surcharge status. 


The employing agency or the PEBB program's designee 
must enroll the employee and the employee's dependent, as 
elected, in PEBB benefits as described in subsection (1) of 
this section, reconcile premium payments and premium sur- 
charges as described in subsection (2) of this section, and 
provide recourse as described in subsection (3) of this sec- 
tion. 


Note: Ifthe employing agency failed to provide the notice required in 
WAC 182-12-113 or the employer group contract before the 
end of the employee's thirty-one day enrollment period 
described in WAC 182-08-197 (1)(a), the employing agency 
must provide the employee a written notice of eligibility for 
PEBB benefits and offer a new enrollment period. Employees 
who do not return the required enrollment forms default to 
enrollment according to WAC 182-08-197 (1)(b). 
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(1) Enrollment. 

(a) PEBB medical and dental enrollment is effective the 
first day of the month following the date the enrollment error 
is identified, unless the authority determines additional 
recourse is warranted, as described in subsection (3) of this 
section. If the enrollment error is identified on the first day of 
the month, the enrollment correction is effective that day; 

(b) Basic life and basic long-term disability (LTD) insur- 
ance enrollment is retroactive to the first day of the month 
following the day the employee became newly eligible, or the 
first day of the month the employee regained eligibility, as 
described in WAC 182-08-197. If the employee became 
newly eligible on the first working day of a month, basic life 
and basic LTD insurance coverage begins on that date; 

(c) Optional life and optional LTD insurance is retroac- 
tive to the first day of the month following the day the 
employee became newly eligible if the employee elects to 
enroll in this coverage (or if previously elected, the first of the 
month following the signature date of the employee's applica- 
tion for this coverage). If an employing agency enrollment 
error occurred when the employee regained eligibility for the 
employer contribution following a period of leave as 
described in WAC 182-08-197(3): 

(i) Optional insurance coverage is enrolled the first day 
of the month the employee regained eligibility, at the same 
level of coverage the employee continued during the period 
of leave, without evidence of insurability. 

(ii) If the employee was not eligible to continue optional 
LTD insurance coverage during the period of leave, optional 
LTD insurance coverage is reinstated the first day of the 
month the employee regained eligibility, to the level of cov- 
erage the employee was enrolled in prior to the period of 
leave, without evidence of insurability. 

(iii) If the employee was eligible to continue optional 
insurance coverage under the period of leave but did not, the 
employee must provide evidence of insurability and receive 
approval from the contracted vendor. 

(d) If the employee is eligible and elects (or elected) to 
enroll in the medical flexible spending ((aceeunt)) arrange- 
ment (FSA) or dependent care assistance program (DCAP), 
enrollment is limited to three months prior to the date enroll- 
ment is processed, but not earlier than the current plan year. 
If an employee was not enrolled in an FSA or DCAP as 
elected, the employee may adjust his or her election. The 
employee may either participate at the amount originally 
elected with a corresponding increase in contributions for the 
balance of the plan year, or participate at a reduced amount 
for the plan year by maintaining the per-pay period contribu- 
tion in effect. 

(2) Premium payments. 

(a) The employing agency must remit to the authority the 
employer contribution and the employee contribution for 
health plan premiums, premium surcharges, basic life, and 
basic LTD from the date insurance coverage begins as 
described in subsections (1) and (3)(a)(i) of this section. If a 
state agency failed to notify a newly eligible employee of his 
or her eligibility for PEBB benefits, the state agency may 
only collect the employee contribution for health plan premi- 
ums and premium surcharges for coverage for months fol- 
lowing notification of a new enrollment period. 
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(b) When an employing agency fails to correctly enroll 
the amount of optional life insurance or optional LTD insur- 
ance coverage elected by the employee, premiums will be 
corrected as follows: 

(i) When additional premiums are due to the authority, 
the employee is responsible for premiums for the most recent 
twenty-four months of coverage. The employing agency is 
responsible for additional months of premiums. 

(ii) When premium refunds are due to the employee, the 
optional life insurance or optional LTD insurance vendor is 
responsible for premium refunds for the most recent twenty- 
four months of coverage. The employing agency is responsi- 
ble for additional months of premium refunds. 

(3) Recourse. 

(a) Employee eligibility for PEBB benefits begins on the 
first day of the month following the date eligibility is estab- 
lished as described in WAC 182-12-114. Dependent eligibil- 
ity is described in WAC 182-12-260, and dependent enroll- 
ment is described in WAC 182-12-262. When retroactive 
correction of an enrollment error is limited as described in 
subsection (1) of this section, the employing agency must 
work with the employee, and the authority, to implement ret- 
roactive insurance coverage within the following parameters: 

(i) Retroactive enrollment in a PEBB health plan; 

(ii) Reimbursement of claims paid; 

(iii) Reimbursement of amounts paid for medical and 
dental premiums; or 

(iv) Other recourse, upon approval by the authority. 

(b) Recourse must not contradict a specific provision of 
federal law or statute and does not apply to requests for non- 
covered services or in the case of an individual who is not eli- 
gible for PEBB benefits. 


AMENDATORY SECTION (Amending WSR 14-20-058, 
filed 9/25/14, effective 1/1/15) 


WAC 182-08-190 The employer contribution is set 
by the health care authority (HCA) and paid to the HCA 
for all eligible employees. State agencies and employer 
groups that participate in the public employees benefits board 
(PEBB) program under contract with the health care author- 
ity (HCA) must pay premium contributions to the HCA for 
insurance coverage for all eligible employees and their 
dependents. 

(1) Employer contributions for state agencies set by the 
HCA are subject to the approval of the governor for availabil- 
ity of funds as specifically appropriated by the legislature for 
that purpose. Insurance and health care contributions for ferry 
employees shall be governed by RCW 47.64.270. 

(2) Employer contributions must include an amount 
determined by the HCA to pay administrative costs to admin- 
ister insurance coverage for employees of these groups. 

(3) Each employee of a state agency eligible under WAC 
182-12-131 or each eligible employee of a state agency on 
leave under the federal Family and Medical Leave Act 
(FMLA) is eligible for the employer contribution as 
described in WAC 182-12-138. The entire employer contri- 
bution is due and payable to HCA even if PEBB medical is 
waived as described in WAC 182-12-128. 
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(4) Employees of employer groups eligible under criteria 
stipulated under contract with the HCA are eligible for the 
employer contribution. The entire employer contribution is 
due and payable to the HCA even if PEBB medical is waived 
as described in WAC 182-12-128. 

(5) Washington state patrol officers disabled while per- 
forming their duties as determined by the chief of the Wash- 
ington state patrol are eligible for the employer contribution 
for PEBB medical ((##suranee)) as authorized in RCW 
43.43.040. No other retiree or disabled employee is eligible 
for the employer contribution for PEBB benefits unless they 
are an eligible employee as ((defined)) described in WAC 
182-12-114 or 182-12-131 

(6) The terms of payment to HCA for employer groups 
shall be stipulated under contract with the HCA. 


AMENDATORY SECTION (Amending WSR 14-20-058, 
filed 9/25/14, effective 1/1/15) 


WAC 182-08-197 When must a newly eligible 
employee, or an employee who regains eligibility for the 
employer contribution, select public employees benefits 
board (PEBB) benefits and complete ((enreHment)) 
required forms? An employee who is newly eligible or who 
regains eligibility for the employer contribution toward pub- 
lic employees benefits board (PEBB) benefits enrolls as 
described in this section. 

(1) When an employee is newly eligible for PEBB bene- 
fits: 

(a) An employee must complete the required forms indi- 
cating his or her enrollment elections ((and return the forms 
te-his-orher)), including an election to waive PEBB medical 
if the employee chooses to waive PEBB medical as described 
in WAC 182-12-128. The required forms must be returned to 
the employee's employing agency. Forms must be received 
by ((the)) his or her employing agency no later than thirty- 
one days (sixty days for life insurance) after the employee 
becomes eligible for PEBB benefits under WAC 182-12-114. 

(i) An employee may enroll in optional life and optional 
long-term disability (LTD) insurance up to the guaranteed 
issue without evidence of insurability if ((enreHment)) the 
required forms are returned to the employee's employing 
agency as required. An employee may apply for enrollment 
in optional life and LTD insurance coverage over the guaran- 
teed issue at any time during the calendar year by submitting 
the ((evidence-ofinsurability)) required form to the vendor 
for approval. 

(ii) If an employee is eligible to participate in the state's 
salary reduction plan (see WAC 182-12-116) the employee 
will automatically enroll in the premium payment plan upon 
enrollment in PEBB medical so employee medical premiums 
are taken on a pretax basis. To opt out of the premium pay- 
ment plan, a new employee must complete the required form 
and return it to his or her state agency. The form must be 
received by his or her state agency no later than thirty-one 
days after the employee becomes eligible for PEBB benefits. 

(iii) If an employee is eligible to participate in the state's 
salary reduction plan (see WAC 182-12-116) the employee 
may enroll in the state's medical flexible spending arrange- 
ment (FSA) or dependent care assistance program (DCAP) or 
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both, except as limited by subsection (4) of this section. To 
enroll in these optional PEBB benefits, the employee must 
return the required ((enreHment)) form to his or her state 
agency or the PEBB program's designee. The form must be 
received by the state agency or the PEBB program's designee 
no later than thirty-one days after the employee becomes eli- 
gible for PEBB benefits. 

(b) If a newly eligible employee's employing agency 
does not receive the employee's required forms indicating 
medical, dental, and LTD ((eheice)) elections and the 
employee's tobacco use status attestation within thirty-one 
days and life insurance ((eheice)) elections within sixty days 
of the employee becoming eligible, his or her ((ceverage)) 
enrollment will be ((enreHed)) as follows: 

(i) (Medical enroHmentawilbe)) Uniform Medical Plan 
Classic; 

(ii) ((Dentalenrelimentavit-be)) Uniform Dental Plan; 

(iii) Basic life insurance; 

(iv) Basic long-term disability insurance; ((and)) 

(v) Dependents will not be enrolled; and 

(vi) A tobacco use surcharge will be incurred as 
described in WAC 182-08-185 (1)(b). 

(2) The employer contribution toward insurance cover- 
age ends according to WAC 182-12-131. When an 
employee's employment ends, participation in the state's sal- 
ary reduction plan ends. 

(3) When an employee loses and later regains eligibility 
for the employer contribution toward insurance coverage fol- 
lowing a period of leave described in WAC 182-12-133(1) 
and 182-12-142 (1) and (2): 

(a) The employee must complete ((and—return)) the 
required forms indicating his or her enrollment elections ((te 
his-orher)), including an election to waive PEBB medical if 
the employee chooses to waive PEBB medical as described 
in WAC 182-12-128. The required forms must be returned to 
the employee's employing agency except as described in (d) 
of this subsection. Forms must be received by the employing 
agency no later than thirty-one days after the employee 
regains eligibility, except as described in subsection (3)(b) of 
this section: 

(i) An employee who self-paid for optional life insurance 
coverage after losing eligibility will have that level of cover- 
age reinstated without evidence of insurability; 

(ii) An employee who was eligible to continue optional 
life under continuation coverage but discontinued that insur- 
ance coverage must submit evidence of insurability; 

(iii) An employee who was eligible to continue optional 
LTD under continuation coverage but discontinued that 
insurance coverage must submit evidence of insurability for 
optional LTD insurance when he or she regains eligibility for 
the employer contribution. 

(b) An employee in any of the following circumstances 
does not have to return ((a#)) a form indicating optional LTD 
insurance elections ((ferst)). His or her optional LTD insur- 
ance will be automatically reinstated: 

(i) The employee continued to self-pay for his or her 
optional LTD insurance after losing eligibility for the 
employer contribution; 
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(ii) The employee was not eligible to continue optional 
LTD insurance after losing eligibility for the employer con- 
tribution. 


K PAR jeh . . 
same-when-an-employeetransfers from one employing 


age-)) 


(c) If an employee's employing agency does not receive 
the required forms within thirty-one days of the employee 
regaining eligibility, medical, dental, life, tobacco use sur- 
charge, and LTD enrollment will be as described in subsec- 
tion (1)(b) of this section, except as described in (b) of this 
subsection. 

(d) If an employee is eligible to participate in the state's 
salary reduction plan (see WAC 182-12-116) the employee 
may enroll in the state's medical FSA or DCAP or both, 
except as limited by subsection (4) of this section. To enroll 
in these optional PEBB benefits, the employee must return 
the required ((eareHment)) form to his or her state agency or 
the PEBB program's designee. The form must be received by 
the employee's state agency or the PEBB program's designee 
no later than thirty-one days after the employee becomes eli- 
gible for PEBB benefits. 

(4) If an employee who is eligible to participate in the 
state's salary reduction plan (see WAC 182-12-116) is hired 
into a new position that is eligible for PEBB benefits in the 
same year, the employee may not resume participation in 
DCAP or medical FSA until the beginning of the next plan 
year, unless the time between employments is less than thirty 
days and the employee notifies the new state agency and the 
DCAP or FSA administrator of his or her employment trans- 
fer within the current plan year. 

(5) An employee's insurance coverage elections remain 
the same when an employee transfers from one employing 
agency to another employing agency without a break in 
PEBB coverage. This includes movement of an employee 
between any entities described in WAC 182-12-111 and par- 
ticipating in PEBB benefits. Insurance coverage elections 
also remain the same when an employee has a break in 
employment that does not interrupt his or her employer con- 
tribution toward insurance coverage. 


AMENDATORY SECTION (Amending WSR 14-20-058, 
filed 9/25/14, effective 1/1/15) 


WAC 182-008-199 When may an employee enroll in 
or change his or her election under the premium payment 
plan, medical flexible spending arrangement (FSA) or 
dependent care assistance program (DCAP)? An 
employee who is eligible to participate in the state's salary 
reduction plan as described in WAC 182-12-116 may enroll 
in or change his or her election under the premium payment 
plan, medical flexible spending arrangement (FSA), or 
dependent care assistance program (DCAP) at the following 
times: 
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(1) When newly eligible under WAC 182-12-114, as 
described in WAC 182-08-197(1). 

(2) During annual open enrollment: An eligible 
employee may enroll in or change his or her election under 
the state's premium payment plan, medical FSA or DCAP 
during the annual open enrollment. For the state's premium 
payment plan, the required ((enteHment)) form must be sub- 
mitted to his or her employing agency. To enroll or reenroll 
in medical FSA or DCAP the employee must submit the 
required ((enreliment)) form to his or her employing agency 
or the public employees benefits board (PEBB) program's 
designee. All required forms must be received no later than 
the last day of the annual open enrollment. The enrollment or 
new election will be effective January 1st of the following 
year. 

(3) During a special open enrollment: An employee 
may enroll or change his or her election under the state's pre- 
mium payment plan, medical FSA or DCAP outside of the 
annual open enrollment if a special open enrollment event 
occurs. The enrollment or change in election must be allow- 
able under Internal Revenue Code (IRC) and correspond to 
and be consistent with the event that creates the special open 
enrollment. To make a change or enroll, the employee must 
submit the required ((eareHment)) forms as instructed on the 
forms. The required ((enreHment)) forms must be received no 
later than sixty days after the event occurs. The employee 
must provide evidence of the event that created the special 
open enrollment. 

For purposes of this section, an eligible dependent 
includes any person who qualifies as a dependent of the 
employee for tax purposes under IRC Section 152 without 
regard to the income limitations of that section. It does not 
include a registered domestic partner unless the domestic 
partner otherwise qualifies as a dependent for tax purposes 
under IRC Section 152. 

(a) Premium payment plan. An employee may enroll 
or change his or her election under the premium payment 
plan when any of the following special open enrollment 
events occur, if the requested change corresponds to and is 
consistent with the event. The enrollment or change in elec- 
tion will be effective the first day of the month following the 
later of the event date or the date the required form is 
received. If that day is the first of the month, the enrollment 
or change in election begins on that day. If the special open 
enrollment is due to the birth, adoption or assumption of legal 
obligation for total or partial support in anticipation of adop- 
tion of a child, the enrollment or change in election will begin 
the first of the month in which the event occurs. 

(1) Employee acquires a new dependent due to: 

e Marriage; 

e Registering a domestic partnership when the dependent 
is a tax dependent of the subscriber; 

¢ Birth, adoption, or when the subscriber has assumed a 
legal obligation for total or partial support in anticipation of 
adoption; 

e A child becoming eligible as an extended dependent 
through legal custody or legal guardianship; or 

e A child becoming eligible as a dependent with a dis- 
ability(G)). 
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(ii) Employee's dependent no longer meets PEBB eligi- 
bility criteria because: 

e Employee has a change in marital status; 

e Employee's domestic partnership with a registered 
domestic partner who is a tax dependent is dissolved or termi- 
nated; 

e An eligible dependent child turns age twenty-six or oth- 
erwise does not meet dependent child eligibility criteria; 

e An eligible dependent ceases to be eligible as an 
extended dependent or as a dependent with a disability; or 

e An eligible dependent dies. 

(iii) Employee or an employee's dependent loses other 
coverage under a group health plan or through health insur- 
ance coverage, as defined by the Health Insurance Portability 
and Accountability Act (HIPAA); 

(iv) Employee or an employee's dependent has a change 
in employment status that affects the employee's or a depen- 
dent's eligibility for their employer contribution toward 
employer-based group health insurance; 

(v) Employee or an employee's dependent has a change 
in enrollment under another employer-based group health 
insurance plan during its annual open enrollment that does 
not align with the PEBB program's annual open enrollment; 

(vi) Employee or an employee's dependent has a change 
in residence that affects health plan availability; 

(vii) Employee's dependent has a change in residence 
from outside of the United States to within the United States, 
or from within the United States to outside of the United 
States; 

(viii) A court order or national medical support notice 
(see also WAC 182-12-263) requires the employee or any 
other individual to provide insurance coverage for an eligible 
dependent of the subscriber (a former spouse or former regis- 
tered domestic partner is not an eligible dependent); 

(ix) Employee or an employee's dependent becomes 
entitled to coverage under medicaid or a state children's 
health insurance program (CHIP), or the subscriber or a sub- 
scriber's dependent loses eligibility for coverage under med- 
icaid or CHIP; 

(x) Employee or an employee's dependent becomes eli- 
gible for state premium assistance subsidy for PEBB health 
plan coverage from medicaid or a state children's health 
insurance program (CHIP); 

(xi) Employee or an employee's dependent becomes 
entitled to coverage under medicare, or the employee or an 
employee's dependent loses eligibility for coverage under 
medicare, or enrolls in or ((eancels)) terminates enrollment in 
a medicare Part D plan; 

(xii) Employee or an employee's dependent's current 
health plan becomes unavailable because the employee or 
enrolled dependent is no longer eligible for a health savings 
account (HSA). The health care authority (HCA) may require 
evidence that the employee or employee's dependent is no 
longer eligible for an HSA; 

(xiii) Employee or an employee's dependent experiences 
a disruption of care that could function as a reduction in ben- 
efits for the employee or the employee's dependent for a spe- 
cific condition or ongoing course of treatment. The employee 
may not change their health plan election if the employee's or 
dependent's physician stops participation with the employee's 
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health plan unless the PEBB program determines that a con- 
tinuity of care issue exists. The PEBB program will consider 
but not limit its consideration to the following: 

e Active cancer treatment such as chemotherapy or radi- 
ation therapy for up to ninety days or until medically stable; 
or 

¢ Transplant within the last twelve months; or 

e Scheduled surgery within the next sixty days (elective 
procedures within the next sixty days do not qualify for con- 
tinuity of care); or 

e Recent major surgery still within the postoperative 
period of up to eight weeks; or 

¢ Third trimester of pregnancy. 

(xiv) Employee or employee's dependent becomes eligi- 
ble and enrolls in TRICARE, or loses eligibility for TRI- 
CARE. 

If the employee is having premiums taken from payroll 
on a pretax basis, a plan change will not be approved if it 
would conflict with provisions of the salary reduction plan 
authorized under RCW 41.05.300. 

(b) Medical flexible spending ((aeeetnt)) arrange- 
ment (FSA). An employee may enroll or change his or her 
election under the medical FSA when any one of the follow- 
ing special open enrollment events occur, if the requested 
change corresponds to and is consistent with the event. The 
enrollment or change in election will be effective the first day 
of the month following the later of the event date or the date 
the required form is received. If that day is the first of the 
month, the enrollment or change in election begins on that 
day. If the special open enrollment is due to the birth, adop- 
tion or assumption of legal obligation for total or partial sup- 
port in anticipation of adoption of a child, the enrollment or 
change in election will begin the first of the month in which 
the event occurs. 

(i) Employee acquires a new dependent due to: 

e Marriage; 

e Registering a domestic partnership if the domestic part- 
ner qualifies as a tax dependent of the subscriber; 

¢ Birth, adoption, or when the subscriber has assumed a 
legal obligation for total or partial support in anticipation of 
adoption; 

e A child becoming eligible as an extended dependent 
through legal custody or legal guardianship; or 

e A child becoming eligible as a dependent with a dis- 
ability. 

(ii) Employee's dependent no longer meets PEBB eligi- 
bility criteria because: 

e Employee has a change in marital status; 

e Employee's domestic partnership with a registered 
domestic partner who qualifies as a tax dependent is dis- 
solved or terminated; 

e An eligible dependent child turns age twenty-six or oth- 
erwise does not meet dependent child eligibility criteria; 

e An eligible dependent ceases to be eligible as an 
extended dependent or as a dependent with a disability; or 

e An eligible dependent dies. 

(iii) Employee or an employee's dependent loses other 
coverage under a group health plan or through health insur- 
ance coverage, as defined by the Health Insurance Portability 
and Accountability Act (HIPAA); 
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(iv) Employee or an employee's dependent has a change 
in employment status that affects the employee's or a depen- 
dent's eligibility for the FSA; 

(v) A court order or national medical support notice 
requires the employee or any other individual to provide 
insurance coverage for an eligible dependent of the sub- 
scriber (a former spouse or former registered domestic part- 
ner is not an eligible dependent); 

(vi) Employee or an employee's dependent becomes 
entitled to coverage under medicaid or a state children's 
health insurance program (CHIP), or the employee or an 
employee's dependent loses eligibility for coverage under 
medicaid or CHIP; 

(vii) Employee or an employee's dependent becomes 
entitled to coverage under medicare. 

(c) Dependent care assistance program (DCAP). An 
employee may enroll or change his or her election under the 
DCAP when any one of the following special open enroll- 
ment events occur, if the requested change corresponds to 
and is consistent with the event. The enrollment or change in 
election will be effective the first day of the month following 
the later of the event date or the date the required form is 
received. If that day is the first of the month, the enrollment 
or change in election begins on that day. If the special open 
enrollment is due to the birth, adoption or assumption of legal 
obligation for total or partial support in anticipation of adop- 
tion of a child, the enrollment or change in election will begin 
the first of the month in which the event occurs. 

(i) Employee acquires a new dependent due to: 

e Marriage; 

e Registering a domestic partnership if the domestic part- 
ner qualifies as a tax dependent of the subscriber; 

e Birth, adoption, or when the subscriber has assumed a 
legal obligation for total or partial support in anticipation of 
adoption; 

e A child becoming eligible as an extended dependent 
through legal custody or legal guardianship; or 

e A child becoming eligible as a dependent with a dis- 
ability. 

(ii) Employee or an employee's dependent has a change 
in employment status that affects the employee's or a depen- 
dent's eligibility for DCAP; 

(iii) Employee or an employee's dependent has a change 
in enrollment under another employer-based group health 
insurance plan during its annual open enrollment that does 
not align with the PEBB program's annual open enrollment; 

(iv) Employee changes dependent care provider; the 
change to DCAP can reflect the cost of the new provider; 

(v) Employee or the employee's spouse experiences a 
change in the number of qualifying individuals as defined in 
IRC Section 21 (b)(1); 

(vi) Employee's dependent care provider imposes a 
change in the cost of dependent care; employee may make a 
change in the DCAP to reflect the new cost if the dependent 
care provider is not a qualifying relative of the employee as 
defined in Internal Revenue Code Section 152 (()4) 
threuchS} incorperatine the rules_of Section 152 (hb) 
through B}oHthetR©)). 
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AMENDATORY SECTION (Amending WSR 07-20-129, 
filed 10/3/07, effective 11/3/07) 


WAC 182-08-220 Advertising or promotion of public 
employees benefits board (PEBB) benefit plans. (1) In 
order to assure equal and unbiased representation of public 
employees benefits board (PEBB) benefits, contracted ven- 
dors must comply with all of the following: 

(a) All materials describing PEBB benefits must be pre- 
pared by or approved by the health care authority (HCA) 
before use. 

(b) Distribution or mailing of all benefit descriptions 
must be performed by or under the direction of the HCA. 

(c) All media announcements or advertising by a con- 
tracted vendor which include any mention of the "public 
employees benefits board," "PEBB," "health care authority," 
((et)) "HCA," any reference to benefits for "state employ- 
ees," or "retirees," or any group of employees covered by 
PEBB benefits, must receive the advance written approval of 
the HCA. 

(2) Failure to comply with any or all of these require- 
ments by a PEBB contracted vendor or subcontractor may 
result in contract termination by the HCA, refusal to continue 
or renew a contract with the noncomplying party, or both. 


AMENDATORY SECTION (Amending WSR 14-20-058, 
filed 9/25/14, effective 1/1/15) 


WAC 182-08-235 Employer group application pro- 
cess. This section applies to employer groups as defined in 
WAC 182-08-015. An employer group may apply to obtain 
insurance coverage through a contract with the health care 
authority (HCA). With the exception of school districts and 
educational service districts, the authority will approve or 
deny applications through the evaluation criteria described in 
WAC 182-08-240. To apply, employer groups must submit 
the documents and information described in this rule to the 
public employees benefits board (PEBB) program at least 
sixty days before the requested coverage effective date. 
School districts and educational service districts are only 
required to provide the documents described in subsections 
(1), (2), and (3) of this section. If school districts or educa- 
tional service districts are required by the superintendent of 
public instruction to purchase insurance coverage provided 
by the authority, they are required to submit documents and 
information described in subsections (1)(c), (2), and (3) of 
this section. 

(1) A letter of application that includes the information 
described in (a) through (d) of this subsection: 

(a) A reference to the employer group's authorizing stat- 
ute; 

(b) A description of the organizational structure of the 
employer group and a description of the employee bargaining 
((#n#(s})) unit or group of nonrepresented employees for 
which the employer group is applying; 

(c) Employer tax ID number (TIN); and 

(d) A statement of whether the employer group is 
requesting only medical or medical, dental, life, and long- 
term disability (LTD) insurance. School districts and educa- 
tional service districts must purchase medical, dental, life, 
and LTD insurance. 
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(2) A resolution from the employer group's governing 
body authorizing the purchase of PEBB insurance coverage. 

(3) A signed governmental function attestation docu- 
ment that attests to the fact that employees for whom the 
employer group is applying are governmental employees 
whose services are substantially all in the performance of 
essential governmental functions. 

(4) A member level census file for all of the employees 
for whom the employer group is applying. The file must be 
provided in the format required by the authority and contain 
the following demographic data, by member, with each mem- 
ber classified as employee, spouse or registered domestic 
partner, or child: 

(a) Employee ID (any identifier which uniquely identi- 
fies the employee; for dependents the employee's unique 
identifier must be used); 

(b) Age; 

(c) Gender; 

(d) First three digits of the member's zip code based on 
residence; 

(e) Indicator of whether the employee is active or retired, 
if the employer group is requesting to include retirees; and 

(f) Indicator of whether the member is enrolled in cover- 
age. 

(5) If the application is for a subset of the employer 
group's employees (e.g., bargaining unit), the employer 
group must provide a member level census file of all employ- 
ees eligible under their current health plan who are not 
included on the member level census file in subsection (4) of 
this section. This includes retired employees participating 
under the employer group's current health plan. The file must 
include the same demographic data by member. 

(6) In addition to the requirements of subsections (1) 
through (5) of this section, additional information is required 
based upon the total number of employees that the employer 
group employs who are eligible under their current health 
plan: 

(a) Employer groups with fewer than eleven eligible 
employees must provide proof of current coverage or proof of 
prior coverage within the last twelve months. 

(b) Employer groups with three hundred one to two thou- 
sand five hundred eligible employees must provide the fol- 
lowing: 

(i) Large claims history for twenty-four months, by quar- 
ter that excludes the most recent three months; and 

(ii) Ongoing large claims management report for the 
most recent quarter provided in the large claims history. 

(c) Employer groups with greater than two thousand five 
hundred eligible employees must submit to an actuarial eval- 
uation of the group by an actuary designated by the PEBB 
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(iii) Executive summary of benefits; 

(iv) Summary of benefits and certificate of coverage; and 

(v) Summary of historical plan costs. 

(d) The following definitions apply for purposes of this 
section: 

(i) "Large claim" is defined as a member that received 
more than twenty-five thousand dollars in allowed cost for 
services in a quarter; and 

(ii) An "ongoing large claim" is a claim where the patient 
is expected to need ongoing case management into the next 
quarter for which the expected allowed cost is greater than 
twenty-five thousand dollars in the quarter. 

(e) If the current health plan does not have a case man- 
agement program then the primary diagnosis code designated 
by the authority must be reported for each large claimant and 
if the code indicates a condition which is expected to con- 
tinue into the next quarter, the claim is counted as an ongoing 
large claim. 


AMENDATORY SECTION (Amending WSR 13-22-019, 
filed 10/28/13, effective 1/1/14) 


WAC 182-08-240 How will the health care authority 
(HCA) decide to approve or deny an employer group 
application? Employer group applications for participation 
in insurance coverage provided through the public employees 
benefits board (PEBB) program are approved or denied by 
the health care authority (HCA) based upon the information 
and documents submitted by the employer group and the 
employer group evaluation (EGE) criteria described in this 
rule. The authority may automatically deny an employer 
group application if the employer group fails to provide the 
required information and documents described in WAC 182- 
08-235. 

(1) Employer groups are evaluated as a single unit. To 
support this requirement the employer group must provide a 
census ((data)) file, as described in WAC 182-08-235 (1) 
through (5), and additional information as described in WAC 
182-08-235(6) for all employees eligible to participate under 
the employer group's current health plan. ((Fhis4nehides 
eurrent health -plan-)) If the employer group's application is 
for both employees and retirees, the census file data and addi- 
tional information for retired employees participating under 
the employer group's current health plan must also be 
included. 

(a) If the employer group's application is only for partic- 
ipation of its employees, the PEBB enrollment data used to 
evaluate the employer group will be state agency employee 
data. 


program. The employer group must pay for the cost of the 
evaluation. This cost is nonrefundable. An employer group 
that is approved will not have to pay for an additional actuar- 
ial evaluation if it applies to add another bargaining unit 
within two years of the evaluation. Employer groups of this 
size must provide the following: 

(i) Large claims history for twenty-four months, by quar- 
ter that excludes the most recent three months; 

(ii) Ongoing large claims management report for the 
most recent quarter provided in the large claims history; 
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(b) If an employer group's application is for participation 
of both its employees and retirees, the PEBB enrollment data 
used to evaluate the employer group will include data from 
the PEBB nonmedicare risk pool which includes retiree 
enrollment data and state agency employee data. 

(2) An employer group must pass the EGE criteria or the 
actuarial evaluation required in subsection (3) of this section 
as a single unit before the application can be approved. For 
purposes of this section a single unit includes all employees 
eligible under the employer group's current health plan. If the 
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application is only for a bargaining unit, then the bargaining 
unit must be evaluated using the EGE criteria in addition to 
all eligible employees of employer group as a single unit. If 
the employer group passes the EGE criteria as a single unit, 
but an individual bargaining unit does not, the employer 
group may only participate if all eligible employees of the 
entity participate. 

(3) The authority will determine which of the criteria in 
(a) though (d) of this subsection is used to evaluate the 
employer group based upon the total number of eligible 
employees in the single unit. 

(a) Micro groups (a single unit of one to ten employees) 
must meet the following criteria in order to pass the EGE 
evaluation: 

(i) Provide proof of current coverage or proof of prior 
coverage within the last twelve months; and 

(ii) The member level census file demographic data must 
indicate a relative underwriting factor that is equal to or better 
than the relative underwriting factor as determined by the 

authority for the like population within the nonmedicare 
PEBB risk pool as ((determined-bythe-autherity)) described 
in subsection (1) of this section. 

(b) Small and medium groups (a single unit of eleven 
to three hundred employees) must meet the following crite- 
rion in order to pass the EGE evaluation: The member level 
census file demographic data must indicate a relative under- 
writing factor that is equal to or better than the relative under- 
writing factor as determined by the authority for the like pop- 
ulation within the nonmedicare PEBB risk pool as ((deter- 
mined bythe -autherity)) described in subsection (1) of this 
section. 

(c) Large groups (a single unit of three hundred one to 
two thousand five hundred employees) must meet the follow- 
ing criteria in order to pass the EGE evaluation: 

(i) The member level census file demographic data must 
indicate a relative underwriting factor that is equal to or better 
than the relative underwriting factor as determined by the 

authority for the like population within the nonmedicare 
PEBB risk pool as ((determined-bythe-autherity)) described 
in subsection (1) of this section; 

(ii) One of the following two conditions must be met: 

¢ The frequency of large claims must be less than or 
equal to the historical benchmark frequency for the PEBB 
like population within the nonmedicare population as 
described in subsection (1) of this section; and 

e The ongoing large claims management report must 
demonstrate that the frequency of ongoing large claims is less 
than or equal to the recurring benchmark frequency for the 
PEBB like population within the nonmedicare population as 
described in subsection (1) of this section. 

(d) Jumbo groups (a single unit of two thousand five 
hundred one or more employees) must meet the following 
criteria in order to pass the actuarial evaluation: 

(i) The member level census file demographic data must 
indicate a relative underwriting factor that is equal to or better 
than the relative underwriting factor as determined by the 

authority for the like population within the nonmedicare 
PEBB risk pool as ((determined-bythe-autherity)) described 
in subsection (1) of this section; 

(ii) One of the following two conditions must be met: 
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¢ The frequency of large claims must be less than or 
equal to the PEBB historical benchmark frequency for the 
PEBB like population within the nonmedicare population as 
described in subsection (1) of this section; 

e The ongoing large claims management report must 
demonstrate that the frequency of ongoing large claims is less 
than or equal to the recurring benchmark frequency for the 
PEBB like population within the nonmedicare population((:)) 
as described in subsection (1) of this section. 

(iii) Provide an executive summary of benefits; 

(iv) Provide a summary of benefits and certificate of 
coverage; 

(v) Provide a summary of historical plan costs; and 

(vi) The evaluation of criteria in (d)(iii), (iv) and (v) of 
this subsection must indicate that the historical cost of bene- 
fits for the employer group is equal to or less than the histor- 
ical cost of the PEBB like population within the nonmedicare 
population as described in subsection (1) of this section for a 
comparable plan design. 

(4) ((Fhe-group—evaluation_for—a_jumbe—group)) An 
approved group application is valid for ((twe-years-after 
apprevat)) three hundred sixty-five calendar days after the 
date the application is approved by the authority. If an 
employer group applies to add additional bargaining units 
after ((tve-years)) the three hundred sixty-five calendar day 
period has ended, the group must be reevaluated. 

(5) An entity whose employer group application is 
denied may appeal the authority's decision to the PEBB 
appeals committee through the process described in WAC 
182-16-038. 

(6) An entity whose employer group application is 
approved may purchase insurance for its employees under the 
participation requirements described in WAC 182-08-245. 


AMENDATORY SECTION (Amending WSR 14-20-058, 
filed 9/25/14, effective 1/1/15) 


WAC 182-08-245 Employer group participation 
requirements. This section applies to an employer group as 
defined in WAC 182-08-015 that is approved to purchase 
insurance for its employees through a contract with the health 
care authority (HCA). 

(1) Prior to enrollment of employees in public employees 
benefits board (PEBB) insurance coverage, the employer 
group must: 

(a) Remit to the authority the required start-up fee in the 
amount publicized by the PEBB program; 

(b) Sign a contract with the authority; 

(c) Determine employee and dependent eligibility and 
terms of enrollment for insurance coverage ((#+-aceordance 
with)) by the criteria outlined in the employer group's con- 
tract with the authority; 

(d) Determine eligibility in order to ensure the PEBB 
program's continued status as a governmental plan under Sec- 
tion 3(32) of the Employee Retirement Income Security Act 
of 1974 (ERISA) as amended. This means ((thatenty)) the 
employer group may only consider employees whose ser- 
vices are substantially all in the performance of essential gov- 
ernmental functions, but not in the performance of commer- 
cial activities, whether or not those activities qualify as essen- 
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tial governmental functions ((may-be-considered cligible by 
the-empleyergroup)) to be eligible; and 
(e) Ensure PEBB ((health-plans-are)) insurance coverage 


is the only employer-sponsored ((heatth-plans)) coverage 
available to groups of employees eligible for PEBB insurance 


coverage under the contract. 

(2) Pay premiums ((#+-accordance-with)) under its con- 
tract with the authority based on the following premium 
structure: 

(a) The premium rate structure for school districts and 
educational service districts will be a composite rate equal to 
the rate charged to state agencies plus an amount equal to the 
employee premium based on health plan ((eheiee)) election 
and family enrollment. School districts and educational ser- 
vice districts must collect an amount equal to the premium 
surcharge(s) applied to an employee's account by the author- 
ity from their employees and include the funds in their pay- 
ment to the authority. 


Exception: The authority will allow districts that enrolled prior to 


September 1, 2002, to continue participation based on a 
tiered rate structure. The authority may require the dis- 

trict to change to a composite rate structure with ninety 
days advance written notice. 


(b) The premium rate structure for employer groups 
other than districts described in (a) of this subsection will be 
a tiered rate based on health plan ((eheiee)) election and fam- 
ily enrollment. Employer groups must collect an amount 
equal to the premium surcharge(s) applied to an employee's 
account by the authority from their employees and include 
the funds in their payment to the authority. 


Exception: The authority will allow employer groups that enrolled 


prior to January 1, 1996, to continue to participate based 
on a composite rate structure. The authority may require 
the employer group to change to a tiered rate structure 
with ninety days advance written notice. 


(3) If an employer group wants to make subsequent 
changes to the contract, the changes must be submitted to the 
authority for approval. 

(4) The employer group must maintain participation in 
PEBB insurance coverage for at least one full year. An 
employer group may only end participation at the end of a 
plan year unless the authority approves a mid-year termina- 
tion. To end participation, an employer group must provide 
written notice to the PEBB program at least sixty days before 
the requested termination date. 

(5) Upon approval to purchase insurance through a con- 
tract with the authority, the employer group must provide a 
list of employees and dependents that are enrolled in 
((COBRA-benefits)) Consolidated Omnibus Budget Recon- 
ciliation Act (COBRA) coverage and the remaining number 
of months available to them based on their qualifying event. 
These employees and dependents may enroll in PEBB medi- 
cal and dental as COBRA enrollees for the remainder of the 
months available to them based on their qualifying event. 

(6) Enrollees in PEBB insurance coverage under one of 
the continuation of coverage provisions allowed under chap- 
ter 182-12 WAC or retirees included in the transfer unit as 
allowed under WAC 182-08-237 cease to be eligible as of the 
last day of the contract and may not continue enrollment 
beyond the end of the month in which the contract is termi- 
nated. 
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Exception: If an employer group, other than a school district or edu- 


cational service district, ends participation, retired and 
disabled employees who began participation before Sep- 
tember 15, 1991, are eligible to continue enrollment in 
PEBB insurance coverage if the employee continues to 
meet the procedural and eligibility requirements of WAC 
182-12-171. Employees who enrolled after September 
15, 1991, who are enrolled in PEBB retiree insurance 
coverage cease to be eligible under WAC 182-12-171, 
but may continue health plan enrollment under COBRA 
(see WAC 182-12-146). 


AMENDATORY SECTION (Amending WSR 14-20-058, 
filed 9/25/14, effective 1/1/15) 


WAC 182-12-109 Definitions. The following defini- 
tions apply throughout this chapter unless the context clearly 
indicates another meaning: 

"Affordable Care Act" means the federal Patient Protec- 
tion and Affordable Care Act, P.L. 111-148, as amended by 
the federal Health Care and Education Reconciliation Act of 
2010, P.L. 111-152, or federal regulations or guidance issued 
under the Affordable Care Act. 

"Annual open enrollment" means an annual event set 
aside for a period of time when subscribers may make 
changes to their health plan enrollment and salary reduction 
elections for the following plan year. Subscribers may trans- 
fer from one health plan to another, enroll or remove depen- 
dents from coverage, enroll or waive enrollment in ((a)) 
PEBB medical ((plas)), or employees may enroll in or 
change their election under the DCAP, the medical FSA, or 
the premium payment plan. 

"Authority" or "HCA" means the health care authority. 

(€ Pa ae ye 
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teyunder WAC 182-1114 2) BA) "Blind vendor" 
means a "licensee" as defined in RCW 74.18.200. 

"Board" means the public employees benefits board 
established under provisions of RCW 41.05.055. 

"Calendar days" or "days" means all days including Sat- 
urdays, Sundays, and all legal holidays as set forth in RCW 
1.16.050. 

"Continuation coverage" means the temporary continua- 
tion of PEBB health plan coverage available to enrollees after 
a qualifying event occurs as administered under Title XXII of 
the Public Health Service (PHS) Act, 42 U.S.C. Secs. 300bb- 
1 through 300bb-8. 

"Creditable coverage" means coverage that meets the 
definition of "creditable coverage" under RCW 48.66.020 
(13)(a) and includes payment of medical and hospital bene- 
fits. 

"Defer" means to postpone enrollment or interrupt 
enrollment in a PEBB health plan by a retiree or eligible sur- 
vivor. 

"Dependent" means a person who meets eligibility 
requirements in WAC 182-12-260, except that "surviving 
spouses, state registered domestic partners, and dependent 
children" of emergency service personnel who are killed in 
the line of duty is defined in WAC 182-12-250. 

"Dependent care assistance program" or "DCAP" means 
a benefit plan whereby state and public employees may pay 
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for certain employment related dependent care with pretax 
dollars as provided in the salary reduction plan authorized in 
chapter 41.05 RCW. 

"Director" means the director of the authority. 

"Documents" means papers, letters, writings, e-mails, 
electronic files, or other printed or written items. 

"Effective date of enrollment" means the first date when 
an enrollee is entitled to receive covered benefits. 

"Employee" includes all employees of the state, whether 
or not covered by civil service; elected and appointed offi- 
cials of the executive branch of government, including full- 
time members of boards, commissions, or committees; jus- 
tices of the supreme court and judges of the court of appeals 
and the superior courts; and members of the state legislature. 


Pursuant to contractual agreement with the authority, 
"employee" may also include: (a) Employees of a county, 


municipality, or other political subdivision of the state and 
members of the legislative authority of any county, city, or 
town who are elected to office after February 20, 1970, if the 
legislative authority of the county, municipality, or other 
political subdivision of the state seeks and receives the 
approval of the authority to provide any of its insurance pro- 
grams by contract with the authority, as provided in RCW 
41.04.205 and 41.05.021 (1)(g): (b) employees of employee 
organizations representing state civil service employees, at 
the option of each such employee organization, and, effective 
October 1, 1995, employees of employee organizations cur- 
rently pooled with employees of school districts for the pur- 
pose of purchasing insurance benefits, at the option of each 
such employee organization; (c) employees of a school dis- 
trict if the authority agrees to provide any of the school dis- 
tricts' insurance programs by contract with the authority as 
provided in RCW 28A.400.350: (d) employees of a tribal 
government, if the governing body of the tribal government 
seeks and receives the approval of the authority to provide 


any of its insurance programs by contract with the authority, 
as provided in RCW 41.05.021 (1)(f) and (g): (e) employees 


of the Washington health benefit exchange if the governing 
board of the exchange established in RCW 43.71.020 seeks 
and receives approval of the authority to provide any of its 
insurance programs by contract with the authority, as pro- 
vided in RCW 41.05.021 (1)(g) and (n); and (f) employees of 
a charter school established under chapter 28A.710 RCW. 
"Employee" does not include: Adult family home providers; 
unpaid volunteers; patients of state hospitals; inmates; 
employees of the Washington state convention and trade cen- 
ter as provided in RCW 41.05.110; students of institutions of 
higher education as determined by their institution; and any 
others not expressly defined_as employees under this chapter 
or by the authority under this chapter. 

"Employer-based_group medical insurance" means 
group medical insurance coverage related to a current 
employment relationship. It does not include medical insur- 
ance coverage available to retired employees, individual mar- 
ket medical insurance coverage, or government-sponsored 
programs such as medicare or medicaid. 

"Employer group" means those ((empleyee—organiza— 

;)) counties, 

municipalities, political subdivisions, the Washington health 
benefit exchange, tribal governments, school districts, ((ehar- 
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fer sehoois ane) educational service dines (Dar cipaens 

Q erage actual_agreement)), 
and employee A ra ntitg state civil service 
employees, obtaining employee benefits through a contrac- 
tual agreement with the authority as described in WAC 182- 
08-245. 

"Employing agency" means a division, department, or 
separate agency of state government, including an institution 
of higher education; a county, municipality, school district, 
educational service district, or other political subdivision; 
charter school; or a tribal government covered by chapter 
41.05 RCW. 

"Enrollee" means a person who meets all eligibility 
requirements defined in chapter 182-12 WAC, who is 
enrolled in PEBB benefits, and for whom applicable pre- 
mium payments have been made. 

"Exchange" means the Washington health benefit 
exchange established in RCW 43.71.020, and any other 
health benefit exchange established under the Affordable 
Care Act. 

"Exchange coverage" means coverage offered by a qual- 
ified health plan through an exchange. 

"Faculty" means an academic employee of an institution 
of higher education whose workload is not defined by work 
hours but whose appointment, workload, and duties directly 
serve the institution's academic mission, as determined under 
the authority of its enabling statutes, its governing body, and 
any applicable collective bargaining agreement. 

"Federal ((Retitee-Plan)) retiree medical plan" means the 
Federal Employees Health Benefits program (FEHB) ((and 
Frieare)) or TRICARE which are not employer-based group 
medical insurance. 

"Health plan" means a plan offering medical or dental, or 
both, developed by the public employees benefits board and 
provided by a contracted vendor or self-insured plans admin- 
istered by the HCA. 

"Institutions of higher education" means the state public 
research universities, the public regional universities, The 
Evergreen State College, the community and technical col- 
leges, and the state board for community and technical col- 
leges. 

"Insurance coverage" means any health plan, life insur- 
ance, long-term care insurance, long-term disability (LTD) 
insurance, or property and casualty insurance administered as 
a PEBB benefit. 

"Layoff," for purposes of this chapter, means a change in 
employment status due to an employer's lack of funds or an 
employer's organizational change. 

"Life insurance" includes basic life insurance paid for by 
the employing agency, life insurance offered to employees on 
an optional basis, and retiree life insurance. 

"LTD insurance" includes basic long-term disability 
insurance paid for by the employing agency and long-term 
disability insurance offered to employees on an optional 
basis. 

"Mail" or "mailing" means placing a document in the 
United States Postal system, commercial delivery service, or 
Washington state consolidated mail services properly 
addressed. 
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"Medical flexible spending arrangement" or "medical 
FSA" means a benefit plan whereby state and public employ- 
ees may reduce their salary before taxes to pay for medical 
expenses not reimbursed by insurance as provided in the sal- 
ary reduction plan authorized in chapter 41.05 RCW. 

"Pay status" means all hours for which an employee 
receives pay. 

"PEBB" means the public employees benefits board. 

"PEBB appeals committee" means the committee that 
considers appeals relating to the administration of PEBB ben- 
efits by the PEBB program. The director has delegated the 
authority to hear appeals at the level below an administrative 
hearing to the PEBB appeals committee. 

"PEBB benefits" means one or more insurance cover- 
ages or other employee benefits administered by the PEBB 
program within the health care authority. 

"PEBB program" means the program within the HCA 
((whieh)) that administers insurance and other benefits for 
eligible employees (as ((defined)) described in WAC 182-12- 
114), eligible retired ((and-disabled)) employees (as 
((defined)) described in WAC 182-12-171), eligible depen- 
dents (as ((defined)) described in WAC 182-12-250 and 182- 
12-260) and others as defined in RCW 41.05.011. 

"Premium payment plan" means a benefit plan whereby 
state and public employees may pay their share of group 
health plan premiums with pretax dollars as provided in the 
salary reduction plan. 

"Premium surcharge" means a payment required from a 
subscriber, in addition to the subscriber's premium contribu- 
tion, due to an enrollee's tobacco use or a subscriber's spouse 
or registered domestic partner choosing not to enroll in his or 
her employer-based group medical insurance when: 

e Premiums are less than ninety-five percent of Uniform 
Medical Plan (UMP) Classic premiums; and 

e The actuarial value of benefits is at least ninety-five 
percent of the actuarial value of UMP Classic benefits. 

"Qualified health plan" means a medical plan that is cer- 
tified to be offered through an exchange. 

"Salary reduction plan" means a benefit plan whereby 
state and public employees may agree to a reduction of salary 
on a pretax basis to participate in the DCAP, medical FSA, or 
premium payment plan as authorized in chapter 41.05 RCW. 

"School district" means public schools as defined in 
RCW 28A.150.010 which includes charter schools estab- 
lished under chapter 28A.710 RCW. 

"Seasonal employee" means an employee hired to work 
during a recurring, annual season with a duration of three 
months or more, and anticipated to return each season to per- 
form similar work. 

"Special open enrollment" means a period of time when 
subscribers may make changes to their health plan enrollment 
and salary reduction elections outside of the annual open 
enrollment period when specific life events occur. Subscrib- 
ers may change health plans and enroll or remove dependents 
from coverage. Additionally, employees may enroll in or 
waive enrollment in ((a@)) PEBB medical ((plan)), and may 
enroll in or change their election under the DCAP, medical 
FSA, or the premium payment plan. For special open enroll- 
ment events as they relate to specific PEBB benefits, see 
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WAC 182-08-198, 182-08-199, 182-12-128, and 182-12- 
262. 

"State agency" means an office, department, board, com- 
mission, institution, or other separate unit or division, how- 
ever designated, of the state government and all personnel 
thereof. It includes the legislature, executive branch, and 
agencies or courts within the judicial branch, as well as insti- 
tutions of higher education and any unit of state government 
established by law. 

"Subscriber" means the employee, retiree, COBRA ben- 
eficiary, or eligible survivor who has been designated by the 
HCA as the individual to whom the HCA and contracted ven- 
dors will issue all notices, information, requests and premium 
bills on behalf of enrollees. 


Cee 
ihe smialo yie agency- “has-ne RE eanet thatthe a 
will be-rehited.)) 

"Tobacco products" means any product made with or 
derived from tobacco that is intended for human consump- 
tion, including any component, part, or accessory of a 
tobacco product. This includes, but is not limited to, cigars, 
cigarettes, chewing tobacco, snuff, and other tobacco prod- 
ucts. It does not include United States Food and Drug Admin- 
istration (FDA) approved quit aids or e-cigarettes until their 
tobacco related status is determined by the FDA. 

"Tobacco use" means any use of tobacco products within 
the past two months. Tobacco use, however, does not include 
the religious or ceremonial use of tobacco. 

"Tribal government" means an Indian tribal government 
as defined in Section 3(32) of the Employee Retirement 
Income Security Act of 1974 (ERISA), as amended, or an 
agency or instrumentality of the tribal government, that has 
government offices principally located in this state. 

"Waive" means to interrupt an eligible employee's 
enrollment in a PEBB health plan because the employee is 
enrolled in other employer-based group medical insurance, 
TRICARE, or medicare as allowed under WAC 182-12-128, 
or is on approved educational leave and obtains other 


employer-based group health insurance as allowed under 
WAC 182-12-136. 


AMENDATORY SECTION (Amending WSR 14-20-058, 
filed 9/25/14, effective 1/1/15) 


WAC 182-12-111 (( 


Eligible-entities_and individ 
ads-)) Which entities and individuals are eligible for public 
employees benefits board (PEBB) benefits? The following 


entities and individuals shall be eligible for public employees 
benefits board (PEBB) benefits subject to the terms and con- 
ditions set forth below: 

(1) State agencies. State agencies, as defined in WAC 
182-12-109, are required to participate in all PEBB benefits. 
Insurance and health care contributions for ferry employees 
shall be governed by RCW 47.64.270. 

(2) Employer groups. Employer groups may apply to 
participate in insurance coverage for groups of employees 
described in ((sebseetien)) (a) of this ((seetten)) subsection at 
the option of each employer group: 
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(a) All eligible employees of the entity must transfer as a 
unit with the following exceptions: 

((*)) G) Bargaining units may elect to participate sepa- 
rately from the whole group; 

((*)) Gi) Nonrepresented employees may elect to partici- 
pate separately from the whole group provided all nonrepre- 
sented employees join as a group; and 

((*)) Gii) Members of the employer group's governing 
authority may participate as described in the employer 
group's governing statutes and RCW 41.04.205. 

(b) ((Fke)) Employer groups must apply through the pro- 
cess described in WAC 182-08-235. School district and edu- 
cational service district applications must provide the docu- 
ments described in WAC 182-08-235 (1), (2), and (3). Ifa 
school district or educational service district is required by 
the superintendent of public instruction to purchase insurance 
coverage provided by the authority, the school district or edu- 
cational service district is required to submit documents and 
information described in WAC 182-08-235 (1)(c), (2), and 
(3). Employer group applications are subject to review and 
approval by the health care authority (HCA). With the excep- 
tion of a school district or educational service district, the 
authority will approve or deny an employer group's applica- 
tion based on the employer group evaluation criteria 
described in WAC 182-08-240. 

(c) Employer groups participate through a contract with 
the authority as described in WAC 182-08-245. 

(3) School districts and educational service districts. 
In addition to subsection (2) of this section, the following 
applies to school districts and educational service districts: 

(a) The HCA will collect an amount equal to the com- 
posite rate charged to state agencies, plus an amount equal to 
the employee premium by health plan and family size and an 
amount equal to any applicable premium surcharge as would 
be charged to state employees for each participating school 
district or educational service district. 

(b) The HCA may collect these amounts in accordance 
with the district fiscal year, as described in RCW 
28A.505.030. 

(4) The Washington health benefit exchange. In addi- 
tion to subsection (2) of this section, the following provisions 
apply: 

(a) The Washington health benefit exchange is subject to 
the same rules as an employing agency in chapters 182-08, 
182-12 and 182-16 WAC. 

(b) ((An)) Employees of the Washington health benefit 
exchange ((is)) are subject to the same rules as ((an)) employ- 
ees of an employing agency in chapters 182-08, 182-12 and 
182-16 WAC. 

(5) Eligible nonemployees. 

(a) Blind vendors ((feans—a—Heensee"as—definedian 
REW 4 18.200-Venders)) actively operating a business 
enterprise program facility in the state of Washington and 
deemed eligible by the department of services for the blind 
(DSB) may voluntarily participate in PEBB medical. Depen- 
dents of blind vendors are eligible as described in WAC 182- 
12-260. Eligible blind vendors and their dependents may 
enroll during the following times: 

(1) ((Yendersthat-denetenrelwhentist cheible may 
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bythe HCA-or the first day_of the- month folewingtess_of 
etherinsurance-coverage: 


of services forthe -blind)) When newly 
eligible: The DSB will notify eligible blind vendors of their 
eligibility in advance of the date ((that)) they are eligible ((te 
appty)) for enrollment in PEBB medical. 


((G#)}—Fhe—eleibitity +equirements_fer_dependents—of 
blind -venders-shall be the-sameasthe requirements fer 


dependents-ofthe state employees in WAC 182 12-266. 

Gv) Anindividualicensee-or)) To enroll, blind vendors 
must submit the required forms to the DSB. The forms must 
be received by the DSB no later than thirty-one days after the 
blind vendor becomes eligible for PEBB medical. 

(ii) During the annual open enrollment: Blind vendors 
may enroll during the annual open enrollment. The required 
form must be received by the DSB before the end of the 
annual open enrollment. Enrollment will begin January 1st of 
the following year. 

(iii) Following loss of other medical insurance coverage: 
Blind vendors may enroll following loss of other medical 
insurance coverage under a group health plan or through 
health insurance coverage, as defined by the Health Insurance 
Portability and Accountability Act (HIPAA). To enroll, blind 
vendors must submit the required forms to the DSB. The 
forms must be received by the DSB no later than sixty days 
after the loss of other medical insurance coverage. In addition 
to the required forms, the DSB will require blind vendors to 
provide evidence of loss of other medical insurance coverage. 

(iv) Blind vendors who cease((s)) to actively operate a 
facility become((s)) ineligible to participate in PEBB medical 
as described in (a) of this subsection. ((Indtvidualstesing)) 
Enrollees who lose eligibility for coverage may continue 
enrollment in PEBB medical on a self-pay basis under 
COBRA coverage as described in WAC 182-12-146(5). 

(v) ((Anindiidualtcensee-orrvenderis)) Blind vendors 
are not eligible for PEBB retiree insurance coverage. 

(b) Dislocated forest products workers enrolled in the 
employment and career orientation program pursuant to 
chapter 50.70 RCW shall be eligible for PEBB health plans 
while enrolled in that program. 

(c) School board members or students eligible to partici- 
pate under RCW 28A.400.350 may participate in insurance 
coverage as long as they remain eligible under that section. 

(6) Individuals and entities not eligible as employees 
include: 

(a) Adult family home providers as defined in RCW 
70.128.010; 

(b) Unpaid volunteers; 

(c) Patients of state hospitals; 

(d) Inmates in work programs offered by the Washington 
state department of corrections as described in RCW 
72.09.100 or an equivalent program administered by a local 
government; 

(e) Employees of the Washington state convention and 
trade center as provided in RCW 41.05.110; 

(f) Students of institutions of higher education as deter- 
mined by their institutions; and 

(g) Any others not expressly defined as an employee((s 
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AMENDATORY SECTION (Amending WSR 14-20-058, 
filed 9/25/14, effective 1/1/15) 


WAC 182-12-123 Dual enrollment is prohibited. Pub- 
lic employees benefits board (PEBB) health plan coverage is 
limited to a single enrollment per individual. 

(1) Effective January 1, 2002, an individual((s)) who 
((have)) has more than one source of eligibility for enroll- 
ment in PEBB health plan coverage (called "dual eligibility") 
((ate)) is limited to one enrollment. 

(2) An eligible employee may waive PEBB medical and 
enroll as a dependent under the health plan of his or her 
spouse, registered domestic partner, or parent as stated in 
WAC 182-12-128. 

(3) A dependent enrolled in a PEBB health plan who 
becomes eligible for PEBB benefits as an employee must 
elect to enroll in PEBB benefits as described in WAC 182- 
08-197 (1) or (3). This includes making an election to enroll 
in or waive enrollment in PEBB medical as described in 
WAC 182-12-128 (1)(a). 

(a) If the employee does not waive enrollment in PEBB 
medical, the employee is not eligible to remain enrolled in his 
or her spouse's, registered domestic partner's, or parent's 
PEBB health plan as a dependent. If the employee's spouse, 
registered domestic partner, or parent does not remove the 
employee (who is enrolled as a dependent) from his or her 
subscriber account, the PEBB program will terminate the 
employee's enrollment as a dependent the last day of the 
month before the employee's employer-paid coverage begins. 
Exception: 


An enrolled dependent who becomes newly eligible for 
PEBB benefits as an employee ((as-deseribed in WAG 
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tion (5)(a) of this section, the employee must notify his or her 
other employing agency no later than sixty days from the date 
PEBB coverage ends through the employing agency 
described in (a) of this subsection to transfer coverage. 

(c) The employee's insurance coverage elections remain 
the same when an employee transfers from enrollment under 
one employing agency to another employing agency without 
a break in PEBB coverage, as described in (b) of this subsec- 
tion. 

(6) A retiree who defers enrollment in a PEBB health 
plan as described in WAC 182-12-200 by enrolling as an eli- 
gible dependent in a health plan sponsored by PEBB, a 
Washington state school district, or a Washington state edu- 
cation service district and who loses the employer contribu- 
tion for such coverage must enroll in PEBB retiree insurance 
coverage as described in WAC 182-12-171 or defer enroll- 
ment as described in WAC 182-12-205. 


AMENDATORY SECTION (Amending WSR 14-20-058, 
filed 9/25/14, effective 1/1/15) 


WAC 182-12-128 When may an employee((s)) waive 
((or-enreH)) enrollment in public employees benefits 
board (PEBB) medical and when may he or she enroll in 


PEBB medical after having waived enrollment? 
((Empleyees)) An employee may waive enrollment in public 


employees benefits board (PEBB) medical if he or she is 
enrolled in other employer-based group medical insurance, 
TRICARE, or medicare. An employee who waives enroll- 
ment in PEBB medical must enroll in dental, basic life, and 


482-42-+4)) may be dual-enrolled in PEBB coverage 
for one month. This exception is only allowed for the 
first month the dependent is enrolled as an employee, 
and only if the dependent becomes enrolled as an 
employee on the first working day of a month that is not 
the first day of the month. 


ee E 


as stated in WAC182 12-128. 


@)Children)) (b) If the employee elects to waive his or 
her enrollment in PEBB medical, the employee will remain 
enrolled in PEBB medical under his or her spouse's, regis- 
tered domestic partner's, or parent's PEBB health plan as a 
dependent. 

(4) A child who is eligible for medical and dental under 
two subscribers may be enrolled as a dependent under the 
health plan of only one subscriber. 

((4))) (5) When an employee ((whe)) is eligible for the 
employer contribution towards insurance coverage due to 
employment in more than one PEBB-participating employ- 
ing agency the following provisions apply: 

(a) The employee must choose to enroll under only one 
employing agency. 


Exception: 


Faculty who stack to establish or maintain eligibility 
under WAC 182-12-114(3) with two or more state insti- 
tutions of higher education will be enrolled under the 
employing agency responsible to pay the employer con- 
tribution according to WAC 182-08-200(2). 


(b) If the employee loses eligibility under the employing 


basic long-term disability insurance (unless the employing 

agency does not participate in these ( 

efits-beard+))PEBB((})) insurance coverages). ((Hewever; 

employees nay waive PEBB medical if they are-enroHedin 
=)) 

(1) (Empleyeessnay)) To waive enrollment in PEBB 
medical ((by-submiting)), the employee must submit the 
required ((enreHment)) form to ((thei#)) his or her employing 
agency ((during)) at one of the following times: 

(a) When the employee becomes eligible: An 
employee((s)) may waive PEBB medical when ((they)) he or 
she becomes eligible for PEBB benefits. The employee((s)) 


must indicate ((they-are-waiving)) his or her election to waive 
enrollment in PEBB medical on the required ((enreHment 


formthey-submittetheir)) form and submit the form to his or 
her employing agency. The ((enreHment)) form must be 
received by the employing agency no later than thirty-one 
days after the date ((they¥)) the employee becomes eligible 
(see WAC 182-08-197). PEBB medical will be waived as of 
the date the employee becomes eligible for PEBB benefits. 

(b) During the annual open enrollment: An 
employee((s)) may waive PEBB medical during the annual 
open enrollment ((perted)). The required ((enreHment)) form 
must be received by ((theit)) the employee's employing 
agency before the end of the annual open enrollment. PEBB 
medical will be waived beginning January 1st of the follow- 
ing year. 

(c) During a special open enrollment: An 
employee((s)) may waive PEBB medical during a special 


agency he or she chose to enroll under as described in subsec- 
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The employee must submit the required form to his or 
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creates the special open enrollment for the employee, the 


her employing agency. The form must be received no later 


employee's dependent, or both. 


than sixty days after the event that creates the special open 
enrollment. In addition to the required form, the employee 


must provide evidence of the event that creates the special 
open enrollment. 

PEBB medical will be waived the last day of the month 
following the later of the event date or the date the required 
form is received. If that day is the first of the month, PEBB 
medical will be waived the last day of the previous month. If 
the special open enrollment is due to the birth, adoption or 
assumption of legal obligation for total or partial support in 
anticipation of adoption of a child, PEBB medical will be 
waived the last day of the previous month. 

(2) If an employee waives PEBB medical, the 
employee's eligible dependents may not be enrolled in medi- 
cal. 

(3) Once PEBB medical is waived, ((enreHment)) the 
employee is only allowed ((duting)) to enroll in PEBB medi- 
cal at the following times: 

(a) During the annual open enrollment((;)). The required 
form must be received by the employee's employing agency 
before the end of the annual open enrollment. PEBB medical 
will begin January Ist of the following year. 


(b) Puring a special open entame aE En 


S PN E E E Ja 
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). 
A special open enrollment allows an employee to change his 
or her enrollment outside of the annual open enrollment. A 
special open enrollment may be created when one of the 
events described in subsection (4) of this section occurs. 

The employee must submit the required form to his or 
her employing agency. The form must be received no later 
than sixty days after the event that creates the special open 
enrollment. In addition to the required form, the employee 
must provide evidence of the event that creates the special 
open enrollment. 

PEBB medical will begin the first day of the month fol- 
lowing the later of the event date or the date the required form 
is received. If that day is the first of the month, coverage is 
effective on that day. If the special open enrollment is due to 
the birth, adoption or assumption of legal obligation for total 
or partial support in anticipation of adoption of a child, PEBB 
medical will begin the first of the month in which the event 
occurs. 


(4) Special open enrollment: ((Empleyees-may—waive 
enrolmentinmedicalorenrel inimedical fa -speciatopen 


ai pase ve l eper ee) re one pie 


((feHewing)) events in (a) through (j) of this subsection may 
create a special open enrollment((=)). The change in enroll- 
ment must be allowable under the Internal Revenue Code 
(IRC) and correspond to and be consistent with the event that 
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(a) Employee acquires a new dependent due to: 

(i) Marriage or registering a domestic partnership; 

(ii) Birth, adoption or when the subscriber has assumed a 
legal obligation for total or partial support in anticipation of 
adoption; 

(iii) A child becoming eligible as an extended dependent 
through legal custody or legal guardianship; or 

(iv) A child becoming eligible as a dependent with a dis- 
ability; 

(b) Employee or an employee's dependent loses other 
coverage under a group health plan or through health insur- 
ance coverage, as defined by the Health Insurance Portability 
and Accountability Act (HIPAA); 

(c) Employee or an employee's dependent has a change 
in employment status that affects the employee's or 
employee's dependent's eligibility for their employer contri- 
bution toward employer-based group medical insurance; 

(d) Employee or an employee's dependent has a change 
in enrollment under another employer-based group medical 
insurance plan during its annual open enrollment that does 
not align with the PEBB program's annual open enrollment; 

(e) Employee's dependent has a change in residence 
from outside of the United States to within the United States, 
or from within the United States to outside of the United 
States; 

(f) A court order or national medical support notice (see 
also WAC 182-12-263) requires the employee or any other 
individual to provide insurance coverage for an eligible 
dependent of the subscriber (a former spouse or former regis- 
tered domestic partner is not an eligible dependent); 

(g) Employee or an employee's dependent becomes enti- 
tled to coverage under medicaid or a state children's health 
insurance program (CHIP), or the employee or an employee's 
dependent loses eligibility for coverage under medicaid or 
CHIP; 

(h) Employee or an employee's dependent becomes eli- 
gible for state premium assistance subsidy for PEBB health 
plan coverage from medicaid or a state children's health 
insurance program (CHIP)((- 


empleying_ageney—The formsmust be reeeived bythe 
employing agency netater than sixty days - after the event that 
ereates_the special epen enrolment. 


Medical beavatved the-end-of the month folowing 


the tater ef the event date or the date the form is recetved Tf 


E hk naa eT LSE 
efachid medicalyvitl beavaived the first of the month in 
which the event eccurs- 

Enrolmentinmedical ail begin thetirst -day—ofthe 
month folowing the later of the event date-or the date the 
ormi wed Ef that day is the & cy h. 


ts-effective-onthat day the special open enrelmentis-due 
te-the- birth, adeptien_orassumption of lecal ebleation for 
tetalor-partial suppertin-_anticipation ef adoption of a-chid, 
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enroHmentininedicalwitl begin the fist of the month in 
whiehthe eventoceurs-)): 
(i) Employee or employee's dependent becomes eligible 
and enrolls in TRICARE, or loses eligibility for TRICARE: 
(j) Employee becomes eligible and enrolls in medicare, 
or loses eligibility for medicare. 


AMENDATORY SECTION (Amending WSR 14-20-058, 
filed 9/25/14, effective 1/1/15) 


WAC 182-12-131 How do eligible employees main- 
tain the employer contribution toward insurance cover- 
age? The employer contribution toward insurance coverage 
begins on the day that public employees benefits board 
(PEBB) benefits begin under WAC 182-12-114. This section 
describes under what circumstances employees maintain eli- 
gibility for the employer contribution toward insurance cov- 
erage. 

(1) Maintaining the employer contribution. Except as 
described in subsections (2), (3), and (4) of this section, 
employees who have established eligibility for benefits under 
WAC 182-12-114 are eligible for the employer contribution 
each month in which they are in pay status eight or more 
hours per month. 

(2) Maintaining the employer contribution - Benefits- 
eligible seasonal employees. 

(a) Benefits-eligible seasonal employees (eligible under 
WAC 182-12-114(2)) who work a season of less than nine 
months are eligible for the employer contribution in any 
month of the season in which they are in pay status eight or 
more hours during that month. The employer contribution 
toward insurance coverage for seasonal employees returning 
after their off season begins on the first day of the first month 
of the season in which they are in pay status eight hours or 
more. 

(b) Benefits-eligible seasonal employees (eligible under 
WAC 182-12-114(2)) who work a season of nine months or 
more are eligible for the employer contribution: 

(1) In any month of the season in which they are in pay 
status eight or more hours during that month; and 

(ii) Through the off season following each season 
worked. 

(3) Maintaining the employer contribution - Eligible 
faculty. 

(a) Benefits-eligible faculty anticipated to work half time 
or more the entire instructional year or equivalent nine-month 
period (eligible under WAC 182-12-114 (3)(a)(i)) are eligible 
for the employer contribution each month of the instructional 
year, except as described in subsection (7) of this section. 

(b) Benefits-eligible faculty who are hired on a quarter/ 
semester to quarter/semester basis (eligible under WAC 182- 
12-114 (3)(a)(ii)) are eligible for the employer contribution 
each quarter or semester in which employees work half-time 
or more. 

(c) Summer or off-quarter/semester coverage: All bene- 
fits-eligible faculty (eligible under WAC 182-12-114(3)) 
who work an average of half-time or more throughout the 
entire instructional year or equivalent nine-month period and 
work each quarter/semester of the instructional year or equiv- 
alent nine-month period are eligible for the employer contri- 
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bution toward summer or off-quarter/semester insurance cov- 
erage. 


Exception: Eligibility for the employer contribution toward summer 


or off-quarter/semester insurance coverage ends on the 
end date specified in an employing agency's termination 
notice or an employee's resignation letter, whichever is 
earlier, if the employing agency has no anticipation that 
the employee will be returning as faculty at any institu- 
tion of higher education where the employee has 
employment. If the employing agency deducted the 
employee's premium for insurance coverage after the 
employee was no longer eligible for the employer contri- 
bution, insurance coverage ends the last day of the month 
for which employee premiums were deducted. 


(d) Two-year averaging: All benefits-eligible faculty 
(eligible under WAC 182-12-114(3)) who worked an average 
of half-time or more in each of the two preceding academic 
years are potentially eligible to receive uninterrupted 
employer contribution to insurance coverage. "Academic 
year" means summer, fall, winter, and spring quarters or sum- 
mer, fall, and spring semesters and begins with summer quar- 
ter/semester. In order to be eligible for the employer contri- 
bution through two-year averaging, the faculty must provide 
written notification of his or her potential eligibility to his or 
her employing agency or agencies within the deadlines estab- 
lished by the employing agency or agencies. Faculty continue 
to receive uninterrupted employer contribution for each aca- 
demic year in which they: 

(i) Are employed on a quarter/semester to quarter/semes- 
ter basis and work at least two quarters or two semesters; and 

(11) Have an average workload of half-time or more for 
three quarters or two semesters. 

Eligibility for the employer contribution under two-year 
averaging ceases immediately if the eligibility criteria is not 
met or if the eligibility criteria becomes impossible to meet. 

(e) Faculty who lose eligibility for the employer contri- 
bution: All benefits-eligible faculty (eligible under WAC 
182-12-114(3)) who lose eligibility for the employer contri- 
bution will regain it if they return to a faculty position where 
it is anticipated that they will work half-time or more for the 
quarter/semester no later than the twelfth month after the 
month in which they lost eligibility for the employer contri- 
bution. The employer contribution begins on the first day of 
the month in which the quarter/semester begins. 

(4) Maintaining the employer contribution - Employ- 
ees on leave and under the special circumstances listed 
below. 

(a) Employees who are on approved leave under the fed- 
eral Family and Medical Leave Act (FMLA) continue to 
receive the employer contribution as long as they are 
approved under the act. 

(b) Unless otherwise indicated in this section, employees 
in the following circumstances receive the employer contri- 
bution only for the months they are in pay status eight hours 
or more: 

(1) Employees on authorized leave without pay; 

(11) Employees on approved educational leave; 

(iii) Employees receiving time-loss benefits under work- 
ers' compensation; 

(iv) Employees called to active duty in the uniformed 
services as defined under the Uniformed Services Employ- 
ment and Reemployment Rights Act (USERRA); or 
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(v) Employees applying for disability retirement. 

(5) Maintaining the employer contribution - Employ- 
ees who move from an eligible to an otherwise ineligible 
position due to a layoff maintain the employer contribution 
toward insurance coverage under the criteria in WAC 182- 
12-129. 

(6) Employees who are in pay status less than eight 
hours in a month. Unless otherwise indicated in this section, 
when there is a month in which employees are not in pay sta- 
tus for at least eight hours, employees: 

(a) Lose eligibility for the employer contribution for that 
month; and 

(b) Must reestablish eligibility for PEBB benefits under 
WAC 182-12-114 in order to be eligible for the employer 
contribution again. 

(7) The employer contribution toward insurance cov- 
erage ends in any one of these circumstances for all employ- 
ees: 

(a) When employees fail to maintain eligibility for the 
employer contribution as indicated in the criteria in subsec- 
tion (1) through (6) of this section. 

(b) When the employment relationship is terminated. As 
long as the employing agency has no anticipation that the 
employee will be rehired, the employment relationship is ter- 
minated: 

(1) On the date specified in an employee's letter of resig- 
nation; or 

(ii) On the date specified in any contract or hire letter or 
on the effective date of an employer-initiated termination 
notice. 

(c) When employees move to a position that is not antic- 
ipated to be eligible for benefits under WAC 182-12-114, not 
including changes in position due to a layoff. 

The employer contribution toward PEBB benefits cease 
for employees and their enrolled dependents the last day of 
the month in which employees are eligible for the employer 
contribution under this section. 


Exception: If the employing agency deducted the employee's pre- 


mium for insurance coverage after the employee was no 
longer eligible for the employer contribution, insurance 
coverage ends the last day of the month for which 
employee premiums were deducted. 


(8) Options for continuation coverage by self-paying. 
During temporary or permanent loss of the employer contri- 
bution toward insurance coverage, employees have options 
for providing continuation coverage for themselves and their 
dependents by self-paying the full premium set by the health 
care authority (HCA). These options are available according 
to WAC 182-12-133, 182-12-141, 182-12-142, 182-12-146, 
182-12-148, and 182-12-270. 


AMENDATORY SECTION (Amending WSR 13-22-019, 
filed 10/28/13, effective 1/1/14) 


WAC 182-12-133 What options for continuation cov- 
erage are available to employees ((en)) and their depen- 
dents during certain types of leave or ((whese-werk)) 
when employment ends due to a layoff? Employees who 
have established eligibility for public employees benefits 
board (PEBB) benefits under WAC 182-12-114 ((have 


eptiens_fer_providine-continuatien)) may continue coverage 
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for themselves and their dependents ((by-sel-payine the fall 
premiu set by. os BCG cere a S Aane 


P E ee) ‘irae certai ypes of iive or wlien 


their employment ends due to a layoff. 


(1) (Whermranremplłoyee+s)) Employees who are no lon- 
ger eligible for the employer contribution toward insurance 
coverage due to an event described in ((fa}threugh-4))) (90) 

vinsurance- coverage maybe 


through (vi) of this subsection(( j 
continued)) may continue insurance coverage by self-paying 
HCA with ne-contributien from 


the full premium set by the (( 
the-empleyer.)) health care authority (HCA) from the date the 
employer contribution is lost: 

(a) Employees may self-pay for a maximum of twenty- 
nine months. The employee must pay the premium amounts 
for insurance coverage as premiums become due. If premi- 
ums are more than sixty days delinquent, insurance coverage 
will end as of the last day of the month for which a full pre- 
mium was paid. 

(b) Employees may continue any combination of medi- 
cal, dental and life insurance; however, only employees on 
approved educational leave or called in to active duty in the 
uniformed services as defined under the Uniformed Services 
Employment and Reemployment Rights Act (USERRA) may 
continue either basic or both basic and optional long-term 
disability insurance. 

(c) Employees in the following circumstances qualify to 
continue coverage under this subsection: 


((f2}-Fhe empleyeeis)) (i) Employees who are on autho- 


rized leave without pay; 


((()}-Fhe-empleyee—s)) (ii) Employees who are on 


approved educational leave; 


(((¢}-Fhe-empleyees)) (iii) Employees who are receiv- 


ing time-loss benefits under workers' compensation; 

(((}-Fhe-emptoyees)) (iv) Employees who are called to 
active duty in the uniformed services as defined under the 
Uniformed Services Employment and Reemployment Rights 
Act (USERRA); 

(((¢}-Fhe-empleyee's)) (v) Employees whose employ- 
ment ends due to a layoff as defined in WAC 182-12-109; or 

(()-Fhe empleyeeis)) (vi) Employees who are applying 
for disability retirement. 

(2) The number of months that ((an)) employees self- 
pay((s)) the premium while eligible ((uader)) as described in 
subsection (1) of this section will count toward the total 
months of continuation coverage allowed under the federal 
Consolidated Omnibus Budget Reconciliation Act 
(COBRA). ((An-empleyee-vhe-s)) Employees who are no 
longer eligible for continuation coverage as described in sub- 
section (1) of this section but who ((has)) have not used the 
maximum number of months allowed under COBRA cover- 
age may continue medical and dental for the remaining dif- 
ference in months by self-paying the premium ((under 
COBRA)) as described in WAC 182-12-146. 


AMENDATORY SECTION (Amending WSR 12-20-022, 
filed 9/25/12, effective 11/1/12) 


WAC 182-12-138 What options are available if an 
employee is approved for the federal Family and Medical 
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Leave Act (FMLA)? (1) An employee((s)) on approved 
leave under the federal Family and Medical Leave Act 
(FMLA) may continue to receive the employer contribution 
toward insurance coverage in accordance with the federal 
FMLA. ((Fhese)) The employee((s)) may also continue cur- 
rent optional life and optional long-term disability. The 
employee's employing agency is responsible for determining 
if the employee is eligible for leave under FMLA and the 
duration of such leave. 

(2) If ((he)) an employee's contribution toward premi- 
ums is more than sixty days delinquent, insurance coverage 
will end as of the last day of the month for which a full pre- 
mium was paid. 

(Œ (3) If an employee exhausts the period of leave 
approved under FMLA, insurance coverage may be contin- 
ued by self-paying the full premium set by the HCA, with no 
contribution from the employer, under WAC 182-12-133(1) 
while on approved leave. 


AMENDATORY SECTION (Amending WSR 13-22-019, 


filed 10/28/13, effective 1/1/14) 
WAC ae 12 ae Slane rita peor ata 


become eligible under COBRA?) When i is an eiróilée eli- 
gible to continue public employee's benefits board 
(PEBB) health plan coverage under Consolidated Omni- 
bus Budget Reconciliation Act (COBRA)? An enrollee 


((ca#)) may continue public employee's benefits board 
(PEBB) health plan coverage under the federal Consolidated 
Omnibus Budget Reconciliation Act (COBRA) by self-pay- 
ing the ae a set by a Maliks care P (HEA) 
(G na Pa h mM 

ettation het (COBRA) 

stanees:)). Premiums must be paid as described in WAC 182- 
08-180(b). 

(1) An employee or an employee's dependent who loses 
eligibility for the employer contribution toward insurance 
coverage and who qualifies for continuation coverage under 
COBRA may continue medical, dental, or both. 

(2) An employee or an employee's dependent who loses 
eligibility for continuation coverage described in WAC 182- 
12-133, 182-12-138, 182-12-141, 182-12-142, or 182-12-148 
but who has not used the maximum number of months 
allowed under COBRA may continue medical, dental, or 
both for the remaining difference in months. 

(3) A retired ((erdisabled)) employee who loses eligibil- 
ity for PEBB retiree insurance because an employer group, 
with the exception of school districts and educational service 
districts, ceases participation in PEBB insurance coverage 
may continue medical, dental, or both. 

(4) A retired ((er-disabled)) employee, or a dependent of 
a retired ((er-disabled)) employee, who is no longer eligible 
to continue coverage under WAC 182-12-171 may continue 
medical, dental, or both. 

(5) ((An-individualticensee-or)) A blind vendor who 
ceases to actively operate a facility as described in WAC 182- 
12-111 (5)(a) may continue enrollment in public employees 
benefits board (PEBB) medical for the maximum number of 
months allowed under COBRA as described in this section. 
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((Anindpidualteensee-or)) A blind vendor is not eligi- 
ble for PEBB retiree insurance coverage. 


AMENDATORY SECTION (Amending WSR 14-20-058, 
filed 9/25/14, effective 1/1/15) 


WAC 182-12-171 When ((a¥e)) is a retiring 
employee((s)) eligible to enroll in public employees bene- 
fits board (PEBB) retiree insurance coverage? A retiring 
employee is eligible to continue enrollment or defer enroll- 
ment in public employees benefits board (PEBB) insurance 
coverage as a retiree if he or she meets procedural and sub- 
stantive eligibility requirements as described in subsections 
(1) and (2) of this section. 

(1) Procedural requirements. A retiring employee((s)) 
must ((meetthese procedural requirementste)) enroll or 


defer enrollment in ((pabhe-empleyeesbenefits board 
©)PEBB(())) retiree insurance coverage((;-as-welLas-have 


aadersubseetion tAr) as 

described in (a) and (b) of this ((seetien)) subsection: 
(a) (Fhe employee's form to enrol of defer enrolment) ) 
To enroll in PEBB retiree insurance coverage, the required 
form must be received by the PEBB program no later than 
sixty days after the employee's employer-paid ((e£)) cover- 
age, Consolidated Omnibus Budget Reconciliation Act 
(COBRA) coverage, or continuation coverage ends. The 


effective date of (health plan enroHmentwill be)) PEBB 


retiree insurance coverage is the first day of the month ((feb 


lewing-thetess-ef)) after the employee's employer-paid ((er)) 


coverage, COBRA coverage, or continuation coverage ends. 
((Exeeption: The effective dates of health plan enrollment for retirees 
retirement are identified in WAC 182-102-200 and 1 82- 
42-205. 
Empleyeessvhe-de-net enrol ina PEBB health planat 


Sia Sin patie ak aight ae a RN 


)) (b) To defer enrollment i in a PEBB 
health plan, the employee must defer enrollment as described 
in WAC 182-12-200 or 182-12-205. 

(()}Empleyees-and)) (c) A retiring employee and his or 
her enrolled dependents who are entitled to medicare must 
enroll and maintain enrollment in both medicare parts A and 
B if the employee retired after July 1, 1991. If ((the 
emptoyee)) a retiree or an enrolled dependent becomes enti- 
tled to medicare after enrollment in PEBB retiree insurance 
coverage, he or she must enroll and maintain enrollment in 
medicare parts A and B to remain enrolled in PEBB retiree 
insurance coverage. 


Note: If an enrollee who is entitled to medicare does not meet this 
procedural requirement, the enrollee is no longer eligible for 
enrollment in PEBB retiree insurance coverage. The enrollee 
may continue PEBB health plan enrollment ((unde-COBRA 
{see)) as described in WAC 182-12-146((})). 


(2) Substantive eligibility requirements. ((EHgibłe 
employees_tas-_deseribed in WAC 182 12-114 and 182-19 


)) 

(a) An employee as defined in WAC 182-12-109 who is 
enrolled in PEBB benefits or an employee who is enrolled in 
basic benefits through a Washington state school district or 
educational service district as defined in RCW 28A.400.270 
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and ends public employment after becoming vested in a 
Washington state-sponsored retirement plan ((fas-deseribed 
trsubsection-_(4) of this section) are-eligible to-continue) ) 
may enroll or defer enrollment in PEBB retiree insurance 
coverage ((as-a-retireefthey)) if he or she meets procedural 
and substantive eligibility requirements. 

(i) To be eligible to continue enrollment or defer enroll- 
ment insurance coverage as a retiree, the employee must be 
eligible to retire under a Washington state-sponsored retire- 
ment plan when the employee's employer-paid ((ef)) cover- 
age, COBRA coverage, or continuation coverage ends. 

(ii) A retiring employee((s)) who ((de)) does not meet 
((theit)) his or her Washington state-sponsored retirement 


plan's age requirement when ((thei+empleyer-paid)) his or 
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system Plan 1 or Plan 2 ((ferthesame-peried of employment: 


ment)) during his or her employment. 


(ii) A retiring employee who is eligible to retire under a 
Washington state-sponsored retirement plan must immedi- 
ately begin to receive a monthly retirement plan payment, 


with exceptions described in subsection (2)(b)(i) and (ii) of 


this section. 


her employer-paid coverage or COBRA coverage, or contin- 
uation coverage ends, but who meets the age requirement 
within sixty days of coverage ending, may request ((that 
their)) an appeal as described in WAC 182-16-032. His or her 
eligibility will be reviewed by the PEBB appeals committee 
((to-determineeHeibitity{(see-WAEC 182-16-932})). An 
employee((s)) must meet PEBB retiree insurance coverage 
((eleetten)) procedural requirements as described in subsec- 
tion (1) of this section. 

((Erapteyees)) (b) A retiring employee of a state agency 
must immediately begin to receive a monthly retirement plan 
payment, with exceptions described below: 

((*)) G) A retiring employee((s)) who receives a lump- 
sum payment instead of a monthly retirement plan payment 
((ate)) is only eligible if the department of retirement systems 
offered the employee the choice between a lump sum actuar- 
ially equivalent payment and the ongoing monthly payment, 
as allowed by the plan; or 

((*)) Gi) A retiring employee((s)) who ((ate)) is a mem- 
ber((s)) of a Plan 3 retirement plan, also called a separated 
employee((s)) (defined in RCW 41.05.011(20)), ((are-eHgibłe 
if they-meettheir)) must meet his or her Plan 3 retirement 
((plen's)) eligibility criteria. ((Fhey-de)) The employee does 
not have to receive a retirement plan payment to enroll in 
retiree insurance coverage; 

((»_Empleyees—whe—are—members)) (c) A retiring 
employee of a Washington higher education institution who 
is a member of a higher education retirement plan ((are-eHgi- 
ble+fthey)) (HERP) must immediately begin to receive a 
monthly retirement plan payment, or meet ((theit)) his or her 
HERP plan's retirement eligibility criteria, or ((are)) be at 
least age fifty-five with ten years of state service; 

((+ Employees_net +retirine—ander—a)) (d) A retiring 
employee of an employer group participating in PEBB insur- 
ance coverage under contractual agreement with the authority 


Gii) A retired employee of an employer group, except a 
Washington state school district or educational service dis- 
trict, that ends participation in PEBB insurance coverage((; 

)) is no 
longer eligible ((fer)) to continue enrollment i in PEBB retiree 
insurance coverage((: 

COBRA tsee WAC 182-146}. 

) if he or she 
enrolled after September 15, 1991. Any retiree who loses eli- 
gibility for this reason may continue health plan enrollment 
as described in WAC 182-12-146. 

(iv) A retired employee of a tribal government employer 
that ends participation in PEBB insurance coverage((;#s 
empleyees-are)) is no longer eligible ((fer)) to continue 
enrollment in PEBB retiree insurance coverage. ((Fhese 
empteyees)) Any retiree who loses eligibility for this reason 
may continue health plan (( 
enrollment as described in WAC 182-12-146((3)). 

((€e})) (e) A retiring employee of a Washington state 
school district ((and)) or educational service district 


((employees for districts that de-net participate in PEBB 


temi) must mada benk to receive a amonihly retire- 


ment plan payment, with exceptions described below: 
(i) A retiring employee who ends employment before 
October 1, 1993; or 


must be eligible to retire as described in (i) or (11) of this sub- 


section to be eligible to continue PEBB insurance coverage 
as a retiree, except for a school district or educational service 


(ii) A retiring employee((s)) who receives a lump-sum 
payment instead of a monthly retirement plan payment ((are)) 
is only eligible if the department of retirement systems 


district employee who must meet the requirements as 
described in subsection (2)(e) of this section. 


(i) A retiring employee who is eligible to retire under a 
retirement plan sponsored by an employer group or tribal 
government that is not a Washington state-sponsored retire- 
ment plan must meet the same age and years of service 


requirements as if (( )) he or 
she was a member of ((e#her)) public employees retirement 
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offered the employee the choice between a lump sum actuar- 
ially equivalent payment and the ongoing monthly payment, 
as allowed by the plan, or the employee enrolled before 
1995((=)); or 

(iii) A retiring employee((s)) who ((ate)) is_a mem- 
ber((s)) of a Plan 3 retirement system, also called a separated 
employee((s)) (defined in RCW 41.05.011(20)), ((are-ehgible 
if they-meettheir Plan 3 retirement plan's elHeibility ertteria- 
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Fhey-de-nethavete+reeetve-a 
i irec- -)) must meet his or 

her Plan 3 retirement eligibility criteria; or 

(iv) An employee((s)) who retired as of September 30, 
1993, and began receiving a monthly retirement ((aHew- 
ance)) plan payment from a Washington state-sponsored 
retirement system (as defined in chapters 41.32, 41.35 or 
41.40 RCW) ((are)) is eligible if ((they)) he or she enrolled in 
a PEBB health plan ((net)) no later than the (HEA!s)) health 
care authority's (HCA's) annual open enrollment period for 
the year beginning January 1, 1995. 


(3) ((Sabstantive-eligibilityfer)) An elected ((and)) or a 
full-time appointed state official((s)) of the legislative (and 


appointed state-officials_tas_definediinder WAC 182-12 
H4))) or executive branch of state government who vol- 


untarily or involuntarily leave public office ((are)) is eligible 
to continue insurance coverage as a retiree if ((they)) he or 
she meets procedural requirements of subsection (1) of this 
section. 

(4) Washington state-sponsored retirement ((systems)) 
plans include: 

((*)) (a) Higher education retirement plans; 

((*)) (b) Law enforcement officers' and firefighters' 
retirement system; 

((*)) (c) Public employees' retirement system; 

((*)) (d) Public safety employees' retirement system; 

((*)) (e) School employees' retirement system; 

((*)) (Æ State judges/judicial retirement system; 

((*)) (g) Teachers' retirement system; and 

((*)) (b) State patrol retirement system. 

(i) The two federal retirement systems, Civil Service 
Retirement System and Federal Employees' Retirement Sys- 
tem, are considered ((a@)) Washington state-sponsored retire- 
ment systems for Washington State University Extension for 
an employee((s)) covered under PEBB insurance coverage at 


the time of retirement ((et-disabiity)). 


AMENDATORY SECTION (Amending WSR 14-20-058, 
filed 9/25/14, effective 1/1/15) 


WAC 182-12-200 ((May)) How does a retiree((s)) 
who ((are)) is enrolled as a dependent in a health plan 
sponsored by public employees benefits board (PEBB), a 
Washington state school district, or a Washington state 
educational service district ((spensered-health-pian)) 
defer enrollment under PEBB retiree insurance cover- 
age? ((Fhe followings previsiens_apph when tretirees-_defer 
enrolment underpublic employees honenie beard o 
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vii E E ain bey N E 
the PEBB-Washingtor-state-sehoolHdistriet or- Washington 
state - educational service district i 


ends-)) (1) A retiree may defer enrollment in a public 
employees benefits board (PEBB) health plan during the 
period of time he or she is enrolled as a dependent in a health 
plan sponsored by PEBB, a Washington state school district, 
or a Washington state education service district, including 


such coverage under Consolidated Omnibus Budget Recon- 
ciliation Act (COBRA) or continuation coverage. 


(2) A retiree who defers enrollment in medical must 
defer enrollment in dental. Retirees must be enrolled in med- 
ical to enroll in dental. 


(3) A retiree who defers coverage may later enroll in a 
PEBB health plan if he or she provides evidence of continu- 
ous enrollment in a health plan sponsored by PEBB, a Wash- 
ington state school district, or a Washington state educational 
service district and submits the required form as described in 
(a) and (b) of this subsection: 


(a) During the PEBB annual open enrollment_period. 
The required form must be received by the PEBB program no 
later than the last day of the open enrollment period. PEBB 
health plan coverage begins January 1st of the following 
year, or 

(b) When enrollment in a health plan sponsored by 
PEBB, a Washington state school district, or a Washington 
state educational service district ends, or such coverage under 
COBRA or continuation coverage ends. The retiree must sub- 
mit the required form to enroll or defer enrollment as 
described in WAC 182-12-171 (1)(a). The required form 
must be received by the PEBB program no later than sixty 


days after coverage ends. PEBB health plan coverage begins 
the first day of the month following the date the other cover- 


age ends. 


AMENDATORY SECTION (Amending WSR 14-20-058, 
filed 9/25/14, effective 1/1/15) 


WAC 182-12-205 May retirees defer enrollment 
under public employees benefits board (PEBB) retiree 
insurance coverage at or after retirement? The following 
provisions apply when retirees defer enrollment under public 
employees benefits board (PEBB) retiree insurance coverage 
when enrolled in other coverage: 
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(1) Retirees who defer enrollment in a PEBB health plan 
also defer enrollment for all eligible dependents, except as 
((stated)) described in subsection (2)(c) of this section. 

(2) Retirees may defer enrollment in a PEBB health plan 
at or after retirement if continuously enrolled in other medi- 
cal as described in this ((sabsectien)) section or WAC 182- 
12-200. Retirees who defer enrollment in medical ((autemat- 
ieaHy)) must defer enrollment in dental. Retirees must 
((eareH)) be enrolled in medical to enroll in dental. 

(a) Beginning January 1, 2001, retirees may defer enroll- 
ment in a PEBB health plan if they are enrolled in employer- 
based group medical insurance as an employee or the depen- 
dent of an employee, or such medical insurance continued 
under ((COBRA)) Consolidated Omnibus Budget Reconcili- 
ation Act (COBRA) coverage or continuation coverage. 

(b) Beginning January 1, 2001, retirees may defer enroll- 
ment in a PEBB health plan if they are enrolled ((#medieat)) 
as a retiree or the dependent of a retiree ((enreHed)) in a fed- 
eral retiree medical plan. 

(c) Beginning January 1, 2006, retirees may defer enroll- 
ment in a PEBB health plan if they are enrolled in medicare 
Parts A and B and a medicaid program that provides credit- 
able coverage as described in this chapter. The retiree's 
dependents may continue their PEBB health plan enrollment 
if they meet PEBB eligibility criteria and are not eligible for 
creditable coverage under a medicaid program. 

(d) Beginning January 1, 2014, retirees who are not eli- 
gible for Parts A and B of medicare may defer enrollment in 
a PEBB health plan if they are enrolled in exchange cover- 
age. 

(3) To defer PEBB health plan enrollment, retiring 
employees or enrolled subscribers must submit the required 
forms to the PEBB program ((requestingto-defer)). 

(a) If retiring employees submit the required forms to 
defer enrollment in a PEBB health plan after their employer- 
paid ((er)) coverage, COBRA coverage, or continuation cov- 
erage ends as described in WAC 182-12-171 (1)((€@)) (b), 
enrollment will be deferred the first of the month following 
the date their employer-paid ((er)) coverage, COBRA cover- 
age, or continuation coverage ends. The forms must be 
received by the PEBB program no later than sixty days after 
the employer-paid ((ef)) coverage, COBRA coverage, or 
continuation coverage ends. 

(b) If enrolled subscribers submit the required forms to 
defer enrollment in a PEBB health plan, enrollment will be 
deferred effective the first of the month following the date 
((theit-deferral)) the required form is received by the PEBB 
program. If the form is received on the first day of the month, 
coverage will end on the last day of the previous month. 

(4) Retirees who defer enrollment while enrolled in cov- 
erage described in subsection (2)(a) through (d) of this sec- 
tion and lose such coverage must enroll in a PEBB retiree 
health plan as described in WAC 182-12-171 or defer enroll- 
ment as described in this section or WAC 182-12-200. 


(5) Retirees who meet substantive eligibility require- 
ments in WAC 182-12-171(2) and whose employer-paid cov- 
erage, COBRA coverage, or continuation coverage ended 
between January 1, 2001, and December 31, 2001, was not 
required to submit the deferral form at that time, but must 


WSR 15-16-121 


have met all procedural requirements as stated in this section, 
WAC 182-12-171, and 182-12-200. 

(((4))) (6) Retirees who defer may later enroll them- 
selves and their dependents in a PEBB health plan as follows: 

(a) Retirees who defer enrollment while enrolled in 
employer-based group medical insurance, or such medical 
insurance continued under COBRA coverage or continuation 
coverage may enroll in a PEBB health plan by submitting the 
required forms and evidence of continuous enrollment in 
such coverage to the PEBB program: 

(i) During the PEBB annual open enrollment period. The 
required ((enreHment)) form must be received by the PEBB 
program no later than the last day of the open enrollment 
period. PEBB health plan coverage begins January Ist of the 
following year; or 

(ii) When their employer-based group medical insurance 
or such coverage under COBRA coverage or continuation 
coverage ends. The required ((enteHment)) form and evi- 
dence of continuous enrollment must be received by the 
PEBB program no later than sixty days after such coverage 
ends. PEBB health plan coverage begins the first day of the 
month after the employer-based group medical insurance 
((ef)) coverage, COBRA coverage, or continuation coverage 
ends. 

(b) Retirees who defer enrollment while enrolled as a 
retiree or dependent of a retiree in a federal retiree medical 
plan will have a one-time opportunity to enroll in a PEBB 
health plan by submitting the required forms and evidence of 
continuous enrollment in such coverage to the PEBB pro- 
gram: 

(i) During the PEBB annual open enrollment period. The 
required ((enreHment)) form must be received by the PEBB 
program no later than the last day of the open enrollment 
period. PEBB health plan coverage begins January Ist of the 
following year; or 

(ii) When the federal retiree medical plan coverage ends. 
The required ((enteHment)) form and evidence of continuous 
enrollment must be received by the PEBB program no later 
than sixty days after such coverage ends. PEBB health plan 
coverage begins the first day of the month after coverage 
under the federal retiree medical plan ends. 

(c) Retirees who defer enrollment while enrolled in 
medicare Parts A and B and a medicaid program that pro- 
vides creditable coverage as described in this chapter may 
enroll in a PEBB health plan by submitting the required 
forms and evidence of continuous enrollment in ((ereditable)) 
such coverage to the PEBB program: 

(i) During the PEBB annual open enrollment period. The 
required ((enreHment)) form must be received by the PEBB 
program no later than the last day of the open enrollment 
period. PEBB health plan coverage begins January Ist of the 
following year; or 

(ii) When their medicaid coverage ends. The required 
((enreHment)) form and evidence of continuous enrollment 
must be received by the PEBB program no later than sixty 
days after such coverage ends. PEBB health plan coverage 
begins the first day of the month after the medicaid coverage 
ends; or 

Gii) No later than the end of the calendar year when their 
medicaid coverage ends if the retiree was also determined eli- 
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gible under 42 U.S.C. § 1395w-114 and subsequently 
enrolled in a medicare Part D plan. Enrollment in the PEBB 
health plan will begin January 1st following the end of the 
calendar year when the medicaid coverage ends. The required 
((enreHment)) form must be received by the PEBB program 
no later than the last day of the calendar year ((when)) in 
which the retiree's medicaid coverage ends. 

(d) Retirees who defer enrollment while enrolled in 
exchange coverage will have a one-time opportunity to enroll 
or reenroll in a PEBB health plan by submitting the required 
forms and evidence of continuous enrollment in such cover- 
age to the PEBB program: 

(i) During the PEBB annual open enrollment period. The 
required ((enreHment)) form must be received by the PEBB 
program no later than the last day of the open enrollment 
period. PEBB health plan coverage begins January Ist of the 
following year; or 

(ii) When exchange coverage ends. The required 
((enteHment)) form and evidence of continuous enrollment 
must be received by the PEBB program no later than sixty 
days after such coverage ends. PEBB health plan coverage 
begins the first day of the month after exchange coverage 
ends. 

(e) Retirees who defer enrollment may enroll in a PEBB 
health plan if the retiree receives formal notice that the 
authority has determined it is more cost-effective to enroll the 


retiree or the retiree's eligible ((dependent(s})) dependents in 
PEBB medical than a medical assistance program. 


AMENDATORY SECTION (Amending WSR 14-20-058, 
filed 9/25/14, effective 1/1/15) 


WAC 182-12-208 What are the requirements 
regarding enrollment in dental under public employees 
benefits board (PEBB) retiree insurance coverage? The 
following provisions apply to a subscriber and his or her 
dependents enrolled under public employees benefits board 
(PEBB) retiree insurance coverage: 

(1) A subscriber and his or her dependents enrolling in 
dental must meet procedural requirements (as described in 
WAC 182-12-171(1) and 182-12-262) and eligibility require- 
ments (as described in WAC 182-12-171(2) and 182-12- 
260). 

(2) A subscriber and his or her dependents must be 
enrolled in medical to enroll in dental. 

(3) A subscriber enrolling in dental must stay enrolled 
for at least two years before dental can be dropped unless he 
or she defers medical and dental coverage as described in 
WAC 182-12-200 or 182-12-205, or drops dental as 
described in subsection (4) of this section. 

(4) A subscriber enrolled in PEBB dental who becomes 
eligible for, and enrolls in, employer-based group dental 
insurance as an employee or the dependent of an employee, 
or such coverage ((eentinued)) under ((COBRA,)) Consoli- 
dated Omnibus Budget Reconciliation Act (COBRA) or con- 
tinuation coverage may drop PEBB dental, before complet- 
ing the two-year enrollment reduce ment, (The oub aerber 


tal) Covere will end on the last day of the month ((foHow- 


ingthe-date)) in which the required ((enreHment)) form is 
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received by the PEBB program. If that day is the first of the 
month, the change in enrollment will be made the last day of 
the previous month. 

(a) A subscriber may enroll in PEBB dental during the 
PEBB annual open enrollment period. The required ((enteH- 
ment)) form must be received by the PEBB program no later 
than the last day of the open enrollment period. PEBB dental 
begins January 1st of the following year. 

(b) A subscriber may enroll in PEBB dental after his or 
her employer-based group dental insurance or such coverage 
under COBRA coverage or continuation coverage ends. The 
required ((enreHment)) form must be received by the PEBB 
program no later than sixty days after such coverage ends. 
PEBB dental begins the first day of the month after the 
employer-based group dental insurance or coverage under 
COBRA ends. 


AMENDATORY SECTION (Amending WSR 14-20-058, 
filed 9/25/14, effective 1/1/15) 


WAC 182-12-211 May an employee who is deter- 
mined to be retroactively eligible for disability retirement 
enroll in public employees benefits board (PEBB) retiree 
insurance coverage? (1) An employee who is determined to 
be retroactively eligible for a disability retirement is eligible 
to enroll or defer enrollment (as described in WAC 182-12- 
200 or 182-12-205) in public employees benefits board 
(PEBB) retiree insurance coverage if: 

(a) The employee submits the required form and a copy 
of the formal determination letter he or she received from the 
Washington state department of retirement systems (DRS) or 
the appropriate higher education authority; 

(b) The employee's ((entreHment)) form and a copy of his 
or her Washington state-sponsored retirement system's for- 
mal determination letter are received by the PEBB program 
no later than sixty days after the date on the determination let- 
ter; and 

(c) The employee immediately begins to receive a 
monthly pension benefit or a supplemental retirement plan 
benefit under his or her higher education retirement plan 
(HERP), with exceptions described in WAC 182-12-171 
(2)(b). 

(2) Premiums are due from the effective date of enroll- 
ment in PEBB retiree insurance coverage. The employee, at 
his or her option, must indicate the effective date of PEBB 
retiree insurance coverage on the ((enreHment)) form. The 
employee may choose from the following dates: 

(a) The employee's retirement date as stated in the formal 
determination letter; or 

(b) The first day of the month following the date the for- 
mal determination letter was written. 

(3) The director may make an exception to the date 
PEBB retiree insurance coverage begins; however, such 
request must demonstrate extraordinary circumstances 
beyond the control of the retiree. 


AMENDATORY SECTION (Amending WSR 14-20-058, 
filed 9/25/14, effective 1/1/15) 


WAC 182-12-250 Insurance coverage eligibility for 
survivors of emergency service personnel killed in the line 
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of duty. Surviving spouses, state registered domestic part- 
ners, and dependent children of emergency service personnel 
who are killed in the line of duty are eligible to enroll in pub- 
lic employees benefits board (PEBB) retiree insurance cover- 
age. 

(1) This section applies to the surviving spouse, the sur- 
viving state registered domestic partner, and dependent chil- 
dren of emergency service personnel "killed in the line of 
duty" as determined by the Washington state department of 
labor and industries. 

(2) "Emergency service personnel" means law enforce- 
ment officers and firefighters as defined in RCW 41.26.030, 
members of the Washington state patrol retirement fund as 
defined in RCW 43.43.120, and reserve officers and firefight- 
ers as defined in RCW 41.24.010. 

(3) "Surviving spouse, state registered domestic partner, 
and dependent children" means: 

(a) A lawful spouse; 

(b) An ex-spouse as defined in RCW 41.26.162; 

(c) A state registered domestic partner as defined in 
RCW 26.60.020(1); and 

(d) Children. The term "children" includes children of 
the emergency service worker up to age twenty-six. Children 
with disabilities as defined in RCW 41.26.030(6) are eligible 
at any age. "Children" is defined as: 

(i) Biological children (including the emergency service 
worker's posthumous children); 

(ii) Stepchildren or children of a state registered domes- 
tic partner; 

(iii) Legally adopted children; 

(iv) Children for whom the subscriber has assumed a 
legal obligation for total or partial support in anticipation of 
adoption of the child; 

(v) Children specified in a court order or divorce decree; 
or 

(vi) Children as defined in RCW 26.26.101. 

(4) Surviving spouses, state registered domestic partners, 
and children who are entitled to medicare must enroll in both 
parts A and B of medicare. 

(5) The survivor (or agent acting on his or her behalf) 
must submit the required forms to the PEBB program to 
either enroll or defer enrollment in retiree insurance coverage 
as described in subsection (7) of this section. The forms must 
be received by the PEBB program no later than one hundred 
eighty days after the later of: 

(a) The death of the emergency service worker; 

(b) The date on the letter from the department of retire- 
ment systems or the board for volunteer firefighters and 
reserve officers that informs the survivor that he or she is 
determined to be an eligible survivor; 

(c) The last day the surviving spouse, state registered 
domestic partner, or child was covered under any health plan 
through the emergency service worker's employer; or 

(d) The last day the surviving spouse, state registered 
domestic partner, or child was covered under the Consoli- 
dated Omnibus Budget Reconciliation Act (COBRA) cover- 
age from the emergency service worker's employer. 

(6) Survivors who do not choose to defer enrollment in 
retiree insurance coverage may choose among the following 


[259 ] 


WSR 15-16-121 


options for when their enrollment in a PEBB health plan will 
begin: 

(a) June 1, 2006, for survivors whose required forms are 
received by the PEBB program no later than September 1, 
2006; 

(b) The first of the month that is not earlier than sixty 
days before the date that the PEBB program receives the 
required forms (for example, if the PEBB program receives 
the required forms on August 29, the survivor may request 
health plan enrollment to begin on July 1); or 

(c) The first of the month after the date that the PEBB 
program receives the required forms. 

For surviving spouses, state registered domestic part- 
ners, and children who enroll, monthly health plan premiums 
must be paid by the survivor except as provided in RCW 
41.26.510(5) and 43.43.285 (2)(b). 

(7) Survivors must choose one of the following two 
options to maintain eligibility for retiree insurance coverage: 

(a) Enroll in a PEBB health plan: 

(i) Enroll in medical; or 

(ii) Enroll in medical and dental. 

(iii) Survivors enrolling in dental must stay enrolled for 
at least two years before dental can be dropped, unless they 
defer medical and dental coverage as described in WAC 182- 
12-205, or drop dental as described in WAC 182-12-208(4). 

(iv) Dental only is not an option. 

(b) Defer enrollment: 

(i) Survivors may defer enrollment in a PEBB health 
plan if continuously enrolled in other coverage as described 
in WAC 182-12-205 (2). 

(ii) Survivors may enroll in a PEBB health plan as 
described in WAC 182-12-205(4) when they lose other cov- 
erage. Survivors must provide evidence that they were con- 
tinuously enrolled in other such coverage when enrolling in a 
PEBB health plan. The required ((enreHment)) form and evi- 
dence of continuous enrollment must be received by the 
PEBB program no later than sixty days after such coverage 
ends. 

(iii) PEBB health plan enrollment and premiums will 
begin the first day of the month following the day that the 
other coverage ended for eligible spouses and children who 
enroll. 

(8) Survivors may change their health plan during annual 
open enrollment. In addition to annual open enrollment, sur- 
vivors may change health plans as described in WAC 182- 
08-198. 

(9) Survivors will lose their right to enroll in retiree 
insurance coverage if they: 

(a) Do not apply to enroll or defer PEBB health plan 
enrollment within the timelines ((stated)) as described in sub- 
section (5) of this section; or 

(b) Do not maintain continuous enrollment in other cov- 
erage during the deferral period, as ((previded)) described in 
subsection (7)(b)(i) of this section. 


AMENDATORY SECTION (Amending WSR 14-20-058, 
filed 9/25/14, effective 1/1/15) 


WAC 182-12-260 Who are eligible dependents? To 
be enrolled in a health plan, a dependent must be eligible 
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under this section and the subscriber must comply with 
enrollment procedures outlined in WAC 182-12-262. 

The public employees benefits board (PEBB) program 
verifies the eligibility of all dependents and ((reservesthe 
rightte)) will request documents from subscribers that pro- 
vide evidence of a dependent's eligibility. The PEBB pro- 
gram will remove a subscriber's enrolled dependents from 
health plan enrollment if the PEBB program is unable to ver- 
ify a dependent's eligibility. The PEBB program will not 
enroll or reenroll dependents into a health plan if the PEBB 
program is unable to verify a dependent's eligibility. 

The subscriber must notify the PEBB program, in writ- 
ing, when his or her dependent is not eligible under this sec- 
tion. The notification must be received by the PEBB program 
no later than sixty days after the date his or her dependent is 
no longer eligible under this section. See WAC 182-12-262 
(2)(a) for the consequences of not removing an ineligible 
dependent from insurance coverage. 

The following are eligible as dependents: 

(1) Lawful spouse. Former spouses are not eligible 
dependents upon finalization of a divorce or annulment, even 
if a court order requires the subscriber to provide health 
insurance for the former spouse. 

(2) Registered domestic partner is defined to include the 
following: 

(a) Effective January 1, 2010, a state registered domestic 
partner, as defined in RCW 26.60.020(1); 

(b) A domestic partner who was qualified under PEBB 
eligibility criteria as a domestic partner before January 1, 
2010, and was continuously enrolled under the subscriber in 
a PEBB health plan or life insurance; and 

(c) Former registered domestic partners are not eligible 
dependents upon dissolution or termination of a partnership, 
even if a court order requires the subscriber to provide health 
insurance for the former partner. 

(3) Children. Children are eligible up to ((age-twenty- 
stx)) the last day of the month in which their twenty-sixth 
birthday occurred except as described in (i) of this subsec- 
tion. Children are defined as the subscriber's: 

(a) Children as defined in RCW 26.26.101 establishment 
of parent-child relationship; 

(b) Biological children, where parental rights have not 
been terminated; 

(c) Stepchildren. The stepchild's relationship to a sub- 
scriber (and eligibility as a PEBB dependent) ends, for pur- 
poses of this rule, on the same date the subscriber's legal rela- 
tionship with the spouse or registered domestic partner ends 
through divorce, annulment, dissolution, termination, or 
death; 

(d) Legally adopted children; 

(e) Children for whom the subscriber has assumed a 
legal obligation for total or partial support in anticipation of 
adoption of the child; 

(f) Children of the subscriber's registered domestic part- 
ner; 

(g) Children specified in a court order or divorce decree; 

(h) Extended dependents in the legal custody or legal 
guardianship of the subscriber, the subscriber's spouse, or 
subscriber's registered domestic partner. The legal responsi- 
bility is demonstrated by a valid court order and the child's 
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official residence with the custodian or guardian. "Children" 
does not include foster children for whom support payments 
are made to the subscriber through the state department of 
social and health services foster care program; and 

(i) Children of any age with a developmental disability 
or physical handicap that renders the child incapable of self- 
sustaining employment and chiefly dependent upon the sub- 
scriber for support and maintenance provided such condition 
occurs before the age twenty-six: 

(i) The subscriber must provide evidence of the disability 
and evidence that the condition occurred before age twenty- 
six; 

(ii) The subscriber must notify the PEBB program, in 
writing, when his or her dependent is not eligible under this 
section. The notification must be received by the PEBB pro- 
gram no later than sixty days after the date that a child age 
twenty-six or older no longer qualifies under this subsection; 

(iii) A child with a developmental disability or physical 
handicap who becomes self-supporting is not eligible under 
this subsection as of the last day of the month in which he or 
she becomes capable of self-support; 

(iv) A child with a developmental disability or physical 
handicap age twenty-six and older who becomes capable of 
self-support does not regain eligibility under (i) of this sub- 
section if he or she later becomes incapable of self-support; 

(v) The PEBB program will periodically certify the eligi- 
bility of a dependent child with a disability beginning at age 
twenty-six, but no more frequently than annually after the 
two-year period following the child's twenty-sixth birthday. 

(4) Parents. 

(a) Parents covered under PEBB medical before July 1, 
1990, may continue enrollment on a self-pay basis as long as: 

(i) The parent maintains continuous enrollment in PEBB 
medical; 

(ii) The parent qualifies under the Internal Revenue Code 
as a dependent of the subscriber; 

(iii) The subscriber continues enrollment in insurance 
coverage; and 

(iv) The parent is not covered by any other group medi- 
cal plan. 

(b) Parents eligible under this subsection may be 
enrolled with a different health plan than that selected by the 
subscriber. Parents may not add additional dependents to 
their insurance coverage. 


AMENDATORY SECTION (Amending WSR 14-20-058, 
filed 9/25/14, effective 1/1/15) 


WAC 182-12-262 When may subscribers enroll or 
remove eligible dependents? (1) Enrolling dependents in 
public employees benefits board (PEBB) benefits. A 
dependent must be enrolled in the same health plan coverage 
as the subscriber, and the subscriber must be enrolled to 
enroll his or her dependent except as provided in WAC 182- 
12-205 (2)(c). Subscribers may enroll eligible dependents at 
the following times: 

(a) When the subscriber becomes eligible and enrolls 
in public employees benefits board (PEBB) benefits. If eligi- 
bility is verified and the dependent is enrolled, the depen- 
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dent's effective date will be the same as the subscriber's effec- 
tive date. 

(b) During the annual open enrollment. PEBB health 
plan coverage begins January 1st of the following year. 

(c) During special open enrollment. Subscribers may 
enroll dependents during a special open enrollment as 
described in subsection (3) of this section. The subscriber 
must satisfy the enrollment requirements as described in sub- 
section (4) of this section. 

(2) Removing dependents from a subscriber's health 
plan coverage. 

(a) A dependent's eligibility for enrollment in health 
plan coverage ends the last day of the month the depen- 
dent meets the eligibility criteria in WAC 182-12-250 or 
182-12-260. Employees must notify their employing agency 
when a dependent is no longer eligible. All other subscribers 
must notify the PEBB program when a dependent is no lon- 
ger eligible. Consequences for not submitting notice within 
sixty days of the last day of the month the dependent loses eli- 
gibility for health plan coverage may include, but are not lim- 
ited to: 

(i) The dependent may lose eligibility to continue health 
plan coverage under one of the continuation coverage options 
described in WAC 182-12-270; 

(ii) The subscriber may be billed for claims paid by the 
health plan for services that were rendered after the depen- 
dent lost eligibility; 

(iii) The subscriber may not be able to recover sub- 
scriber-paid insurance premiums for dependents that lost 
their eligibility; and 

(iv) The subscriber may be responsible for premiums 
paid by the state for the dependent's health plan coverage 
after the dependent lost eligibility. 

(b) Employees have the opportunity to remove depen- 
dents: 

(i) During the annual open enrollment. The dependent 
will be removed the last day of December; or 

(ii) During a special open enrollment as described in sub- 
sections (3) and (4)(f) of this section. 

(c) Retirees, survivors, and enrollees with PEBB con- 
tinuation coverage under WAC 182-12-133, 182-12-141, 
182-12-142, 182-12-146, or 182-12-148 may remove 
dependents from their insurance coverage outside of the 
annual open enrollment or a special open enrollment by pro- 
viding written notice to the PEBB program. Unless otherwise 
approved by the PEBB program, the dependent will be 
removed from the subscriber's insurance coverage prospec- 
tively. Insurance coverage will end on the last day of the 
month in which the written notice is received by the PEBB 
program. If the written notice is received on the first day of 
the month, coverage will end on the last day of the previous 
month. 

(3) Special open enrollment. Subscribers may enroll or 
remove their dependents outside of the annual open enroll- 
ment if a special open enrollment event occurs. The change in 
enrollment must correspond to and be consistent with the 
event that creates the special open enrollment for the sub- 
scriber, the subscriber's dependents, or both. 

e Health plan coverage will begin the first of the month 
following the later of the event date or the date the required 
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form is received. If that day is the first of the month, the 
change in enrollment begins on that day. 

¢ Enrollment of an extended dependent((s)) or a depen- 
dent((s)) with a disability will be the first day of the month 
following eligibility certification. 

¢ The dependent((s)) will be removed from the sub- 
scriber's health plan coverage the last day of the month fol- 
lowing the later of the event date or the date the required form 
is received. If that day is the first of the month, the change in 
enrollment will be made the last day of the previous month. 

¢ If the special open enrollment is due to the birth or 
adoption of a child, or when the subscriber has assumed a 
legal obligation for total or partial support in anticipation of 
adoption of a child, health plan coverage will begin or end the 
month in which the event occurs. 

Any one of the following events may create a special 
open enrollment: 

(a) Subscriber acquires a new dependent due to: 

(i) Marriage or registering a domestic partnership; 

(ii) Birth, adoption, or when a subscriber has assumed a 
legal obligation for total or partial support in anticipation of 
adoption; 

(iii) A child becoming eligible as an extended dependent 
through legal custody or legal guardianship; or 

(iv) A child becoming eligible as a dependent with a dis- 
ability; 

(b) Subscriber or a subscriber's dependent loses other 
coverage under a group health plan or through health insur- 
ance coverage, as defined by the Health Insurance Portability 
and Accountability Act (HIPAA); 

(c) Subscriber or a subscriber's dependent has a change 
in employment status that affects the subscriber's or the sub- 
scriber's dependent's eligibility for their employer contribu- 
tion toward employer-based group health insurance; 

(d) Subscriber or a subscriber's dependent has a change 
in enrollment under another employer-based group health 
insurance plan during its annual open enrollment that does 
not align with the PEBB program's annual open enrollment; 

(e) Subscriber's dependent has a change in residence 
from outside of the United States to within the United States, 
or from within the United States to outside of the United 
States; 

(f) A court order or national medical support notice (see 
also WAC 182-12-263) requires the subscriber or any other 
individual to provide insurance coverage for an eligible 
dependent of the subscriber (a former spouse or former regis- 
tered domestic partner is not an eligible dependent); 

(g) Subscriber or a subscriber's dependent becomes enti- 
tled to coverage under medicaid or a state children's health 
insurance program (CHIP), or the subscriber or a subscriber's 
dependent loses eligibility for coverage under medicaid or 
CHIP; 

(h) Subscriber or a subscriber's dependent becomes eligi- 
ble for state premium assistance subsidy for PEBB health 
plan coverage from medicaid or a state children's health 
insurance program (CHIP). 

(4) Enrollment requirements. A subscriber((s)) must 
submit the required ((enreHment)) forms within the time 
frames described in this subsection. Employees submit the 
required forms to their employing agency. All other subscrib- 
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ers submit the required forms to the PEBB program. In addi- 
tion to the required forms indicating dependent enrollment, 
the subscriber must provide the required documents as evi- 
dence of the dependent's eligibility; or as evidence of the 
event that created the special open enrollment. 

(a) If a subscriber wants to enroll his or her eligible 
((dependentts))) dependents when the subscriber becomes 
eligible to enroll in PEBB benefits, the subscriber must 
include the dependent's enrollment information on the 
required forms that the subscriber submits within the relevant 
time frame described in WAC 182-08-197, 182-08-187, 182- 
12-171, or 182-12-250. 

(b) If a subscriber wants to enroll eligible dependents 
during the PEBB annual open enrollment period, the required 
forms must be received no later than the last day of the annual 
open enrollment. 

(c) Ifa subscriber wants to enroll newly eligible depen- 
dents, the required ((enreHment)) forms must be received no 
later than sixty days after the dependent becomes eligible 
except as provided in (d) of this subsection. 

(d) If a subscriber wants to enroll a newborn or child 
whom the subscriber has adopted or has assumed a legal obli- 
gation for total or partial support in anticipation of adoption, 
the subscriber should notify the PEBB program by submit- 
ting ((an-enrelment)) the required form as soon as possible to 
ensure timely payment of claims. If adding the child 
increases the premium, the required ((enrelHment)) form must 
be received no later than twelve months after the date of the 
birth, adoption, or the date the legal obligation is assumed for 
total or partial support in anticipation of adoption. 

(e) If the subscriber wants to enroll a child age twenty- 
six or older as a child with a disability, the required 
((ferms})) forms must be received no later than sixty days 
after the last day of the month in which the child reaches age 
twenty-six or within the relevant time frame described in 
WAC 182-12-262 (4)(a), (b), and (f). 

(f) If the subscriber wants to change a dependent's enroll- 
ment status during a special open enrollment, required forms 
must be received no later than sixty days after the event that 
creates the special open enrollment. 


AMENDATORY SECTION (Amending WSR 14-20-058, 
filed 9/25/14, effective 1/1/15) 


WAC 182-12-263 National Medical Support Notice 
(NMSN) ((e-eourt-erder)). When a National Medical Sup- 
port Notice (NMSN) ((efr-ceurt-erder)) requires a subscriber 
to provide health plan coverage for a dependent child the fol- 
lowing provisions apply: 

(1) The subscriber may enroll his or her dependent child 
and request changes to his or her health plan coverage as 
described under subsection (3) of this section. Employees 
submit the required forms to their employing agency. All 
other subscribers submit the required forms to the public 
employees benefits board (PEBB) program. 

(2) If the subscriber fails to request enrollment or health 
plan coverage changes as directed by the NMSN ((er-court 
erder)), the employing agency or the PEBB program may 
make enrollment or health plan coverage changes according 
to subsection (3) of this section upon request of: 
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(a) The child's other parent; or 

(b) Child support enforcement program. 

(3) Changes to health plan coverage or enrollment are 
allowed as directed by the NMSN ((et-eeurt-erder)): 

(a) The dependent will be enrolled under the subscriber's 
health plan coverage as directed by the NMSN ((er-ceurt 
order); 

(b) An employee who has waived PEBB medical under 
WAC 182-12-128 will be enrolled in medical as directed by 
the NMSN ((er-eeurt-order)), in order to enroll the dependent; 

(c) The subscriber's selected health plan will be changed 
if directed by the NMSN ((er-ceurterder)); 

(d) If the dependent is already enrolled under another 
PEBB subscriber, the dependent will be removed from the 
other health plan coverage and enrolled as directed by the 
NMSN ((oreourtorder)). 

(4) Changes to health plan coverage or enrollment as 
described in subsection (3)(a) through (c) of this section will 
begin the first day of the month following receipt of the 
NMSN ((er-eourt-order)). If the NMSN ((er-court-erder)) is 
received on the first day of the month, the change to health 
plan coverage or enrollment begins on that day. A dependent 
will be removed from the subscriber's health plan coverage as 
described in subsection (3)(d) of this section the last day of 
the month the NMSN ((erceurt-erder)) is received. If that day 
is the first of the month, the change in enrollment will be 
made the last day of the previous month. 

(5) The subscriber may be eligible to make changes to 
his or her health plan enrollment and salary reduction elec- 
tions during a special open enrollment related to the NMSN 
as described in WAC 182-08-198(2), 182-08-199(3), 182-12- 
128(4), or 182-12-262(3). 


AMENDATORY SECTION (Amending WSR 14-08-040, 
filed 3/26/14, effective 4/26/14) 


WAC 182-12-300 Public employees benefits board 
(PEBB) wellness incentive program eligibility and proce- 
dural requirements. The public employees benefits board 
(PEBB) annually determines the design of the PEBB well- 
ness incentive program. 

(1) All subscribers, except PEBB subscribers who are 
enrolled in both medicare parts A and B, and in the medicare 
risk pool, are eligible to participate in the PEBB wellness 
incentive program. 

(2) To receive a PEBB wellness incentive for the ((fe+ 
lewing)) 2016 plan year, eligible subscribers must complete 
PEBB wellness incentive program requirements during 2015 
by the latest date below: 

(a) For subscribers continuing enrollment in PEBB med- 
ical and subscribers enrolling in PEBB medical with an effec- 
tive date in January, February, or March, the deadline is June 
30th; or 

(6) (QUitin dey Ser their effective-d ‘PEBE 
medical but netater than DecembeHst 

BY) For subscribers enrolling in PEBB medical with an 
effective date in April, May, June, July, or August, the dead- 
line is one hundred twenty days from the subscriber's PEBB 
medical effective date; or 
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(c) For subscribers enrolling in PEBB medical with an 
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spouses, state registered domestic partners, and dependent 


effective date in September, October, November, or Decem- 


children" of emergency service personnel who are killed in 


ber, the deadline is December 31st. 

(3) Effective January 1, 2016, to receive a PEBB well- 
ness incentive for the following plan year, eligible subscrib- 
ers must complete PEBB wellness incentive program require- 
ments during the current plan year by the latest date below: 

(a) For subscribers continuing enrollment in PEBB med- 
ical and subscribers enrolling in PEBB medical with an effec- 
tive date in January, February, March, April, May, or June 
the deadline is September 30th; or 

(b) For subscribers enrolling in PEBB medical with an 
effective date in July or August, the deadline is one hundred 
twenty days from the subscriber's PEBB medical effective 


the line of duty is defined in WAC 182-12-250. 


"Dependent care assistance program" or "DCAP" means 
a benefit plan whereby state and public employees may pay 
for certain employment related dependent care with pretax 
dollars as provided in the salary reduction plan authorized in 
chapter 41.05 RCW. 


"Director" means the director of the authority. 


"Documents" means papers, letters, writings, e-mails, 
electronic files, or other printed or written items. 


"Employee" includes all employees of the state, whether 
or not covered by civil service; elected and appointed offi- 


date; or 

(c) For subscribers enrolling in PEBB medical with an 
effective date in September, October, November, or Decem- 
ber, the deadline is December 31st. 

(4) Subscribers who do not complete the requirements 
((ef)) according to subsection (2) or (3) of this section, except 
as noted, within the time frame described are not eligible to 
receive a PEBB wellness incentive the following plan year. 


Note: 


All eligible subscribers can earn a wellness incentive. Sub- 
scribers who cannot complete the wellness incentive program 
requirements may be able to earn the same incentive by differ- 
ent means. The PEBB program will work with enrollees (and 
their physician, if they wish) to define an individual wellness 
program that provides the opportunity to qualify for the same 
incentive in light of the enrollee's health status. 


((€4)) (5) A PEBB wellness incentive will be provided 
only if: 


cials of the executive branch of government, including full- 
time members of boards, commissions, or committees; jus- 
tices of the supreme court and judges of the court of appeals 
and the superior courts; and members of the state legislature. 
Pursuant to contractual agreement with the authority, 
"employee" may also include: (a) Employees of a county, 
municipality, or other political subdivision of the state and 
members of the legislative authority of any county, city, or 
town who are elected to office after February 20, 1970, if the 
legislative authority of the county, municipality, or other 
political subdivision of the state seeks and receives the 
approval of the authority to provide any of its insurance pro- 
grams by contract with the authority, as provided in RCW 
41.04.205 and 41.05.021 (1)(g): (b) employees of employee 
organizations representing state civil service employees, at 
the option of each such employee organization, and, effective 
October 1, 1995, employees of employee organizations cur- 


(a) The subscriber is still eligible for the PEBB wellness 
incentive program in the year the incentive applies; 

(b) The funding rate provided by the legislature is 
designed to provide a PEBB wellness incentive program or a 
PEBB wellness incentive, or both; or 

((€))) (c) Specific appropriations are provided for well- 
ness incentives. 


AMENDATORY SECTION (Amending WSR 14-20-058, 
filed 9/25/14, effective 1/1/15) 


WAC 182-16-020 Definitions. As used in this chapter 
the term: 

"Authority" or "HCA" means the health care authority. 

"Business days" means all days except Saturdays, Sun- 
days, and all legal holidays as set forth in RCW 1.16.050. 

"Calendar days" or "days" means all days including Sat- 
urdays, Sundays, and all legal holidays as set forth in RCW 
1.16.050. 

"Continuance" means a change in the date or time of a 
hearing. 

"Denial" or "denial notice" means an action by, or com- 
munication from, either an employing agency, or the PEBB 
program that aggrieves an employee, or his or her dependent, 
with regard to PEBB benefits including, but not limited to, 
actions or communications expressly designated as a 
"denial," "denial notice," or "cancellation notice." 

"Dependent" means a person who meets eligibility 


rently pooled with employees of school districts for the pur- 
pose of purchasing insurance benefits, at the option of each 
such employee organization; (c) employees of a school dis- 
trict if the authority agrees to provide any of the school dis- 
tricts' insurance programs by contract with the authority as 
provided in RCW 28A.400.350: (d) employees of a tribal 
government, if the governing body of the tribal government 
seeks and receives the approval of the authority to provide 
any of its insurance programs by contract with the authority, 
as provided in RCW 41.05.021 (1)(f) and (g); (e) employees 
of the Washington health benefit exchange if the governing 
board of the exchange established in RCW 43.71.020 seeks 
and receives approval of the authority to provide any of its 
insurance programs by contract with the authority, as pro- 
vided in RCW 41.05.021 (1)(g) and (n); and (f) employees of 
a charter school established under chapter 28A.710 RCW. 
"Employee" does not include: Adult family home providers; 
unpaid volunteers; patients of state hospitals; inmates; 
employees of the Washington state convention and trade cen- 
ter as provided in RCW 41.05.110; students of institutions of 
higher education as determined by their institution; and any 
others not expressly defined_as employees under this chapter 
or by the authority under this chapter. 


"Employer-based_ group medical insurance" means 
group medical insurance coverage related to a current 
employment relationship. It does not include medical insur- 
ance coverage available to retired employees, individual mar- 
ket medical insurance coverage, or government-sponsored 


requirements in WAC 182-12-260, except that "surviving 


programs such as medicare or medicaid. 
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"Employer group" means those ((empleyee—erganiza- 
state-civil service-employees;)) counties, 

municipalities, political subdivisions, the Washington health 
benefit exchange, tribal governments, school districts, ((ehar- 
teesehoe lyons) educational service Mistiety ((partieipating 
2 )); 


and EA foaia cee Linah, state cal service 
employees, obtaining employee benefits through a contrac- 


tual agreement with the authority as described in WAC 182- 
08-245. 

"Employing agency" means a division, department, or 
separate agency of state government, including an institution 
of higher education; a county, municipality, school district, 
educational service district, or other political subdivision; 
charter school; or a tribal government covered by chapter 
41.05 RCW. 

"Enrollee" means a person who meets all eligibility 
requirements defined in chapter 182-12 WAC, who is 
enrolled in PEBB benefits, and for whom applicable pre- 
mium payments have been made. 

"Final order" means an order that is the final PEBB pro- 
gram decision. 

"Health plan" means a plan offering medical or dental, or 
both, developed by the public employees benefits board and 
provided by a contracted vendor or self-insured plans admin- 
istered by the HCA. 

"Hearing" means a proceeding before a presiding officer 
that gives a party an opportunity to be heard in a dispute 
about a decision made by the PEBB appeals committee, 
including prehearing conferences, dispositive motion hear- 
ings, status conferences, and evidentiary hearings. 

"Hearing representative" means a person who is autho- 
rized to represent the PEBB program in an administrative 
hearing. The person may be an assistant attorney general, a 
licensed attorney, or authorized HCA employee. 

"Institutions of higher education" means the state public 
research universities, the public regional universities, The 
Evergreen State College, the community and technical col- 
leges, and the state board for community and technical col- 
leges. 

"Insurance coverage" means any health plan, life insur- 
ance, long-term care insurance, long-term disability (LTD) 
insurance, or property and casualty insurance administered as 
a PEBB benefit. 

"LTD insurance" includes basic long-term disability 
insurance paid for by the employing agency and long-term 
disability insurance offered to employees on an optional 
basis. 

"Mail" or "mailing" means placing a document in the 
United States Postal system, commercial delivery service, or 
Washington state consolidated mail services properly 
addressed. 

"Medical flexible spending arrangement" or "medical 
FSA" means a benefit plan whereby state and public employ- 
ees may reduce their salary before taxes to pay for medical 
expenses not reimbursed by insurance as provided in the sal- 
ary reduction plan authorized in chapter 41.05 RCW. 

"PEBB" means the public employees benefits board. 

"PEBB appeals committee" means the committee that 
considers appeals relating to the administration of PEBB ben- 
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efits by the PEBB program. The director has delegated the 
authority to hear appeals at the level below an administrative 
hearing to the PEBB appeals committee. 

"PEBB benefits" means one or more insurance cover- 
ages or other employee benefits administered by the PEBB 
program within the health care authority. 

"PEBB program" means the program within the HCA 
((whieh)) that administers insurance and other benefits for 
eligible employees (as ((defined)) described in WAC 182-12- 
114), eligible retired and disabled employees (as ((defined)) 
described in WAC 182-12-171), eligible dependents (as 
((defined)) described in WAC 182-12-250 and 182-12-260), 
and others as defined in RCW 41.05.011. 

"Prehearing conference" means a proceeding scheduled 
and conducted by a presiding officer to address issues in 
preparation for a hearing. 

"Premium payment plan" means a benefit plan whereby 
state and public employees may pay their share of group 
health plan premiums with pretax dollars as provided in the 
salary reduction plan. 

"Premium surcharge" means a payment required from a 
subscriber, in addition to the subscriber's premium contribu- 
tion, due to an enrollee's tobacco use or a subscriber's spouse 
or registered domestic partner choosing not to enroll in his or 
her employer-based group medical insurance when: 

e Premiums are less than ninety-five percent of Uniform 
Medical Plan (UMP) Classic premiums; and 

e The actuarial value of benefits is at least ninety-five 
percent of the actuarial value of UMP Classic benefits. 

"Presiding officer" means an impartial decision maker 
who is an attorney, presides at an administrative hearing, and 
is either a director designated HCA employee or an adminis- 
trative law judge employed by the office of administrative 
hearings. 

"Record" means the official documentation of the hear- 
ing process. The record includes recordings or transcripts, 
admitted exhibits, decisions, briefs, notices, orders, and other 
filed documents. 

"Salary reduction plan" means a benefit plan whereby 
state and public employees may agree to a reduction of salary 
on a pretax basis to participate in the DCAP, medical FSA, or 
premium payment plan as authorized in chapter 41.05 RCW. 

"State agency" means an office, department, board, com- 
mission, institution, or other separate unit or division, how- 
ever designated, of the state government and all personnel 
thereof. It includes the legislature, executive branch, and 
agencies or courts within the judicial branch, as well as insti- 
tutions of higher education and any unit of state government 
established by law. 

"Subscriber" means the employee, retiree, COBRA ben- 
eficiary or eligible survivor who has been designated by the 
HCA as the individual to whom the HCA and contracted ven- 
dors will issue all notices, information, requests and premium 
bills on behalf of enrollees. 

"Tobacco products" means any product made with or 
derived from tobacco that is intended for human consump- 
tion, including any component, part, or accessory of a 
tobacco product. This includes, but is not limited to, cigars, 
cigarettes, chewing tobacco, snuff, and other tobacco prod- 
ucts. It does not include United States Food and Drug Admin- 
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istration (FDA) approved quit aids or e-cigarettes until their 
tobacco related status is determined by the FDA. 

"Tobacco use" means any use of tobacco products within 
the past two months. Tobacco use, however, does not include 
the religious or ceremonial use of tobacco. 

"Tribal government" means an Indian tribal government 
as defined in Section 3(32) of the Employee Retirement 
Income Security Act of 1974 (ERISA), as amended, or an 
agency or instrumentality of the tribal government, that has 
government offices principally located in this state. 


AMENDATORY SECTION (Amending WSR 14-20-058, 
filed 9/25/14, effective 1/1/15) 


WAC 182-16-036 How can an employee who is eligi- 
ble to participate in the state's salary reduction plan 
appeal a decision regarding the administration of benefits 
offered under the state's salary reduction plan? (1) Any 
employee who is eligible to participate in the state's salary 

reduction plan who disagrees with a decision that denies eli- 
gibility for or enrollment in a benefit offered under the state's 
salary reduction plan may appeal that decision ((te-the-publie 
employees-benefits board (PEBB) appeals-committeeFhe 
PEBB-appeals manager) ) by submitting a written request for 

review to his or her state agency. The state agency must 
receive the ((netiee-of appeat)) request for review no later 
than thirty days after the date of the initial denial notice ((by 
the PEBB -program)). The contents of the ((netiee-of appeal)) 
request for review are to be provided ((i##-accordance-with)) 
as described in WAC 182-16-040. 


(a) Upon receiving the request for review, the state 
agency shall make a complete review of the initial denial by 
one or more staff who did not take part in the initial denial. As 
part of the review, the state agency may hold a formal meet- 
ing or hearing, but is not required to do so. 

(b) The state agency shall render a written decision 
within thirty days of receiving the request for review. The 
written decision shall be sent to the employee. 

(c) A copy of the state agency's written decision shall be 
sent to the state agency's administrator or designee and to the 
public employees benefits board (PEBB) appeals manager. 
The state agency's written decision shall become the state 
agency's final decision effective fifteen days after the date it 
is rendered. 

(d) Any employee who disagrees with the state agency's 
decision in response to a request for review, as described in 
subsection (1) of this section, may appeal that decision by 
submitting a notice of appeal to the PEBB appeals commit- 
tee. The PEBB appeals manager must receive the notice of 
appeal no later than thirty days after the date of the state 
agency's written decision on the request for review. 

The contents of the notice of appeal are to be provided in 
accordance with WAC 182-16-040. 

(e) The PEBB appeals manager shall notify the appellant 
in writing when the notice of appeal has been received. 

((€6})) £) The PEBB appeals committee shall render a 
written decision to the appellant within thirty days of receiv- 
ing the notice of appeal. The committee may extend the 
thirty-day time requirement for rendering a decision upon 
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issuing a written finding of a good reason explaining the 
cause for the delay. 


((€e))) (2) Any appellant who disagrees with the decision 
of the PEBB appeals committee may request an administra- 
tive hearing, as described in WAC 182-16-050. 

(2) Any employee who is eligible to participate in the 
state's salary reduction plan aggrieved by a decision regard- 
ing a claim for benefits under the medical flexible spending 
arrangement (FSA) and dependent care assistance program 
(DCAP) offered under the state's salary reduction plan may 
appeal that decision to the third-party administrator con- 
tracted to administer the plan by following the appeal process 
of the third-party administrator. 


Any employee who is eligible to participate in the state's 
salary reduction plan who disagrees with a decision in 
response to an appeal filed with the third-party administrator 
that administers the medical FSA and DCAP under the state's 
salary reduction plan may appeal to the PEBB appeals com- 
mittee. The PEBB appeals manager must receive the notice 
of appeal no later than thirty days after the date of the appeal 
decision by the third-party administrator that administers the 
medical FSA and DCAP. The contents of the notice of appeal 
are to be provided in accordance with WAC 182-16-040. 


(a) The PEBB appeals manager shall notify the appellant 
in writing when the notice of appeal has been received. 


(b) The PEBB appeals committee shall render a written 
decision to the appellant within thirty days of receiving the 
notice of appeal. The committee may extend the thirty-day 
time requirement for rendering a decision upon issuing a 
written finding of a good reason explaining the cause for the 
delay. 

(c) Any appellant who disagrees with the decision of the 
PEBB appeals committee may request an administrative 
hearing, as described in WAC 182-16-050. 

(3) Any employee who is eligible to participate in the 
state's salary reduction plan aggrieved by a decision regard- 
ing the administration of the premium payment plan offered 
under the state's salary reduction plan may appeal that deci- 
sion to the PEBB appeals committee. The PEBB appeals 
manager must receive the notice of appeal no later than thirty 
days after the date of the denial notice by the PEBB program. 
The contents of the notice of appeal are to be provided in 
accordance with WAC 182-16-040. 


(a) The PEBB appeals manager shall notify the appellant 
in writing when the notice of appeal has been received. 


(b) The PEBB appeals committee shall render a written 
decision to the appellant within thirty days of receiving the 
notice of appeal. The committee may extend the thirty-day 
time requirement for rendering a decision upon issuing a 
written finding of a good reason explaining the cause for the 
delay. 

(c) Any appellant who disagrees with the decision of the 
PEBB appeals committee may request an administrative 
hearing, as described in WAC 182-16-050. 
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AMENDATORY SECTION (Amending WSR 08-20-128, 
filed 10/1/08, effective 1/1/09) 


WAC 182-16-040 What should the request for review 
or notice of appeal contain? A request for review or notice 
of appeal ((4s+e)) should contain all of the following: 

(1) The name and mailing address of the appealing party; 

(2) The name and mailing address of the appealing 
party's representative, if any; 

(3) Documentation, or reference to documentation, of 
decisions previously rendered through the appeal process, if 
any; 

(4) A statement identifying the specific portion of the 
decision being appealed and clarifying what is believed to be 
unlawful or in error; 

(5) A statement of facts in support of the appealing 
party's position; 

(6) Any information or documentation that the appealing 
party would like considered and substantiates why the deci- 
sion should be reversed. Information or documentation sub- 
mitted at a later date, unless specifically requested by the 
PEBB appeals manager, may not be considered in the appeal 
decision; 

(7) The type of relief sought; 

(8) A statement that the appealing party has read the 
notice of appeal and believes the contents to be true and cor- 
rect; and 

(9) The signature of the appealing party or the appealing 
party's representative. 


AMENDATORY SECTION (Amending WSR 14-20-058, 
filed 9/25/14, effective 1/1/15) 


WAC 182-16-073 Rescheduling and continuances. 
(1) Any party may request the presiding officer to reschedule 
a hearing if a rule requires notice of a hearing and the amount 
of notice required was not provided. 

(a) The presiding officer must reschedule the hearing 
under circumstances identified in this subsection (1) if 
requested by any party. 

(b) The parties may agree to shorten the amount of notice 
required by any rule. 

(2) Any party may request a continuance of a hearing 
either orally or in writing. 


(a) (Before conte 


continuance, the party seeking a continuance must contactthe 
other parties f pessibletefind out theyll agree toa 
continuance, 


the requirements of WAC 182 16-071 te -decideswhetherto 
grantthe-centinuance-)) In each administrative hearing, the 
presiding officer must grant each party's first request for a 
continuance. The continuance may be up to thirty calendar 


days. 
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(b) The presiding officer may grant each party up to one 
additional continuance of up to thirty calendar days because 
of extraordinary circumstances. 


(c) After granting a continuance, the presiding ((effieer 
paustunatl-a new hearing notice atleast fourteen calendar 


after-a-prehearing-_conference is held _pursuantte-(b) oMthis 


i bnd idi c; ] i 


hearine-date)) officer's office must: 
(i) Immediately telephone all other parties to inform 
them the hearing was continued; and 


(ii) Serve an order of continuance on the parties no later 
than fourteen days before the new hearing date. All orders of 
continuance must provide a new deadline for mailing docu- 
ments to the presiding officer. The new mailing deadline can 
be no less than ten calendar days prior to the new hearing 
date. If the continuance is granted pursuant to (b) of this sub- 
section, then the order of continuance must also include find- 
ings of fact that state with specificity the extraordinary cir- 
cumstances for which the presiding officer granted the con- 
tinuance. 


(3) Regardless of whether a party has been granted a con- 
tinuance as described in subsection (1) of this section, the 
presiding officer must grant a continuance if a new issue is 
raised during the hearing and a party requests a continuance. 


AMENDATORY SECTION (Amending WSR 14-20-058, 
filed 9/25/14, effective 1/1/15) 


WAC 182-16-080 Determining if an administrative 
hearing right exists. (1) A party has a right to a hearing only 
if a law or program rule gives that right. If the party is not 
sure whether a hearing right exists, they may request a hear- 
ing to protect their rights. 

(2) The right to a hearing does not exist unless: 

(a) The public employees benefits board (PEBB) appeals 
committee has issued a written decision under WAC 182-16- 
030 (2)(b), 182-16-032(7), 182-16-035(4), 182-16-036 
LEEA) O. (2)(b), 3)(b), or 182-16-038(2); and 

(b) A hearing of the PEBB appeals committee's written 
decision has been timely requested pursuant to WAC 182-16- 
050. 

(3) If the hearing representative or the presiding officer 
questions the right to a hearing, the presiding officer must 
decide whether a hearing right exists, in a written ruling, prior 
to reviewing and ruling on any other issues. 

(4) If the presiding officer decides a person or entity does 
not have a right to a hearing, the matter must be dismissed. 
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WSR 15-16-122 
PROPOSED RULES 
OFFICE OF 
INSURANCE COMMISSIONER 
[Insurance Commissioner Matter No. R 2015-02—Filed August 5, 2015, 
8:16 a.m.] 


Original Notice. 

Preproposal statement of inquiry was filed as WSR 15- 
11-083. 

Title of Rule and Other Identifying Information: Essen- 
tial health benefits designation and supplementation for 
2017. 

Hearing Location(s): 5000 Capitol Boulevard, Training 
Room, T-120, Tumwater, WA 98504, on September 9, 2015, 
at 1:00 p.m. 

Date of Intended Adoption: September 14, 2015. 

Submit Written Comments to: Bianca Stoner, e-mail 
rulescoordinator@oic.wa.gov, fax (360) 586-3109, by Sep- 
tember 9, 2015. 

Assistance for Persons with Disabilities: Contact Lori 
[Lorie] Villaflores by September 9, 2015, TTY (360) 586- 
0241 or (360) 725-7087. 

Purpose of the Proposal and Its Anticipated Effects, 
Including Any Changes in Existing Rules: The United States 
Department of Health and Human Services (HHS) has 
decided to extend the base-benchmark approach for estab- 
lishing essential health benefit coverage levels through at 
least plan year 2017. To comply with HHS requirements, the 
office of the insurance commissioner (OIC) identified a new 
base-benchmark plan in June through emergency rule mak- 
ing. 

This rule finalizes the new base-benchmark plan selec- 
tion and makes necessary changes to the essential health ben- 
efits rule to bring the rule into compliance regarding changes 
that have occurred since the OIC adopted the original rule in 
2013. 

The rule establishes the Regence Direct Gold + as the 
new base-benchmark plan as required by federal regulations. 
It also updates the definition of habilitative services, provid- 
ing specific examples of the types of benefits that individual 
and small group health plans must cover regarding these ser- 
vices. 

In addition, the rule incorporates guidance from the fed- 
eral government that says that if preventive and wellness ser- 
vices are not available within an issuer's network, the issuer 
must cover such services at an out-of-network provider with- 
out cost sharing. 

The rule says that individual and small group health 
plans must cover sex-specific recommended preventive ser- 
vices without cost sharing regardless of the individual's gen- 
der at birth, and clarifies that an individual or small group 
health plan cannot impose cost sharing for preventive ser- 
vices that are spread over multiple office visits. 

Finally, the rule removes the age restriction for neurode- 
velopmental therapy and identifies a new base-benchmark 
standard for both pediatric oral services and pediatric vision 
services. 

Reasons Supporting Proposal: HHS required each state 
to select a new base-benchmark plan and to update its essen- 
tial health benefits rule in conjunction with the new base- 
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benchmark plan, so the actions that the OIC took regarding 
this rule were in response to this requirement. 

In addition, since the OIC originally adopted this rule, 
the federal government has issued guidance and additional 
regulations regarding various health reform related topics. 
Some state requirements have changed too as result of bills, 
court decisions and other factors. The updated rule captures 
many of these changes and puts them all in one place. 

Statutory Authority for Adoption: RCW 48.21.241, 
48.21.320, 48.44.460, 48.44.341, 48.46.291, 48.46.530, and 
48.43.715. 

Statute Being Implemented: RCW 48.43.715. 

Rule is not necessitated by federal law, federal or state 
court decision. 

Name of Proponent: Mike Kreidler, insurance commis- 
sioner, governmental. 

Name of Agency Personnel Responsible for Drafting: 
Bianca Stoner, P.O. Box 40258, Olympia, WA 98504-0258, 
(360) 725-7041; Implementation: Molly Nollette, P.O. Box 
40255, Olympia, WA 98504-0255, (360) 725-7117; and 
Enforcement: AnnaLisa Gellerman, P.O. Box 40255, Olym- 
pia, WA 98504-0255, (360) 725-7050. 

No small business economic impact statement has been 
prepared under chapter 19.85 RCW. The entities that must 
comply with the proposed rule are not small businesses, pur- 
suant to chapter 19.85 RCW. 

A cost-benefit analysis is required under RCW 34.05.- 
328. A preliminary cost-benefit analysis may be obtained by 
contacting Bianca Stoner, P.O. Box 40258, Olympia, WA 
98504-0258, phone (360) 725-7041, fax (360) 586-3535, e- 
mail rulescoordinator@oic.wa.gov. 


August 5, 2015 
Mike Kreidler 
Insurance Commissioner 


AMENDATORY SECTION (Amending WSR 12-19-099, 
filed 9/19/12, effective 10/20/12) 


WAC 284-43-865 Essential health benefits package 
benchmark reference plan. A not grandfathered individual 
or small group health benefit plan offered, issued, amended 
or renewed on or after January 1, 2014, must, at a minimum, 
include coverage for essential health benefits. "Essential 
health benefits" means all of the following: 

(1) The benefits and services covered by health care ser- 
vice contractor Regence Blue Shield as the Innova small 
group plan policy form, policy form number WW0711 
CCONMS, and certificate form number WW0112BINNS, 
offered during the first quarter of 2012. The SERFF filing 
number is RGWA-127372701. 

(2) The services and items covered by a health benefit 
plan that are within the categories identified in Section 
1302(b) of PPACA including, but not limited to, ambulatory 
patient services, emergency services, hospitalization, mater- 
nity and newborn care, mental health and substance use dis- 
order services, including behavioral health treatment, pre- 
scription drugs, rehabilitative and habilitative services and 
devices, laboratory services, preventive and wellness ser- 
vices and chronic disease management, and pediatric ser- 
vices, including oral and vision care, and as supplemented by 
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the commissioner or required by the secretary of the U.S. 
Department of Health and Human Services. 

(3) Mandated benefits pursuant to Title 48 RCW enacted 
before December 31, 2011. 


(4) This section expires on December 31, 2016. 


NEW SECTION 


WAC 284-43-8651 Essential health benefits package 
benchmark reference plan. A nongrandfathered individual 
or small group health benefit plan offered, issued, amended 
or renewed on or after January 1, 2017, must, at a minimum, 
include coverage for essential health benefits. "Essential 
health benefits" means all of the following: 

(1) The benefits and services covered by health care ser- 
vice contractor Regence Blue Shield as the Regence Direct 
Gold + small group plan, policy form number 
WWO114CCONMSD and certificate form number 
WWO0114BPPOISD, offered during the first quarter of 2014. 
The SERFF form filing number is RGWA-128968362. 

(2) The services and items covered by a health benefit 
plan that are within the categories identified in Section 
1302(b) of PPACA including, but not limited to: 

(a) Ambulatory patient services; 

(b) Emergency services; 

(c) Hospitalization; 

(d) Maternity and newborn care; 

(e) Mental health and substance use disorder services, 
including behavioral health treatment; 

(f) Prescription drugs; 

(g) Rehabilitative and habilitative services and devices; 

(h) Laboratory services; 

(i) Preventive and wellness services and chronic disease 
management; 

(j) Pediatric services, including oral and vision care; and 

(k) Other services as supplemented by the commissioner 
or required by the secretary of the U.S. Department of Health 
and Human Services. 

(3) Mandated benefits pursuant to Title 48 RCW enacted 
before December 31, 2011. 

(4) This section applies to health plans that have an 
effective date of January 1, 2017, or later. 


AMENDATORY SECTION (Amending WSR 14-06-069, 
filed 3/3/14, effective 4/3/14) 


WAC 284-43-877 Plan design. (1) A nongrandfathered 
individual or small group health benefit plan offered, issued, 
or renewed, on or after January 1, 2014, must provide cover- 
age that is substantially equal to the EHB-benchmark plan, as 
described in WAC 284-43-878, 284-43-879, and 284-43-880. 

(a) For plans offered, issued, or renewed for a plan or 
policy year beginning on or after January 1, 2014, until 
December 31, 2016, an issuer must offer the EHB-bench- 
mark plan without substituting benefits for the benefits spe- 
cifically identified in the EHB-benchmark plan. 

(b) For plan or policy years beginning on or after January 
1, 2017, an issuer may substitute benefits to the extent that 
the actuarial value of the benefits in the category to which the 
substituted benefit is classified remains substantially equal to 
the EHB-benchmark plan. 
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(c) "Substantially equal" means that: 

(i) The scope and level of benefits offered within each 
essential health benefit category supports a determination by 
the commissioner that the benefit is a meaningful health ben- 
efit; 

(ii) The aggregate actuarial value of the benefits across 
all essential health benefit categories does not vary more than 
a de minimis amount from the aggregate actuarial value of 
the EHB-benchmark base plan; and 

(iii) Within each essential health benefit category, the 
actuarial value of the category must not vary more than a de 
minimis amount from the actuarial value of the category for 
the EHB-benchmark plan. 

(2) An issuer must classify covered services to an essen- 
tial health benefits category consistent with WAC 284-43- 
878, 284-43-879, and 284-43-880 for purposes of determin- 
ing actuarial value. An issuer may not use classification of 
services to an essential health benefits category for purposes 
of determining actuarial value as the basis for denying cover- 
age under a health benefit plan. 

(3) The base-benchmark plan does not specifically list all 
types of services, settings and supplies that can be classified 
to each essential health benefits category. The base-bench- 
mark plan design does not specifically list each covered ser- 
vice, supply or treatment. Coverage for benefits not specifi- 
cally identified as covered or excluded is determined based 
on medical necessity. An issuer may use this plan design, 
provided that each of the essential health benefit categories is 
specifically covered in a manner substantially equal to the 
EHB-benchmark plan. 

(4) An issuer is not required to exclude services that are 
specifically excluded by the base-benchmark plan. If an 
issuer elects to cover a benefit excluded in the base-bench- 
mark plan, the issuer must not include the benefit in its essen- 
tial health benefits package for purposes of determining actu- 
arial value. A health benefit plan must not exclude a benefit 
that is specifically included in the base-benchmark plan. 

(5) An issuer must not apply visit limitations or limit the 
scope of the benefit category based on the type of provider 
delivering the service, other than requiring that the service 
must be within the provider's scope of license for purposes of 
coverage. This obligation does not require an issuer to con- 
tract with any willing provider, nor is an issuer restricted 
from establishing reasonable requirements for credentialing 
of, and access to, providers within its network. 

(6) Telemedicine or telehealth services are considered 
provider-type services, and not a benefit for purposes of the 
essential health benefits package. 

(7) Consistent with state and federal law, a health benefit 
plan must not contain an exclusion that unreasonably restricts 
access to medically necessary services for populations with 
special needs including, but not limited to, a chronic condi- 
tion caused by illness or injury, either acquired or congenital. 

(8) Unless an age based reference limitation is specifi- 
cally included in the base-benchmark plan or a supplemental 
base-benchmark plan for a category set forth in WAC 284- 
43-878, 284-43-879, or 284-443-880, an issuer's scope of 
coverage for those categories of benefits must cover both 
pediatric and adult populations. 
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(9) A health benefit plan must not be offered if the com- 
missioner determines that: 

(a) It creates a risk of biased selection based on health 
status; 

(b) The benefits within an essential health benefit cate- 
gory are limited so that the coverage for the category is not a 
meaningful health benefit; or 

(c) The benefit has a discriminatory effect in practice, 
outcome or purpose in relation to age, present or predicted 
disability, and expected length of life, degree of medical 
dependency, quality of life or other health conditions, race, 
gender, national origin, sexual orientation and gender identity 
or in the application of Section 511 of Public Law 110-343 
(the federal Mental Health Parity and Addiction Equity Act 
of 2008). 

(10) An issuer must not impose annual or lifetime dollar 
limits on an essential health benefit, other than those permit- 
ted as reference based limitations pursuant to WAC 284-43- 
878, 284-43-879, and 284-43-880. 

(11) This section expires on December 31, 2016. 


NEW SECTION 


WAC 284-43-8771 Plan design. (1) A nongrandfa- 
thered individual or small group health benefit plan offered, 
issued, or renewed, on or after January 1, 2017, must provide 
coverage that is substantially equal to the EHB-benchmark 
plan, as described in WAC 284-43-8781, 284-43-8791, and 
284-43-8801. 

(a) For plans offered, issued, or renewed for a plan or 
policy year beginning on or after January 1, 2017, an issuer 
must offer the EHB-benchmark plan without substituting 
benefits for the benefits specifically identified in the EHB- 
benchmark plan. 

(b) "Substantially equal" means that: 

(i) The scope and level of benefits offered within each 
essential health benefit category supports a determination by 
the commissioner that the benefit is a meaningful health ben- 
efit; 

(ii) The aggregate actuarial value of the benefits across 
all essential health benefit categories does not vary more than 
a de minimis amount from the aggregate actuarial value of 
the EHB-benchmark base plan; and 

(iii) Within each essential health benefit category, the 
actuarial value of the category must not vary more than a de 
minimis amount from the actuarial value of the category for 
the EHB-benchmark plan. 

(2) An issuer must classify covered services to an essen- 
tial health benefits category consistent with WAC 284-43- 
8781, 284-43-8791, and 284-43-8801 for purposes of deter- 
mining actuarial value. An issuer may not use classification 
of services to an essential health benefits category for pur- 
poses of determining actuarial value as the basis for denying 
coverage under a health benefit plan. 

(3) The base-benchmark plan does not specifically list all 
types of services, settings and supplies that can be classified 
to each essential health benefits category. The base-bench- 
mark plan design does not specifically list each covered ser- 
vice, supply or treatment. Coverage for benefits not specifi- 
cally identified as covered or excluded is determined based 
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on medical necessity. An issuer may use this plan design, 
provided that each of the essential health benefit categories is 
specifically covered in a manner substantially equal to the 
EHB-benchmark plan. 

(4) An issuer is not required to exclude services that are 
specifically excluded by the base-benchmark plan. If an 
issuer elects to cover a benefit excluded in the base-bench- 
mark plan, the issuer must not include the benefit in its essen- 
tial health benefits package for purposes of determining actu- 
arial value. A health benefit plan must not exclude a benefit 
that is specifically included in the base-benchmark plan. 

(5) An issuer must not apply visit limitations or limit the 
scope of the benefit category based on the type of provider 
delivering the service, other than requiring that the service 
must be within the provider's scope of license for purposes of 
coverage. This obligation does not require an issuer to con- 
tract with any willing provider, nor is an issuer restricted 
from establishing reasonable requirements for credentialing 
of and access to providers within its network. 

(6) Telemedicine or telehealth services are considered a 
method of accessing services, and are not a separate benefit 
for purposes of the essential health benefits package. Issuers 
must provide essential health benefits consistent with the 
requirements of (add RCW citation for SSB 5175 when it 
becomes available). 

(7) Consistent with state and federal law, a health benefit 
plan must not contain an exclusion that unreasonably restricts 
access to medically necessary services for populations with 
special needs including, but not limited to, a chronic condi- 
tion caused by illness or injury, either acquired or congenital. 

(8) Benefits under each category set forth in WAC 284- 
43-8781, 284-43-8791, or 284-43-8801 must be covered for 
both pediatric and adult populations unless: 

(a) A benefit is specifically limited to a particular age 
group in the base-benchmark plan and such limitation is con- 
sistent with state and federal law; or 

(b) The category of essential health benefits is specifi- 
cally stated to be applicable only to the pediatric population, 
such as pediatric oral services. 

(9) A health benefit plan must not be offered if the com- 
missioner determines that: 

(a) It creates a risk of biased selection based on health 
status; 

(b) The benefits within an essential health benefit cate- 
gory are limited so that the coverage for the category is not a 
meaningful health benefit; or 

(c) The benefit has a discriminatory effect in practice, 
outcome or purpose in relation to age, present or predicted 
disability, and expected length of life, degree of medical 
dependency, quality of life or other health conditions, race, 
gender, national origin, sexual orientation and gender identity 
or in the application of Section 511 of Public Law 110-343 
(the federal Mental Health Parity and Addiction Equity Act 
of 2008). 

(10) An issuer must not impose annual or lifetime dollar 
limits on an essential health benefit, other than those permit- 
ted under WAC 284-43-8781, 284-43-8791, and 284-43- 
8801. 

(11) This section applies to health plans that have an 
effective date of January 1, 2017, or later. 
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AMENDATORY SECTION (Amending WSR 14-15-012, 
filed 7/3/14, effective 7/3/14) 


WAC 284-43-878 Essential health benefit categories. 
(1) A health benefit plan must cover "ambulatory patient ser- 
vices." For purposes of determining a plan's actuarial value, 
an issuer must classify as ambulatory patient services medi- 
cally necessary services delivered to enrollees in settings 
other than a hospital or skilled nursing facility, which are 
generally recognized and accepted for diagnostic or therapeu- 
tic purposes to treat illness or injury, in a substantially equal 
manner to the base-benchmark plan. 

(a) A health benefit plan must include the following ser- 
vices, which are specifically covered by the base-benchmark 
plan, and classify them as ambulatory patient services: 

(i) Home and outpatient dialysis services; 

(ii) Hospice and home health care, including skilled 
nursing care as an alternative to hospitalization consistent 
with WAC 284-44-500, 284-46-500, and 284-96-500; 

(iii) Provider office visits and treatments, and associated 
supplies and services, including therapeutic injections and 
related supplies; 

(iv) Urgent care center visits, including provider ser- 
vices, facility costs and supplies; 

(v) Ambulatory surgical center professional services, 
including anesthesiology, professional surgical services, and 
surgical supplies and facility costs; 

(vi) Diagnostic procedures including colonoscopies, car- 
diovascular testing, pulmonary function studies and neurol- 
ogy/neuromuscular procedures; and 

(vii) Provider contraceptive services and supplies includ- 
ing, but not limited to, vasectomy, tubal ligation and insertion 
or extraction of FDA-approved contraceptive devices. 

(b) A health benefit plan may, but is not required to, 
include the following services as part of the EHB-benchmark 
package. These services are specifically excluded by the 
base-benchmark plan, and should not be included in estab- 
lishing actuarial value for this category. 

(i) Infertility treatment and reversal of voluntary steril- 
ization; 

(ii) Routine foot care for those that are not diabetic; 

(iii) Coverage of dental services following injury to 
sound natural teeth, but not excluding services or appliances 
necessary for or resulting from medical treatment if the ser- 
vice is: 

(A) Emergency in nature; or 

(B) Requires extraction of teeth to prepare the jaw for 
radiation treatments of neoplastic disease. Oral surgery 
related to trauma and injury must be covered. 

(iv) Private duty nursing for hospice care and home 
health care, to the extent consistent with state and federal 
law; 

(v) Adult dental care and orthodontia delivered by a den- 
tist or in a dentist's office; 

(vi) Nonskilled care and help with activities of daily liv- 
ing; 

(vii) Hearing care, routine hearing examinations, pro- 
grams or treatment for hearing loss including, but not limited 
to, externally worn or surgically implanted hearing aids, and 
the surgery and services necessary to implant them, other 
than for cochlear implants, which are covered, and for hear- 
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ing screening tests required under the preventive services cat- 
egory, unless coverage for these services and devices are 
required as part of, and classified to, another essential health 
benefits category; 

(viii) Obesity or weight reduction or control other than 
covered nutritional counseling. 

(c) The base-benchmark plan establishes specific limita- 
tions on services classified to the ambulatory patient services 
category that conflict with state or federal law as of January 
1, 2014. The base-benchmark plan limits nutritional counsel- 
ing to three visits per lifetime, if the benefit is not associated 
with diabetes management. This lifetime limitation for nutri- 
tional counseling is not part of the state EHB-benchmark 
plan. An issuer may limit this service based on medical 
necessity, and may establish an additional reasonable visit 
limitation requirement for nutritional counseling for medical 
conditions when supported by evidence based medical crite- 
ria. 

(d) The base-benchmark plan's visit limitations on ser- 
vices in this category include: 

(i) Ten spinal manipulation services per calendar year 
without referral; 

(i1) Twelve acupuncture services per calendar year with- 
out referral; 

(iii) Fourteen days' respite care on either an inpatient or 
outpatient basis for hospice patients, per lifetime; 

(iv) One hundred thirty visits per calendar year for home 
health care. 

(e) State benefit requirements classified to this category 
are: 

(i) Chiropractic care (RCW 48.44.310); 

(ii) TMJ disorder treatment (RCW 48.21.320, 48.44.460, 
and 48.46.530); 

Gii) Diabetes-related care and supplies (RCW 48.20.391, 
48.21.143, 48.44.315, and 48.46.272). 

(2) A health benefit plan must cover "emergency medi- 
cal services." For purposes of determining a plan's actuarial 
value, an issuer must classify care and services related to an 
emergency medical condition to the emergency medical ser- 
vices category, in a substantially equal manner to the base- 
benchmark plan. 

(a) A health benefit plan must include the following ser- 
vices, which are specifically covered by the base-benchmark 
plan, and classify them as emergency services: 

(i) Ambulance transportation to an emergency room and 
treatment provided as part of the ambulance service; 

(ii) Emergency room and department-based services, 
supplies and treatment, including professional charges, facil- 
ity costs, and outpatient charges for patient observation and 
medical screening exams required to stabilize a patient expe- 
riencing an emergency medical condition; 

(iii) Prescription medications associated with an emer- 
gency medical condition, including those purchased in a for- 
eign country. 

(b) The base-benchmark plan does not specifically 
exclude services classified to the emergency medical care 
category. 

(c) The base-benchmark base plan does not establish 
specific limitations on services classified to the emergency 
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medical services category that conflict with state or federal 
law as of January 1, 2014. 

(d) The base-benchmark plan does not establish visit 
limitations on services in this category. 

(e) State benefit requirements classified to this category 
include services necessary to screen and stabilize a covered 
person (RCW 48.43.093). 

(3) A health benefit plan must cover "hospitalization." 
For purposes of determining a plan's actuarial value, an issuer 
must classify as hospitalization services the medically neces- 
sary services delivered in a hospital or skilled nursing setting 
including, but not limited to, professional services, facility 
fees, supplies, laboratory, therapy or other types of services 
delivered on an inpatient basis, in a substantially equal man- 
ner to the base-benchmark plan. 

(a) A health benefit plan must include the following ser- 
vices which are specifically covered by the base-benchmark 
plan and classify them as hospitalization services: 

(i) Hospital visits, facility costs, provider and staff ser- 
vices and treatments delivered during an inpatient hospital 
stay, including inpatient pharmacy services; 

(ii) Skilled nursing facility costs, including professional 
services and pharmacy services and prescriptions filled in the 
skilled nursing facility pharmacy; 

(iii) Transplant services, supplies and treatment for 
donors and recipients, including the transplant or donor facil- 
ity fees performed in either a hospital setting or outpatient 
setting; 

(iv) Dialysis services delivered in a hospital; 

(v) Artificial organ transplants based on an issuer's med- 
ical guidelines and manufacturer recommendations; 

(vi) Respite care services delivered on an inpatient basis 
in a hospital or skilled nursing facility. 

(b) A health benefit plan may, but is not required to, 
include the following services as part of the EHB-benchmark 
package. These services are specifically excluded by the 
base-benchmark plan, and should not be included in estab- 
lishing actuarial value: 

(i) Hospitalization where mental illness is the primary 
diagnosis to the extent that it is classified under the mental 
health and substance use disorder benefits category; 

(ii) Cosmetic or reconstructive services and supplies 
except in the treatment of a congenital anomaly, to restore a 
physical bodily function lost as a result of injury or illness, or 
related to breast reconstruction following a medically neces- 
sary mastectomy; 

(iii) The following types of surgery: 

(A) Bariatric surgery and supplies; 

(B) Orthognathic surgery and supplies unless due to tem- 
poromandibular joint disorder or injury, sleep apnea or con- 
genital anomaly; and 

(C) Sexual reassignment treatment and surgery; 

(iv) Reversal of sterilizations; 

(v) Surgical procedures to correct refractive errors, astig- 
matism or reversals or revisions of surgical procedures which 
alter the refractive character of the eye. 

(c) The base-benchmark plan establishes specific limita- 
tions on services classified to the hospitalization category 
that conflict with state or federal law as of January 1, 2014. 
The base-benchmark plan allows for a transplant waiting 
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period. This waiting period is not part of the state EHB- 
benchmark plan. 

(d) The base-benchmark plan's visit limitations on ser- 
vices in this category include: 

(i) Sixty inpatient days per calendar year for illness, 
injury or physical disability in a skilled nursing facility; 

(ii) Thirty inpatient rehabilitation service days per calen- 
dar year. This benefit may be classified to this category for 
determining actuarial value or to the rehabilitation services 
category, but not to both. 

(e) State benefit requirements classified to this category 
are: 

(i) General anesthesia and facility charges for dental pro- 
cedures for those who would be at risk if the service were per- 
formed elsewhere and without anesthesia (RCW 48.43.185); 

(ii) Reconstructive breast surgery resulting from a mas- 
tectomy which resulted from disease, illness or injury (RCW 
48.20.395, 48.21.230, 48.44.330, and 48.46.280); 

(iii) Coverage for treatment of temporomandibular joint 
disorder (RCW 48.21.320, 48.44.460, and 48.46.530); 

(iv) Coverage at a long-term care facility following hos- 
pitalization (RCW 48.43.125). 

(4) A health benefit plan must cover "maternity and new- 
born" services. For purposes of determining a plan's actuarial 
value, an issuer must classify as maternity and newborn ser- 
vices the medically necessary care and services delivered to 
women during pregnancy and in relation to delivery and 
recovery from delivery, and to newborn children, in a sub- 
stantially equal manner to the base-benchmark plan. 

(a) A health benefit plan must cover the following ser- 
vices which are specifically covered by the base-benchmark 
plan and classify them as maternity and newborn services: 

(i) In utero treatment for the fetus; 

(ii) Vaginal or cesarean childbirth delivery in a hospital 
or birthing center, including facility fees; 

(iii) Nursery services and supplies for newborns, includ- 
ing newly adopted children; 

(iv) Infertility diagnosis; 

(v) Prenatal and postnatal care and services, including 
screening; 

(vi) Complications of pregnancy such as, but not limited 
to, fetal distress, gestational diabetes, and toxemia; and 

(vii) Termination of pregnancy. Termination of preg- 
nancy may be included in an issuer's essential health benefits 
package, but nothing in this section requires an issuer to offer 
the benefit, consistent with 42 U.S.C. 18023 (b)(a)(A)(1) and 
45 C.F.R. 156.115. 

(b) A health benefit plan may, but is not required to, 
include the following service as part of the EHB-benchmark 
package. Genetic testing of the child's father is specifically 
excluded by the base-benchmark plan, and should not be 
included in determining actuarial value. 

(c) The base-benchmark plan establishes specific limita- 
tions on services classified to the maternity and newborn cat- 
egory that conflict with state or federal law as of January 1, 
2014. The state EHB-benchmark plan requirements for these 
services are: 

(i) Maternity coverage for dependent daughters must be 
included in the EHB-benchmark plan on the same basis that 
the coverage is included for other enrollees; 
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(ii) Newborns delivered of dependent daughters must be 
covered to the same extent, and on the same basis, as new- 
borns delivered to the other enrollees under the plan. 

(d) The base-benchmark plan's limitations on services in 
this category include coverage of home birth by a midwife or 
nurse midwife only for low risk pregnancy. 

(e) State benefit requirements classified to this category 
include: 

(i) Maternity services that include diagnosis of preg- 
nancy, prenatal care, delivery, care for complications of preg- 
nancy, physician services, and hospital services (RCW 
48.43.041); 

(ii) Newborn coverage that is not less than the post-natal 
coverage for the mother, for no less than three weeks (RCW 
48.43.115); 

(iii) Prenatal diagnosis of congenital disorders by screen- 
ing/diagnostic procedures if medically necessary (RCW 
48.20.430, 48.21.244, 48.44.344, and 48.46.375). 

(5) A health benefit plan must cover "mental health and 
substance use disorder services, including behavioral health 
treatment." For purposes of determining a plan's actuarial 
value, an issuer must classify as mental health and substance 
use disorder services, including behavioral health treatment, 
the medically necessary care, treatment and services for men- 
tal health conditions and substance use disorders categorized 
in the most recent version of the Diagnostic and Statistical 
Manual of Mental Disorders (DSM), including behavioral 
health treatment for those conditions, in a substantially equal 
manner to the base-benchmark plan. 

(a) A health benefit plan must include the following ser- 
vices, which are specifically covered by the base-benchmark 
plan, and classify them as mental health and substance use 
disorder services, including behavioral health treatment: 

(i) Inpatient, residential and outpatient mental health and 
substance use disorder treatment, including partial hospital 
programs or inpatient services; 

(ii) Chemical dependency detoxification; 

Gii) Behavioral treatment for a DSM category diagnosis; 

(iv) Services provided by a licensed behavioral health 
provider for a covered diagnosis in a skilled nursing facility; 

(v) Prescription medication prescribed during an inpa- 
tient and residential course of treatment; 

(vi) Acupuncture treatment visits without application of 
the visit limitation requirements, when provided for chemical 
dependency. 

(b) A health benefit plan may, but is not required to 
include, the following services as part of the EHB-benchmark 
package. These services are specifically excluded by the 
base-benchmark plan, and should not be included in estab- 
lishing actuarial value. 

(i) Counseling in the absence of illness, other than family 
counseling when the patient is a child or adolescent with a 
covered diagnosis and the family counseling is part of the 
treatment for mental health services; 

(ii) Mental health treatment for diagnostic codes 302 
through 302.9 in the DSM-IV, or for "V code" diagnoses 
except for medically necessary services for parent-child rela- 
tional problems for children five years of age or younger, 
neglect or abuse of a child for children five years of age or 
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younger, and bereavement for children five years of age or 
younger, unless this exclusion is preempted by federal law; 

(iii) Not medically necessary court-ordered mental 
health treatment. 

(c) The base-benchmark plan establishes specific limita- 
tions on services classified to the mental health and substance 
abuse disorder services category that conflict with state or 
federal law as of January 1, 2014. The state EHB-benchmark 
plan requirements for these services are: 

(i) Coverage for eating disorder treatment must be cov- 
ered when associated with a diagnosis of a DSM categorized 
mental health condition; 

(ii) Chemical detoxification coverage must not be uni- 
formly limited to thirty days. Medical necessity, utilization 
review and criteria consistent with federal law may be 
applied by an issuer in designing coverage for this benefit; 

(iii) Mental health services and substance use disorder 
treatment must be delivered in a home health setting on parity 
with medical surgical benefits, consistent with state and fed- 
eral law. 

(d) The base-benchmark plan's visit limitations on ser- 
vices in this category include: Court ordered treatment only 
when medically necessary. 

(e) State benefit requirements classified to this category 
include: 

(i) Mental health services (RCW 48.20.580, 48.21.241, 
48.44.341, and 48.46.285); 

(ii) Chemical dependency detoxification services (RCW 
48.21.180, 48.44.240, 48.44.245, 48.46.350, and 48.46.355); 

(iii) Services delivered pursuant to involuntary commit- 
ment proceedings (RCW 48.21.242, 48.44.342, and 48.46.- 
292). 

(f) The Paul Wellstone and Pete Domenici Mental 
Health Parity and Addiction Equity Act of 2008 (Public Law 
110-343) (MHPAEA) applies to a health benefit plan subject 
to this section. Coverage of mental health and substance use 
disorder services, along with any scope and duration limits 
imposed on the benefits, must comply with the MHPAEA, 
and all rules, regulations and guidance issued pursuant to 
Section 2726 of the federal Public Health Service Act (42 
U.S.C. Sec. 300gg-26) where state law is silent, or where fed- 
eral law preempts state law. 

(6) A health benefit plan must cover "prescription drug 
services." For purposes of determining a plan's actuarial 
value, an issuer must classify as prescription drug services 
the medically necessary prescribed drugs, medication and 
drug therapies, in a manner substantially equal to the base- 
benchmark plan. 

(a) A health benefit plan must include the following ser- 
vices, which are specifically covered by the base-benchmark 
plan and classify them as prescription drug services: 

(i) Drugs and medications both generic and brand name, 
including self-administrable prescription medications, con- 
sistent with the requirements of (b) through (f) of this subsec- 
tion; 

(ii) Prescribed medical supplies, including diabetic sup- 
plies that are not otherwise covered as durable medical equip- 
ment under the rehabilitative and habilitative services cate- 
gory, including test strips, glucagon emergency kits, insulin 
and insulin syringes; 
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(iii) All FDA approved contraceptive methods, and pre- 
scription based sterilization procedures for women with 
reproductive capacity; 

(iv) Certain preventive medications including, but not 
limited to, aspirin, fluoride, and iron, and medications for 
tobacco use cessation, according to, and as recommended by, 
the United States Preventive Services Task Force, when 
obtained with a prescription order; 

(v) Medical foods to treat inborn errors of metabolism. 

(b) A health benefit plan may, but is not required to, 
include the following services as part of the EHB-benchmark 
package. These services are specifically excluded by the 
base-benchmark plan, and should not be included in estab- 
lishing actuarial value for this category: 

(i) Insulin pumps and their supplies, which are classified 
to and covered under the rehabilitation and habilitation ser- 
vices category; and 

(ii) Weight loss drugs. 

(c) The base-benchmark plan establishes specific limita- 
tions on services classified to the prescription drug services 
category that conflict with state or federal law as of January 
1, 2014. The EHB-benchmark plan requirements for these 
services are: 

(i) Preauthorized tobacco cessation products must be 
covered consistent with state and federal law; 

(ii) Medication prescribed as part of a clinical trial, 
which is not the subject of the trial, must be covered in a man- 
ner consistent with state and federal law. 

(d) The base-benchmark plan's visit limitations on ser- 
vices in this category include: 

(i) Prescriptions for self-administrable injectable medi- 
cation are limited to thirty day supplies at a time, other than 
insulin, which may be offered with more than a thirty day 
supply. This limitation is a floor, and an issuer may permit 
supplies greater than thirty days as part of its health benefit 
plan; 

(ii) Teaching doses of self-administrable injectable med- 
ications are limited to three doses per medication per lifetime. 

(e) State benefit requirements classified to this category 
include: 

(i) Medical foods to treat phenylketonuria (RCW 48.44.- 
440, 48.46.510, 48.20.520, and 48.21.300); 

(ii) Diabetes supplies ordered by the physician (RCW 
48.44.315, 48.46.272, 48.20.391, and 48.21.143). Inclusion 
of this benefit requirement does not bar issuer variation in 
diabetic supply manufacturers under its drug formulary; 

(iii) Mental health prescription drugs to the extent not 
covered under the hospitalization or skilled nursing facility 
services, or mental health and substance use disorders catego- 
ries (RCW 48.44.341, 48.46.291, 48.20.580, and 48.21.241). 

(£ An issuer's formulary is part of the prescription drug 
services category. The formulary filed with the commissioner 
must be substantially equal to the base-benchmark plan for- 
mulary, both as to U.S. Pharmacopoeia therapeutic category 
and classes covered and number of drugs in each class. If the 
base-benchmark formulary does not cover at least one drug in 
a category or class, an issuer must include at least one drug in 
the uncovered category or class. 
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(i) An issuer must file its formulary quarterly, following 
the filing instructions defined by the insurance commissioner 
in WAC 284-444-040, 284-46A-050, and 284-58-025. 

(ii) An issuer's formulary does not have to be substan- 
tially equal to the base-benchmark plan formulary in terms of 
formulary placement. 

(7) A health benefit plan must cover "rehabilitative and 
habilitative services." 

(a) For purposes of determining a plan's actuarial value, 
an issuer must classify as rehabilitative services the medi- 
cally necessary services that help a person keep, restore or 
improve skills and function for daily living that have been 
lost or impaired because a person was sick, hurt or disabled, 
in a manner substantially equal to the base-benchmark plan. 

(b) A health benefit plan must include the following ser- 
vices, which are specifically covered by the base-benchmark 
plan, and classify them as rehabilitative services: 

(i) Cochlear implants; 

(ii) In-patient rehabilitation facility and professional ser- 
vices delivered in those facilities; 

(iii) Outpatient physical therapy, occupational therapy 
and speech therapy for rehabilitative purposes; 

(iv) Braces, splints, prostheses, orthopedic appliances 
and orthotic devices, supplies or apparatuses used to support, 
align or correct deformities or to improve the function of 
moving parts; 

(v) Durable medical equipment and mobility enhancing 
equipment used to serve a medical purpose, including sales 
tax. 

(c) A health benefit plan may, but is not required to, 
include the following services as part of the EHB-benchmark 
package. These services are specifically excluded by the 
base-benchmark plan, and should not be included in estab- 
lishing actuarial value: 

(i) Off the shelf shoe inserts and orthopedic shoes; 

(ii) Exercise equipment for medically necessary condi- 
tions; 

(iii) Durable medical equipment that serves solely as a 
comfort or convenience item; and 

(iv) Hearing aids other than cochlear implants. 

(d) Supplementation: The base-benchmark plan does 
not cover certain federally required services under this cate- 
gory. A health benefit plan must cover habilitative services, 
but these services are not specifically covered in the base- 
benchmark plan. Therefore, this category is supplemented. 
The state EHB-benchmark plan requirements for habilitative 
services are: 

(i) For purposes of determining actuarial value and com- 
plying with the requirements of this section, the issuer must 
classify as habilitative services and provide coverage for the 
range of medically necessary health care services and health 
care devices designed to assist an individual in partially or 
fully developing, keeping or learning age appropriate skills 
and functioning within the individual's environment, or to 
compensate for a person's progressive physical, cognitive, 
and emotional illness. 

(ii) As a minimum level of coverage, an issuer must 
establish limitations on habilitative services on parity with 
those for rehabilitative services. A health benefit plan may 
include reference based limitations only if the limitations 
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take into account the unique needs of the individual and tar- 
get measurable, and specific treatment goals appropriate for 
the person's age, and physical and mental condition. When 
habilitative services are delivered to treat a mental health 
diagnosis categorized in the most recent version of the DSM, 
the mental health parity requirements apply and supersede 
any rehabilitative services parity limitations permitted by this 
subsection. 

(iii) A health benefit plan must not limit an enrollee's 
access to covered services on the basis that some, but not all 
of the services in a plan of treatment are provided by a public 
or government program. 

(iv) An issuer may establish utilization review guidelines 
and practice guidelines for habilitative services that are rec- 
ognized by the medical community as efficacious. The guide- 
lines must not require a return to a prior level of function. 

(v) Habilitative health care devices may be limited to 
those that require FDA approval and a prescription to dis- 
pense the device. 

(vi) Consistent with the standards in this subsection, 
speech therapy, occupational therapy, physical therapy, and 
aural therapy are habilitative services. Day habilitation ser- 
vices designed to provide training, structured activities and 
specialized assistance to adults, chore services to assist with 
basic needs, vocational or custodial services are not classified 
as habilitative services. 

(vii) An issuer must not exclude coverage for habilitative 
services received at a school-based health care center unless 
the habilitative services and devices are delivered pursuant to 
federal Individuals with Disabilities Education Act of 2004 
(IDEA) requirements and included in an individual educa- 
tional plan (IEP). 

(e) The base-benchmark plan's visit limitations on ser- 
vices in this category include: 

(i) In-patient rehabilitation facility and professional ser- 
vices delivered in those facilities are limited to thirty service 
days per calendar year; and 

(ii) Outpatient physical therapy, occupational therapy 
and speech therapy are limited to twenty-five outpatient visits 
per calendar year, on a combined basis, for rehabilitative pur- 
poses. 

(f) State benefit requirements classified to this category 
include: 

(i) State sales tax for durable medical equipment; and 

(i1) Coverage of diabetic supplies and equipment (RCW 
48.44.315, 48.46.272, 48.20.391, and 48.21.143). 

(g) An issuer must not classify services to the rehabilita- 
tive services category if the classification results in a limita- 
tion of coverage for therapy that is medically necessary for an 
enrollee's treatment for cancer, chronic pulmonary or respira- 
tory disease, cardiac disease or other similar chronic condi- 
tions or diseases. For purposes of this subsection, an issuer 
must establish limitations on the number of visits and cover- 
age of the rehabilitation therapy consistent with its medical 
necessity and utilization review guidelines for medical/surgi- 
cal benefits. Examples of these are, but are not limited to, 
breast cancer rehabilitation therapy, respiratory therapy, and 
cardiac rehabilitation therapy. Such services may be classi- 
fied to the ambulatory patient or hospitalization services cat- 
egories for purposes of determining actuarial value. 
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(8) A health plan must cover "laboratory services." For 
purposes of determining actuarial value, an issuer must clas- 
sify as laboratory services the medically necessary laboratory 
services and testing, including those performed by a licensed 
provider to determine differential diagnoses, conditions, out- 
comes and treatment, and including blood and blood services, 
storage and procurement, and ultrasound, X ray, MRI, CAT 
scan and PET scans, in a manner substantially equal to the 
base-benchmark plan. 

(a) A health benefit plan must include the following ser- 
vices, which are specifically covered by the base-benchmark 
plan, and classify them as laboratory services: 

(i) Laboratory services, supplies and tests, including 
genetic testing; 

(ii) Radiology services, including X ray, MRI, CAT 
scan, PET scan, and ultrasound imaging; 

Gii) Blood, blood products, and blood storage, including 
the services and supplies of a blood bank. 

(b) A health benefit plan may, but is not required to, 
include the following services as part of the EHB-benchmark 
package. An enrollee's not medically indicated procurement 
and storage of personal blood supplies provided by a member 
of the enrollee's family is specifically excluded by the base- 
benchmark plan, and should not be included by an issuer in 
establishing a health benefit plan's actuarial value. 

(9) A health plan must cover "preventive and wellness 
services, including chronic disease management." For pur- 
poses of determining a plan's actuarial value, an issuer must 
classify as preventative and wellness services, including 
chronic disease management, the services that identify or pre- 
vent the onset or worsening of disease or disease conditions, 
illness or injury, often asymptomatic, services that assist in 
the multidisciplinary management and treatment of chronic 
diseases, services of particular preventive or early identifica- 
tion of disease or illness of value to specific populations, such 
as women, children and seniors, in a manner substantially 
equal to the base-benchmark plan. 

(a) A health benefit plan must include the following ser- 
vices as preventive and wellness services: 

(i) Immunizations recommended by the Centers for Dis- 
ease Control's Advisory Committee on Immunization Prac- 
tices; 

(ii) Screening and tests with A and B recommendations 
by the U.S. Preventive Services Task Force for prevention 
and chronic care, for recommendations issued on or before 
the applicable plan year; 

(iii) Services, tests and screening contained in the U.S. 
Health Resources and Services Administration Bright 
Futures guidelines as set forth by the American Academy of 
Pediatricians; 

(iv) Services, tests, screening and supplies recommended 
in the U.S. Health Resources and Services Administration 
women's preventive and wellness services guidelines; 

(v) Chronic disease management services, which typi- 
cally include, but are not limited to, a treatment plan with reg- 
ular monitoring, coordination of care between multiple pro- 
viders and settings, medication management, evidence-based 
care, measuring care quality and outcomes, and support for 
patient self-management through education or tools; and 

(vi) Wellness services. 
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(b) The base-benchmark plan does not exclude any ser- 
vices that could reasonably be classified to this category. 

(c) The base-benchmark plan does not apply any limita- 
tions or scope restrictions that conflict with state or federal 
law as of January 1, 2014. 

(d) The base-benchmark plan does not establish visit 
limitations on services in this category. 

(e) State benefit requirements classified in this category 
are: 

(i) Colorectal cancer screening as set forth in RCW 
48.43.043; 

(ii) Mammogram services, both diagnostic and screening 
(RCW 48.21.225, 48.44.325, and 48.46.275); 

(iii) Prostate cancer screening (RCW 48.20.392, 
48.21.227, 48.44.327, and 48.46.277). 

(10) State benefit requirements that are limited to those 
receiving pediatric services, but that are classified to other 
categories for purposes of determining actuarial value, are: 

(a) Neurodevelopmental therapy to age six, consisting of 
physical, occupational and speech therapy and maintenance 
to restore or improve function based on developmental delay, 
which cannot be combined with rehabilitative services for the 
same condition (RCW 48.44.450, 48.46.520, and 48.21.310). 
This state benefit requirement may be classified to ambula- 
tory patient services or mental health and substance abuse 
disorder including behavioral health categories; 

(b) Congenital anomalies in newborn and dependent 
children (RCW 48.20.430, 48.21.155, 48.44.212, and 
48.46.250). This state benefit requirement may be classified 
to hospitalization, ambulatory patient services or maternity 
and newborn categories. 

(11) This section expires on December 31, 2016. 


NEW SECTION 


WAC 284-43-8781 Essential health benefit catego- 
ries. (1) A health benefit plan must cover "ambulatory patient 
services" in a manner substantially equal to the base-bench- 
mark plan. For purposes of determining a plan's actuarial 
value, an issuer must classify as "ambulatory patient ser- 
vices" those medically necessary services delivered to enroll- 
ees in settings other than a hospital or skilled nursing facility, 
which are generally recognized and accepted for diagnostic 
or therapeutic purposes to treat illness or injury. 

(a) A health benefit plan must include the following ser- 
vices, which are specifically covered by the base-benchmark 
plan, and classify them as ambulatory patient services: 

(i) Home and outpatient dialysis services; 

(ii) Hospice and home health care, including skilled 
nursing care as an alternative to hospitalization consistent 
with WAC 284-44-500, 284-46-500, and 284-96-500; 

(iii) Provider office visits and treatments, and associated 
supplies and services, including therapeutic injections and 
related supplies; 

(iv) Urgent care center visits, including provider ser- 
vices, facility costs and supplies; 

(v) Ambulatory surgical center professional services, 
including anesthesiology, professional surgical services, sur- 
gical supplies and facility costs; 
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(vi) Diagnostic procedures including colonoscopies, car- 
diovascular testing, pulmonary function studies and neurol- 
ogy/neuromuscular procedures; and 

(vii) Provider contraceptive services and supplies includ- 
ing, but not limited to, vasectomy, tubal ligation and insertion 
or extraction of FDA-approved contraceptive devices. 

(b) A health benefit plan may, but is not required to, 
include the following services as part of the EHB-benchmark 
package. The base-benchmark plan specifically excludes 
these services. If an issuer includes these benefits in a health 
plan, the issuer should not include the following benefits in 
establishing actuarial value for the ambulatory category: 

(i) Infertility treatment and reversal of voluntary steril- 
ization; 

(ii) Routine foot care for those that are not diabetic; 

(iii) Coverage of dental services following injury to 
sound natural teeth. However, health plans must cover oral 
surgery related to trauma and injury. Therefore, a plan may 
not exclude services or appliances necessary for or resulting 
from medical treatment if the service is either emergency in 
nature or requires extraction of teeth to prepare the jaw for 
radiation treatments of neoplastic disease; 

(iv) Private duty nursing for hospice care and home 
health care, to the extent consistent with state and federal 
law; 

(v) Adult dental care and orthodontia delivered by a den- 
tist or in a dentist's office; 

(vi) Nonskilled care and help with activities of daily liv- 
ing; 

(vii) Hearing care, routine hearing examinations, pro- 
grams or treatment for hearing loss including, but not limited 
to, externally worn or surgically implanted hearing aids, and 
the surgery and services necessary to implant them. How- 
ever, plans must cover cochlear implants and hearing screen- 
ing tests that are required under the preventive services cate- 
gory, unless coverage for these services and devices are 
required as part of and classified to another essential health 
benefits category; and 

(viii) Obesity or weight reduction or control other than 
covered nutritional counseling. 

(c) The base-benchmark plan's visit limitations on ser- 
vices in the ambulatory patient services category include: 

(i) Ten spinal manipulation services per calendar year 
without referral; 

(ii) Twelve acupuncture services per calendar year with- 
out referral; 

(iii) Fourteen days respite care on either an inpatient or 
outpatient basis for hospice patients, per lifetime; and 

(iv) One hundred thirty visits per calendar year for home 
health care. 

(d) State benefit requirements classified to the ambula- 
tory patient services category are: 

(i) Chiropractic care (RCW 48.44.310); 

(ii) TMJ disorder treatment (RCW 48.21.320, 48.44.460, 
and 48.46.530); and 

Gii) Diabetes-related care and supplies (RCW 48.20.391, 
48.21.143, 48.44.315, and 48.46.272). 

(2) A health benefit plan must cover "emergency medi- 
cal services" in a manner substantially equal to the base- 
benchmark plan. For purposes of determining a plan's actuar- 
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ial value, an issuer must classify as emergency medical ser- 
vices the care and services related to an emergency medical 
condition. 

(a) A health benefit plan must include the following ser- 
vices which are specifically covered by the base-benchmark 
plan and classify them as emergency services: 

(i) Ambulance transportation to an emergency room and 
treatment provided as part of the ambulance service; 

(ii) Emergency room and department based services, 
supplies and treatment, including professional charges, facil- 
ity costs, and outpatient charges for patient observation and 
medical screening exams required to stabilize a patient expe- 
riencing an emergency medical condition; 

(iii) Prescription medications associated with an emer- 
gency medical condition, including those purchased in a for- 
eign country. 

(b) The base-benchmark plan does not specifically 
exclude services classified to the emergency medical services 
category. 

(c) The base-benchmark plan does not establish visit lim- 
itations on services in the emergency medical services cate- 
gory. 

(d) State benefit requirements classified to the emer- 
gency medical services category include services necessary 
to screen and stabilize a covered person (RCW 48.43.093). 

(3) A health benefit plan must cover "hospitalization" in 
a manner substantially equal to the base-benchmark plan. For 
purposes of determining a plan's actuarial value, an issuer 
must classify as hospitalization services the medically neces- 
sary services delivered in a hospital or skilled nursing setting 
including, but not limited to, professional services, facility 
fees, supplies, laboratory, therapy or other types of services 
delivered on an inpatient basis. 

(a) A health benefit plan must include the following ser- 
vices which are specifically covered by the base-benchmark 
plan and classify them as hospitalization services: 

(i) Hospital visits, facility costs, provider and staff ser- 
vices and treatments delivered during an inpatient hospital 
stay, including inpatient pharmacy services; 

(ii) Skilled nursing facility costs, including professional 
services and pharmacy services and prescriptions filled in the 
skilled nursing facility pharmacy; 

(iii) Transplant services, supplies and treatment for 
donors and recipients, including the transplant or donor facil- 
ity fees performed in either a hospital setting or outpatient 
setting; 

(iv) Dialysis services delivered in a hospital; 

(v) Artificial organ transplants based on an issuer's med- 
ical guidelines and manufacturer recommendations; and 

(vi) Respite care services delivered on an inpatient basis 
in a hospital or skilled nursing facility. 

(b) A health benefit plan may, but is not required to, 
include the following services as part of the EHB-benchmark 
package. The base-benchmark plan specifically excludes 
these services. If an issuer includes these benefits in a health 
plan, the issuer should not include the following benefits in 
establishing actuarial value for the hospitalization category: 

(i) Hospitalization where mental illness is the primary 
diagnosis to the extent that it is classified under the mental 
health and substance use disorder benefits category; 
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(ii) Cosmetic or reconstructive services and supplies 
except in the treatment of a congenital anomaly, to restore a 
physical bodily function lost as a result of injury or illness, or 
related to breast reconstruction following a medically neces- 
sary mastectomy; 

(iii) The following types of surgery: 

(A) Bariatric surgery and supplies; 

(B) Orthognathic surgery and supplies unless due to tem- 
poromandibular joint disorder or injury, sleep apnea or con- 
genital anomaly. 

(iv) Reversal of sterilizations; and 

(v) Surgical procedures to correct refractive errors, astig- 
matism or reversals or revisions of surgical procedures which 
alter the refractive character of the eye. 

(c) The base-benchmark plan establishes specific limita- 
tions on services classified to the hospitalization category 
that conflict with state or federal law as of January 1, 2017, 
and should not be included in essential health benefit plans: 

(i) The base-benchmark plan allows a waiting period for 
transplant services; and 

(ii) The base-benchmark plan excludes coverage for sex- 
ual reassignment treatment, surgery, or counseling services. 
Health plans must cover such services consistent with 42 
U.S.C. 18116, Section 1557, RCW 48.30.300 and 49.60.040. 

(d) The base-benchmark plan's visit limitations on ser- 
vices in the hospitalization category include: 

(i) Sixty inpatient days per calendar year for illness, 
injury or physical disability in a skilled nursing facility; 

(ii) Thirty inpatient rehabilitation service days per calen- 
dar year. For purposes of determining actuarial value, this 
benefit may be classified to the hospitalization category or to 
the rehabilitation services category, but not to both. 

(e) State benefit requirements classified to the hospital- 
ization category are: 

(i) General anesthesia and facility charges for dental pro- 
cedures for those who would be at risk if the service were per- 
formed elsewhere and without anesthesia (RCW 48.43.185); 

(i1) Reconstructive breast surgery resulting from a mas- 
tectomy that resulted from disease, illness or injury (RCW 
48.20.395, 48.21.230, 48.44.330, and 48.46.280); 

(iii) Coverage for treatment of temporomandibular joint 
disorder (RCW 48.21.320, 48.44.460, and 48.46.530); and 

(iv) Coverage at a long-term care facility following hos- 
pitalization (RCW 48.43.125). 

(4) A health benefit plan must cover "maternity and new- 
born services" in a manner substantially equal to the base- 
benchmark plan. For purposes of determining a plan's actuar- 
ial value, an issuer must classify as maternity and newborn 
services the medically necessary care and services delivered 
to women during pregnancy and in relation to delivery and 
recovery from delivery and to newborn children. 

(a) A health benefit plan must cover the following ser- 
vices which are specifically covered by the base-benchmark 
plan and classify them as maternity and newborn services: 

(i) In utero treatment for the fetus; 

(ii) Vaginal or cesarean childbirth delivery in a hospital 
or birthing center, including facility fees; 

(iii) Nursery services and supplies for newborns, includ- 
ing newly adopted children; 

(iv) Infertility diagnosis; 
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(v) Prenatal and postnatal care and services, including 
screening; 

(vi) Complications of pregnancy such as, but not limited 
to, fetal distress, gestational diabetes, and toxemia; and 

(vii) Termination of pregnancy. Termination of preg- 
nancy may be included in an issuer's essential health benefits 
package, but nothing in this section requires an issuer to offer 
the benefit, consistent with 42 U.S.C. 18023 (b)(a)(A)(1) and 
45 C.F.R. 156.115. 

(b) A health benefit plan may, but is not required to, 
include genetic testing of the child's father as part of the 
EHB-benchmark package. The base-benchmark plan specifi- 
cally excludes this service. If an issuer covers this benefit, the 
issuer may not include this benefit in establishing actuarial 
value for the maternity and newborn category. 

(c) The base-benchmark plan's limitations on services in 
the maternity and newborn services category include cover- 
age of home birth by a midwife or nurse midwife only for low 
risk pregnancy. 

(d) State benefit requirements classified to the maternity 
and newborn services category include: 

(i) Maternity services that include diagnosis of preg- 
nancy, prenatal care, delivery, care for complications of preg- 
nancy, physician services, and hospital services (RCW 
48.43.041); 

(ii) Newborn coverage that is not less than the postnatal 
coverage for the mother, for no less than three weeks (RCW 
48.43.115); and 

(iii) Prenatal diagnosis of congenital disorders by screen- 
ing/diagnostic procedures if medically necessary (RCW 
48.20.430, 48.21.244, 48.44.344, and 48.46.375). 

(5) A health benefit plan must cover "mental health and 
substance use disorder services, including behavioral health 
treatment" in a manner substantially equal to the base-bench- 
mark plan. For purposes of determining a plan's actuarial 
value, an issuer must classify as mental health and substance 
use disorder services, including behavioral health treatment, 
the medically necessary care, treatment and services for men- 
tal health conditions and substance use disorders categorized 
in the most recent version of the Diagnostic and Statistical 
Manual of Mental Disorders (DSM), including behavioral 
health treatment for those conditions. 

(a) A health benefit plan must include the following ser- 
vices, which are specifically covered by the base-benchmark 
plan, and classify them as mental health and substance use 
disorder services, including behavioral health treatment: 

(i) Inpatient, residential, and outpatient mental health 
and substance use disorder treatment, including diagnosis, 
partial hospital programs or inpatient services; 

(ii) Chemical dependency detoxification; 

Gii) Behavioral treatment for a DSM category diagnosis; 

(iv) Services provided by a licensed behavioral health 
provider for a covered diagnosis in a skilled nursing facility; 

(v) Prescription medication including medications pre- 
scribed during an inpatient and residential course of treat- 
ment; 

(vi) Acupuncture treatment visits without application of 
the visit limitation requirements, when provided for chemical 
dependency. 
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(b) A health benefit plan may, but is not required to, 
include the following services as part of the EHB-benchmark 
package. The base-benchmark plan specifically excludes 
these services. If an issuer includes these benefits in a health 
plan, the issuer may not include these benefits in establishing 
actuarial value for the category of mental health and sub- 
stance use disorder services including behavioral health treat- 
ment: 

(i) Counseling in the absence of illness, other than family 
counseling when the patient is a child or adolescent with a 
covered diagnosis and the family counseling is part of the 
treatment for mental health services; 

(ii) Mental health treatment for diagnostic codes 302 
through 302.9 in the DSM-IV, or for "V code" diagnoses 
except for medically necessary services for parent-child rela- 
tional problems for children five years of age or younger, 
neglect or abuse of a child for children five years of age or 
younger, bereavement for children five years of age or 
younger, and gender identity disorder consistent with 42 
U.S.C. 18116, Section 1557, RCW 48.30.300 and 49.60.040, 
unless this exclusion is preempted by federal law; and 

(iii) Court-ordered mental health treatment which is not 
medically necessary. 

(c) The base-benchmark plan establishes specific limita- 
tions on services classified to the mental health and substance 
abuse disorder services category that conflict with state or 
federal law as of January 1, 2017. The state EHB-benchmark 
plan requirements for these services are: The base-bench- 
mark plan does not provide coverage for mental health ser- 
vices and substance use disorder treatment delivered in a 
home health setting in parity with medical surgical benefits 
consistent with state and federal law. Health plans must cover 
mental health services and substance use disorder treatment 
that is delivered in a home health setting in parity with medi- 
cal surgical benefits, consistent with state and federal law. 

(d) The base-benchmark plan's visit limitations on ser- 
vices in this category include court-ordered treatment only 
when medically necessary. 

(e) State benefit requirements classified to this category 
include: 

(i) Mental health services (RCW 48.20.580, 48.21.241, 
48.44.341, and 48.46.285); 

(ii) Chemical dependency detoxification services (RCW 
48.21.180, 48.44.240, 48.44.245, 48.46.350, and 48.46.355); 
and 

(iii) Services delivered pursuant to involuntary commit- 
ment proceedings (RCW 48.21.242, 48.44.342, and 48.46.- 
292). 

(f) The Paul Wellstone and Pete Domenici Mental 
Health Parity and Addiction Equity Act of 2008 (Public Law 
110-343) (MHPAEA) applies to a health benefit plan subject 
to this section. Coverage of mental health and substance use 
disorder services, along with any scope and duration limits 
imposed on the benefits, must comply with the MHPAEA, 
and all rules, regulations and guidance issued pursuant to 
Section 2726 of the federal Public Health Service Act (42 
U.S.C. Sec. 300gg-26) including where state law is silent, or 
where federal law preempts state law. 

(6) A health benefit plan must cover "prescription drug 
services" in a manner substantially equal to the base-bench- 
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mark plan. For purposes of determining a plan's actuarial 
value, an issuer must classify as prescription drug services 
medically necessary prescribed drugs, medication and drug 
therapies. 

(a) A health benefit plan must include the following ser- 
vices, which are specifically covered by the base-benchmark 
plan, and classify them as prescription drug services: 

(i) Drugs and medications both generic and brand name, 
including self-administrable prescription medications, con- 
sistent with the requirements of (b) through (e) of this subsec- 
tion; 

(ii) Prescribed medical supplies, including diabetic sup- 
plies that are not otherwise covered as durable medical equip- 
ment under the rehabilitative and habilitative services cate- 
gory, including test strips, glucagon emergency kits, insulin 
and insulin syringes; 

(iii) All FDA-approved contraceptive methods, and pre- 
scription-based sterilization procedures for women with 
reproductive capacity; 

(iv) Certain preventive medications including, but not 
limited to, aspirin, fluoride, and iron, and medications for 
tobacco use cessation, according to, and as recommended by, 
the United States Preventive Services Task Force, when 
obtained with a prescription order; and 

(v) Medical foods to treat inborn errors of metabolism in 
accordance with RCW 48.44.440, 48.46.510, 48.20.520, 
48.21.300, and 48.43.176. 

(b) A health benefit plan may, but is not required to, 
include the following services as part of the EHB-benchmark 
package. The base-benchmark plan specifically excludes 
these services for the prescription drug services category. If 
an issuer includes these services, the issuer may not include 
the following benefits in establishing actuarial value for the 
prescription drug services category: 

(i) Insulin pumps and their supplies, which are classified 
to and covered under the rehabilitation and habilitation ser- 
vices category; and 

(ii) Weight loss drugs. 

(c) The base-benchmark plan's visit limitations on ser- 
vices in the prescription drug services category include: 

(i) Prescriptions for self-administrable injectable medi- 
cation are limited to thirty day supplies at a time, other than 
insulin, which may be offered with more than a thirty day 
supply. This limitation is a floor, and an issuer may permit 
supplies greater than thirty days as part of its health benefit 
plan; 

(ii) Teaching doses of self-administrable injectable med- 
ications are limited to three doses per medication per lifetime. 

(d) State benefit requirements classified to the prescrip- 
tion drug services category include: 

(i) Medical foods to treat inborn errors of metabolism 
(RCW 48.44.440, 48.46.510, 48.20.520, 48.21.300, and 
48.43.176); 

(ii) Diabetes supplies ordered by the physician (RCW 
48.44.315, 48.46.272, 48.20.391, and 48.21.143). Inclusion 
of this benefit requirement does not bar issuer variation in 
diabetic supply manufacturers under its drug formulary; 

(iii) Mental health prescription drugs to the extent not 
covered under the hospitalization or skilled nursing facility 
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services, or mental health and substance use disorders catego- 
ries (RCW 48.44.341, 48.46.291, 48.20.580, and 48.21.241); 

(e) An issuer's formulary is part of the prescription drug 
services category. The formulary filed with the commissioner 
must be substantially equal to the base-benchmark plan for- 
mulary, both as to U.S. Pharmacopoeia therapeutic category 
and classes covered and number of drugs in each class. If the 
base-benchmark plan formulary does not cover at least one 
drug in a category or class, an issuer must include at least one 
drug in the uncovered category or class. 

(i) An issuer must file its formulary quarterly, following 
the filing instructions defined by the insurance commissioner 
in WAC 284-44A-040, 284-46A-050, and 284-58-025. 

Gi) An issuer's formulary does not have to be substan- 
tially equal to the base-benchmark plan formulary in terms of 
formulary placement. 

(7) A health benefit plan must cover "rehabilitative and 
habilitative services" in a manner substantially equal to the 
base-benchmark plan. 

(a) For purposes of determining a plan's actuarial value, 
an issuer must classify as rehabilitative services the medi- 
cally necessary services that help a person keep, restore or 
improve skills and function for daily living that have been 
lost or impaired because a person was sick, hurt or disabled. 

(b) A health benefit plan must include the following ser- 
vices, which are specifically covered by the base-benchmark 
plan, and classify them as rehabilitative services: 

(i) Cochlear implants; 

(ii) Inpatient rehabilitation facilities and professional 
services delivered in those facilities; 

(iii) Outpatient physical therapy, occupational therapy 
and speech therapy for rehabilitative purposes; 

(iv) Braces, splints, prostheses, orthopedic appliances 
and orthotic devices, supplies or apparatus used to support, 
align or correct deformities or to improve the function of 
moving parts; and 

(v) Durable medical equipment and mobility enhancing 
equipment used to serve a medical purpose, including sales 
tax. 

(c) A health benefit plan may, but is not required to, 
include the following services as part of the EHB-benchmark 
package. The base-benchmark plan specifically excludes 
these services. If an issuer includes the following benefits in 
a health plan, the issuer may not include these benefits in 
establishing actuarial value for the rehabilitative and habilita- 
tive services category: 

(i) Off-the-shelf shoe inserts and orthopedic shoes; 

(ii) Exercise equipment for medically necessary condi- 
tions; 

(iii) Durable medical equipment that serves solely as a 
comfort or convenience item; and 

(iv) Hearing aids other than cochlear implants. 

(d) For purposes of determining a plan's actuarial value, 
an issuer must classify as habilitative services the range of 
medically necessary health care services and health care 
devices designed to assist a person to keep, learn or improve 
skills and functioning for daily living. Examples include ser- 
vices for a child who isn't walking or talking at the expected 
age, or services to assist with keeping or learning skills and 
functioning within an individual's environment, or to com- 
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pensate for a person's progressive physical, cognitive, and 
emotional illness. These services may include physical and 
occupational therapy, speech-language pathology and other 
services for people with disabilities in a variety of inpatient or 
outpatient settings. 

(i) As a minimum level of coverage, an issuer must 
establish limitations on habilitative services on parity with 
those for rehabilitative services. A health benefit plan may 
include such limitations only if the limitations take into 
account the unique needs of the individual and target measur- 
able, and specific treatment goals appropriate for the person's 
age and physical and mental condition. When habilitative ser- 
vices are delivered to treat a mental health diagnosis catego- 
rized in the most recent version of the DSM, the mental 
health parity requirements apply and supersede any rehabili- 
tative services parity limitations permitted by this subsection. 

(ii) A health benefit plan must not limit an enrollee's 
access to covered services on the basis that some, but not all, 
of the services in a plan of treatment are provided by a public 
or government program. 

(iii) An issuer may establish utilization review guide- 
lines and practice guidelines for habilitative services that are 
recognized by the medical community as efficacious. The 
guidelines must not require a return to a prior level of func- 
tion. 

(iv) Habilitative health care devices may be limited to 
those that require FDA approval and a prescription to dis- 
pense the device. 

(v) Consistent with the standards in this subsection, 
speech therapy, occupational therapy, physical therapy, and 
aural therapy are habilitative services. Day habilitation ser- 
vices designed to provide training, structured activities and 
specialized assistance to adults, chore services to assist with 
basic needs, vocational or custodial services are not classified 
as habilitative services. 

(vi) An issuer must not exclude coverage for habilitative 
services received at a school-based health care center unless 
the habilitative services and devices are delivered pursuant to 
federal Individuals with Disabilities Education Act of 2004 
(IDEA) requirements and included in an individual educa- 
tional plan (IEP). 

(e) The base-benchmark plan's visit limitations on ser- 
vices in the rehabilitative and habilitative services category 
include: 

(i) Inpatient rehabilitation facilities and professional ser- 
vices delivered in those facilities are limited to thirty service 
days per calendar year; and 

(ii) Outpatient physical therapy, occupational therapy 
and speech therapy are limited to twenty-five outpatient visits 
per calendar year, on a combined basis, for rehabilitative pur- 
poses. 

(f) State benefit requirements classified to this category 
include: 

(i) State sales tax for durable medical equipment; and 

Gii) Coverage of diabetic supplies and equipment (RCW 
48.44.315, 48.46.272, 48.20.391, and 48.21.143). 

(g) An issuer must not classify services to the rehabilita- 
tive services category if the classification results in a limita- 
tion of coverage for therapy that is medically necessary for an 
enrollee's treatment for cancer, chronic pulmonary or respira- 
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tory disease, cardiac disease or other similar chronic condi- 
tions or diseases. For purposes of this subsection, an issuer 
must establish limitations on the number of visits and cover- 
age of the rehabilitation therapy consistent with its medical 
necessity and utilization review guidelines for medical/surgi- 
cal benefits. Examples of these are, but are not limited to, 
breast cancer rehabilitation therapy, respiratory therapy, and 
cardiac rehabilitation therapy. Such services may be classi- 
fied to the ambulatory patient or hospitalization services cat- 
egories for purposes of determining actuarial value. 

(8) A health plan must cover "laboratory services" in a 
manner substantially equal to the base-benchmark plan. For 
purposes of determining actuarial value, an issuer must clas- 
sify as laboratory services the medically necessary laboratory 
services and testing, including those performed by a licensed 
provider to determine differential diagnoses, conditions, out- 
comes and treatment, and including blood and blood services, 
storage and procurement, and ultrasound, X ray, MRI, CAT 
scan and PET scans. 

(a) A health benefit plan must include the following ser- 
vices, which are specifically covered by the base-benchmark 
plan, and classify them as laboratory services: 

(i) Laboratory services, supplies and tests, including 
genetic testing; 

(ii) Radiology services, including X ray, MRI, CAT 
scan, PET scan, and ultrasound imaging; and 

(iii) Blood, blood products, and blood storage, including 
the services and supplies of a blood bank. 

(b) A health benefit plan may, but is not required to, 
include the following services as part of the EHB-benchmark 
package. The base- benchmark plan specifically excludes 
procurement and storage of personal blood supplies provided 
by a member of the enrollee's family when this service is not 
medically indicated. If an issuer includes this benefit in a 
health plan, the issuer may not include this benefit in estab- 
lishing the health plan's actuarial value. 

(9) A health plan must cover "preventive and wellness 
services, including chronic disease management" in a manner 
substantially equal to the base-benchmark plan. For purposes 
of determining a plan's actuarial value, an issuer must classify 
as preventive and wellness services, including chronic dis- 
ease management, the services that identify or prevent the 
onset or worsening of disease or disease conditions, illness or 
injury, often asymptomatic; services that assist in the multi- 
disciplinary management and treatment of chronic diseases; 
and services of particular preventative or early identification 
of disease or illness of value to specific populations, such as 
women, children and seniors. 

(a) If a plan does not have in its network a provider who 
can perform the particular service, then the plan must cover 
the item or service when performed by an out-of-network 
provider and must not impose cost-sharing with respect to the 
item or service. In addition, a health plan must not limit sex- 
specific recommended preventive services based on an indi- 
vidual's sex assigned at birth, gender identity or recorded 
gender. If a provider determines that a sex-specific recom- 
mended preventive service is medically appropriate for an 
individual, and the individual otherwise satisfies the cover- 
age requirements, the plan must provide coverage without 
cost-sharing. 
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(b) A health benefit plan must include the following ser- 
vices as preventive and wellness services, including chronic 
disease management: 


(i) Immunizations recommended by the Centers for Dis- 
ease Control's Advisory Committee on Immunization Prac- 
tices; 

(ii)(A) Screening and tests for which the U.S. Preventive 
Services Task Force for Prevention and Chronic Care have 
issued A and B recommendations on or before the applicable 
plan year. 

(B) To the extent not specified in a recommendation or 
guideline, a plan may rely on the relevant evidence base and 
reasonable medical management techniques, based on neces- 
sity or appropriateness, to determine the frequency, method, 
treatment, or setting for the provision of a recommended pre- 
ventive health service; 

(iii) Services, tests and screening contained in the U.S. 
Health Resources and Services Administration ("HRSA") 
Bright Futures guidelines as set forth by the American Acad- 
emy of Pediatricians; and 

(iv) Services, tests, screening and supplies recommended 
in the HRSA women's preventive and wellness services 
guidelines: 

(A) If the plan covers children under the age of nineteen, 
or covers dependent children age nineteen or over who are on 
the plan pursuant to RCW 48.44.200, 48.44.210, or 48.46.- 
320, the plan must provide the child with the full range of rec- 
ommended preventive services suggested under HRSA 
guidelines for the child's age group without cost-sharing. Ser- 
vices provided in this regard may be combined in one visit as 
medically appropriate or may be spread over more than one 
visit, without incurring cost-sharing, as medically appropri- 
ate; and 

(B) A plan may use reasonable medical management 
techniques to determine the frequency, method, treatment or 
setting for a recommended preventive service, including pro- 
viding multiple prevention and screening services at a single 
visit or across multiple visits. 

(v) Chronic disease management services, which typi- 
cally include, but are not limited to, a treatment plan with reg- 
ular monitoring, coordination of care between multiple pro- 
viders and settings, medication management, evidence-based 
care, measuring care quality and outcomes, and support for 
patient self-management through education or tools; and 

(vi) Wellness services. 

(c) The base-benchmark plan does not specifically 
exclude any services that could reasonably be classified to 
this category. 

(d) The base-benchmark plan does not establish visit 
limitations on services in this category. 

(e) State benefit requirements classified in this category 
are: 

(i) Colorectal cancer screening as set forth in RCW 
48.43.043; 

(ii) Mammogram services, both diagnostic and screening 
(RCW 48.21.225, 48.44.325, and 48.46.275); and 

(iii) Prostate cancer screening (RCW 48.20.392, 48.21.- 
227, 48.44.327, and 48.46.277). 
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(10) Some state benefit requirements are limited to those 
receiving pediatric services, but are classified to other catego- 
ries for purposes of determining actuarial value. 

(a) These benefits include: 

(i) Neurodevelopmental therapy, consisting of physical, 
occupational and speech therapy and maintenance to restore 
or improve function based on developmental delay, which 
cannot be combined with rehabilitative services for the same 
condition (RCW 48.44.450, 48.46.520, and 48.21.310). This 
state benefit requirement may be classified to ambulatory 
patient services or mental health and substance abuse disor- 
der including behavioral health categories; and 

(ii) Treatment of congenital anomalies in newborn and 
dependent children (RCW 48.20.430, 48.21.155, 48.44.212, 
and 48.46.250). This state benefit requirement may be classi- 
fied to hospitalization, ambulatory patient services or mater- 
nity and newborn categories. 


(b) The base-benchmark plan contains limitations or 
scope restrictions that conflict with state or federal law as of 
January 1, 2017. Specifically, the plan covers outpatient neu- 
rodevelopmental therapy services only for persons age six 
and under. Health plans must cover medically necessary neu- 
rodevelopmental therapy for any DSM diagnosis without 
blanket exclusions. 


(11) Issuers must know and apply relevant guidance, 
clarifications and expectations issued by federal governmen- 
tal agencies regarding essential health benefits. Such clarifi- 
cations may include, but are not limited to, Affordable Care 
Act implementation and frequently asked questions jointly 
issued by the U.S. Department of Health and Human Ser- 
vices, the U.S. Department of Labor and the U.S. Department 
of the Treasury. 

(12) This section applies to health plans that have an 
effective date of January 1, 2017, or later. 


AMENDATORY SECTION (Amending WSR 14-09-080, 
filed 4/18/14, effective 5/19/14) 


WAC 284-43-879 Essential health benefit category— 
Pediatric oral services. A health benefit plan must include 
"pediatric dental benefits" in its essential health benefits 
package. Pediatric dental benefits means coverage for the 
oral services listed in subsection (3) of this section, delivered 
to those under age nineteen. 

(1) For benefit years beginning January 1, 2015, a health 
benefit plan must include pediatric dental benefits as an 
embedded set of benefits, or through a combination of a 
health benefit plan and a stand-alone dental plan that includes 
pediatric dental benefits certified as a qualified dental plan. 
For a health benefit plan certified by the health benefit 
exchange as a qualified health plan, this requirement is met if 
a stand-alone dental plan meeting the requirements of subsec- 
tion (3) of this section is offered in the health benefit 
exchange for that benefit year. 

(2) The requirements of WAC 284-43-878 and 284-43- 
880 are not applicable to the stand-alone dental plan. A health 
benefit plan may, but is not required to, include the following 
services as part of the EHB-benchmark package. The supple- 
mental base-benchmark plan specifically excludes oral 
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implants, and an issuer should not include benefits for oral 
implants in establishing a plan's actuarial value. 

(3) Supplementation: The base-benchmark plan covers 
pediatric services for the categories set forth in WAC 284-43- 
878, but does not cover pediatric oral services. Because the 
base-benchmark plan does not cover pediatric oral benefits, 
the state EHB-benchmark plan requirements are supple- 
mented for pediatric oral benefits. The Washington state 
CHIP plan is designated as the supplemental base-benchmark 
plan for pediatric dental benefits. A health plan issuer must 
offer coverage for and classify the following pediatric oral 
services as pediatric dental benefits in a manner substantially 
equal to the supplemental base-benchmark plan: 

(a) Diagnostic services; 

(b) Preventive care; 

(c) Restorative care; 

(d) Oral surgery and reconstruction to the extent not cov- 
ered under the hospitalization benefit; 

(e) Endodontic treatment; 

(f) Periodontics; 

(g) Crown and fixed bridge; 

(h) Removable prosthetics; and 

(i) Medically necessary orthodontia. 

(4) The supplemental base-benchmark plan's visit limita- 
tions on services in this category are: 

(a) Diagnostic exams once every six months, beginning 
before one year of age; 

(b) Bitewing X ray once a year; 

(c) Panoramic X rays once every three years; 

(d) Prophylaxis every six months beginning at age six 
months; 

(e) Fluoride three times in a twelve-month period for 
ages six and under; two times in a twelve-month period for 
ages seven and older; three times in a twelve-month period 
during orthodontic treatment; sealant once every three years 
for occlusal surfaces only; oral hygiene instruction two times 
in twelve months for ages eight and under if not billed on the 
same day as a prophylaxis treatment; 

(f) Every two years for the same restoration (fillings); 

(g) Frenulectomy or frenuloplasty covered for ages six 
and under without prior authorization; 

(h) Root canals on baby primary posterior teeth only; 

(i) Root canals on permanent anterior, bicuspid and 
molar teeth, excluding teeth 1, 16, 17 and 32; 

(j) Periodontal scaling and root planing once per quad- 
rant in a two-year period for ages thirteen and older, with 
prior authorization; 

(k) Periodontal maintenance once per quadrant in a 
twelve-month period for ages thirteen and older, with prior 
authorization; 

(1) Stainless steel crowns for primary anterior teeth once 
every three years; if age thirteen and older with prior authori- 
zation; 

(m) Stainless steel crowns for permanent posterior teeth 
once every three years; 

(n) Metal/porcelain crowns and porcelain crowns on 
anterior teeth only, with prior authorization; 

(0) Space maintainers for missing primary molars A, B, 
I, J, K, L, S, and T; 
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(p) One resin based partial denture, if provided at least 
three years after the seat date; 

(q) One complete denture upper and lower, and one 
replacement denture per lifetime after at least five years from 
the seat date; 

(r) Rebasing and relining of complete or partial dentures 
once in a three-year period, if performed at least six months 
from the seat date. 

(5) This section expires on December 31, 2016. 


NEW SECTION 


WAC 284-43-8791 Essential health benefit cate- 
gory—Pediatric oral services. A health benefit plan must 
include "pediatric dental benefits" in its essential health ben- 
efits package. Pediatric dental benefits means coverage for 
the oral services listed in subsection (3) of this section, deliv- 
ered to those under age nineteen. Plans must provide this cov- 
erage for enrollees until at least the end of the month in which 
the enrollee turns age nineteen. 

(1) For benefit years beginning January 1, 2017, a health 
benefit plan must include pediatric dental benefits as an 
embedded set of benefits, or through a combination of a 
health benefit plan and a stand-alone dental plan that includes 
pediatric dental benefits certified as a qualified dental plan. 
For a health benefit plan certified by the health benefit 
exchange as a qualified health plan, this requirement is met if 
a stand-alone dental plan meeting the requirements of subsec- 
tion (4) of this section is offered in the health benefit 
exchange for that benefit year. 

(2) The requirements of WAC 284-43-8781 and 284-43- 
8801 are not applicable to the stand-alone dental plan. 

(3) A health benefit plan may, but is not required to, 
include the following services as part of the EHB-benchmark 
package. The base-benchmark plan specifically excludes oral 
implants, and an issuer should not include benefits for oral 
implants in establishing a plan's actuarial value. 

(4) The base-benchmark plan covers pediatric services 
for the categories set forth in WAC 284-43-8781 and covers 
pediatric oral services. The designated base-benchmark plan 
for pediatric dental benefits consists of the benefits and ser- 
vices covered by health care service contractor Regence Blue 
Shield as the Regence Direct Gold small group plan policy 
form, policy form number WW0114CCONMSD, and certifi- 
cate form number WW0114BPPOISD, offered during the 
first quarter of 2014 (SERFF filing number RGWA- 
128968362). A health plan issuer must offer coverage for and 
classify the following pediatric oral services as pediatric den- 
tal benefits in a manner substantially equal to the base-bench- 
mark plan: 

(a) Diagnostic services; 

(b) Preventive care; 

(c) Restorative care; 

(d) Oral surgery and reconstruction to the extent not cov- 
ered under the hospitalization benefit; 

(e) Endodontic treatment, not including indirect pulp 
capping; 

(f) Periodontics; 

(g) Crown and fixed bridge; 

(h) Removable prosthetics; and 
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(i) Medically necessary orthodontia. 

(5) The base-benchmark plan's visit limitations on ser- 
vices in this category are: 

(a) Diagnostic exams once every six months, beginning 
before one year of age, plus limited oral evaluations when 
necessary to evaluate for a specific dental problem or oral 
health complaint, dental emergency or referral for other treat- 
ment; 

(b) Limited visual oral assessments or screenings, lim- 
ited to two per member per calendar year, not performed in 
conjunction with other clinical oral evaluation services; 

(c) Two sets of bitewing X rays once a year for a total of 
four bitewing X rays per year; 

(d) Cephalometric films, limited to once in a two-year 
period; 

(e) Panoramic X rays once every three years; 

(f) Occlusal intraoral X rays, limited to once in a two- 
year period; 

(g) Periapical X rays not included in a complete series 
for diagnosis in conjunction with definitive treatment; 

(h) Prophylaxis every six months beginning at age six 
months; 

(i) Fluoride three times in a twelve-month period for 
ages six and under; two times in a twelve-month period for 
ages seven and older; and three times in a twelve-month 
period during orthodontic treatment; 

(j) Sealant once every three years for permanent bicus- 
pids and molars only; 

(k) Oral hygiene instruction two times in twelve months 
for ages eight and under if not billed on the same day as a pro- 
phylaxis treatment; 

(1) Restorations (fillings) on the same tooth every two 
years; 

(m) Frenulectomy or frenuloplasty covered for ages six 
and under without prior authorization; 

(n) Root canals on baby primary posterior teeth only; 

(o) Root canals on permanent anterior, bicuspid and 
molar teeth, excluding teeth 1, 16, 17, and 32; 

(p) Periodontal scaling and root planing once per quad- 
rant in a two-year period for ages thirteen and older; 

(q) Periodontal maintenance once per quadrant in a 
twelve-month period for ages thirteen and older; 

(r) Stainless steel crowns for primary anterior teeth once 
every three years, if age thirteen and older; 

(s) Stainless steel crowns for permanent posterior teeth 
once every three years; 

(t) Installation of space maintainers (fixed unilateral or 
fixed bilateral) for members twelve years of age or under, 
including: 

(i) Recementation of space maintainers; 

(ii) Removal of space maintainers; and 

(iii) Replacement space maintainers when dentally 
appropriate. 

(u) One resin-based partial denture, if provided at least 
three years after the seat date; 

(v) One complete denture upper and lower, and one 
replacement denture per lifetime after at least five years from 
the seat date; 
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(w) Rebasing and relining of complete or partial dentures 
once in a three-year period, if performed at least six months 
from the seat date. 

(6) Issuers must know and apply relevant guidance, clar- 
ifications and expectations issued by federal governmental 
agencies regarding essential health benefits. Such clarifica- 
tions may include, but are not limited to, Affordable Care Act 
implementation and frequently asked questions jointly issued 
by the U.S. Department of Health and Human Services, the 
U.S. Department of Labor and the U.S. Department of the 
Treasury. 

(7) This section applies to health plans that have an 
effective date of January 1, 2017, or later. 


AMENDATORY SECTION (Amending WSR 14-23-092, 
filed 11/19/14, effective 12/20/14) 


WAC 284-43-880 Pediatric vision services. A health 
benefit plan must include "pediatric vision services" in its 
essential health benefits package. The base-benchmark plan 
covers pediatric services for the categories set forth in WAC 
284-43-878 (1) through (9), but does not include pediatric 
vision services. Pediatric vision services are vision services 
delivered to enrollees under age nineteen. 

(1) A health benefit plan must cover pediatric vision ser- 
vices as an embedded set of services. 

(2) Supplementation: The state EHB-benchmark plan 
requirements for pediatric vision benefits must be offered at a 
substantially equal level and classified consistent with the 
designated supplemental base-benchmark plan for pediatric 
vision services, the Federal Employees Vision Plan with the 
largest enrollment and published by the U.S. Department of 
Health and Human Services at www.cciioo.cms.gov on July 
2, 2012. 

(a) The vision services included in the pediatric vision 
services category are: 

(i) Routine vision screening; and 

(ii) A comprehensive eye exam for children, including 
dilation as professionally indicated and with refraction every 
calendar year; 

(iii) One pair of prescription lenses or contacts every cal- 
endar year, including polycarbonate lenses and scratch resis- 
tant coating. Lenses may include single vision, conventional 
lined bifocal or conventional lined trifocal, or lenticular 
lenses; 

(iv) One pair of frames every calendar year. An issuer 
may establish networks or tiers of frames within their plan 
design as long as there is a base set of frames to choose from 
available without cost sharing; 

(v) Contact lenses covered once every calendar year in 
lieu of the lenses and frame benefits. Issuers must apply this 
limitation based on the manner in which the lenses must be 
dispensed. If disposable lenses are prescribed, a sufficient 
number and amount for one calendar year's equivalent must 
be covered. The benefit includes the evaluation, fitting and 
follow-up care relating to contact lenses. If determined to be 
medically necessary, contact lenses must be covered in lieu 
of eyeglasses at a minimum for the treatment of the following 
conditions: Keratoconus, pathological myopia, aphakia, 
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anisometropia, aniseikonia, aniridia, corneal disorders, post- 
traumatic disorders, and irregular astigmatism; 

(vi) Low vision optical devices including low vision ser- 
vices, training and instruction to maximize remaining usable 
vision as follows: 

(A) One comprehensive low vision evaluation every five 
years; 

(B) High power spectacles, magnifiers and telescopes as 
medically necessary, with reasonable limitations permitted; 
and 

(C) Follow-up care of four visits in any five year period, 
with prior approval. 

(b) The pediatric vision supplemental base-benchmark 
specifically excludes, and issuer must not include in its actu- 
arial value for the category: 

(i) Visual therapy, which is otherwise covered under the 
medical/surgical benefits of the plan; 

(ii) Two pairs of glasses may not be ordered in lieu of 
bifocals; 

(iii) Medical treatment of eye disease or injury, which is 
otherwise covered under the medical/surgical benefits of the 
plan; 

(iv) Nonprescription (Plano) lenses; and 

(v) Prosthetic devices and services, which are otherwise 
covered under the rehabilitative and habilitative benefit cate- 
gory. 

(3) This section expires on December 31, 2016. 


NEW SECTION 


WAC 284-43-8801 Pediatric vision services. A health 
benefit plan must include "pediatric vision services" in its 
essential health benefits package. The designated base- 
benchmark plan for pediatric vision benefits consists of the 
benefits and services covered by health care service contrac- 
tor Regence Blue Shield as the Regence Direct Gold small 
group plan policy form, policy form number WW0114CCO- 
NMSD, and certificate form number WW0114BPPOISD, 
offered during the first quarter of 2014 (SERFF filing number 
RGWA-128968362). 

(1) A health benefit plan must cover pediatric vision ser- 
vices as an embedded set of services. 

(2) For the purpose of determining a plan's actuarial 
value, an issuer must classify as pediatric vision services the 
following vision services delivered to enrollees until at least 
the end of the month in which enrollees turn age nineteen: 

(a) Routine vision screening; 

(b) A comprehensive eye exam for children, including 
dilation as professionally indicated and with refraction every 
calendar year; 

(c) One pair of prescription lenses or contacts every cal- 
endar year, including polycarbonate lenses and scratch resis- 
tant coating. Lenses may include single vision, conventional 
lined bifocal or conventional lined trifocal, or lenticular 
lenses; 

(d) One pair of frames every calendar year. An issuer 
may establish networks or tiers of frames within their plan 
design as long as there is a base set of frames to choose from 
available without cost-sharing; 
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(e) Contact lenses covered once every calendar year in 
lieu of the lenses and frame benefits. Issuers must apply this 
limitation based on the manner in which the lenses must be 
dispensed. If disposable lenses are prescribed, a sufficient 
number and amount for one calendar year's equivalent must 
be covered. The benefit includes the evaluation, fitting and 
follow-up care relating to contact lenses. If determined to be 
medically necessary, contact lenses must be covered in lieu 
of eyeglasses at a minimum for the treatment of the following 
conditions: Keratoconus, pathological myopia, aphakia, 
anisometropia, aniseikonia, aniridia, corneal disorders, post- 
traumatic disorders, and irregular astigmatism; 

(f) Low vision optical devices including low vision ser- 
vices, training and instruction to maximize remaining usable 
vision as follows: 

(i) One comprehensive low vision evaluation every five 
years; 

(ii) High power spectacles, magnifiers and telescopes as 
medically necessary, with reasonable limitations permitted; 
and 

(iii) Follow-up care of four visits in any five-year period, 
with prior approval. 

(3) The base-benchmark plan specifically excludes the 
following benefits. If an issuer includes the following bene- 
fits in a health plan, the issuer may not include these benefits 
in establishing the plan's actuarial value for the pediatric 
vision services category: 

(a) Visual therapy, which is otherwise covered under the 
medical/surgical benefits of the plan; and 

(b) Ordering two pairs of glasses in lieu of bifocals. 

(4) Issuers must know and apply relevant guidance, clar- 
ifications and expectations issued by federal governmental 
agencies regarding essential health benefits. Such clarifica- 
tions may include, but are not limited to, Affordable Care Act 
implementation and frequently asked questions jointly issued 
by the U.S. Department of Health and Human Services, the 
U.S. Department of Labor and the U.S. Department of the 
Treasury. 

(5) This section applies to health plans that have an 
effective date of January 1, 2017, or later. 
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Original Notice. 

Preproposal statement of inquiry was filed as WSR 15- 
13-111. 

Title of Rule and Other Identifying Information: 
Amends WAC 181-79A-221 and 181-79A-251. Creates new 
WAC 181-79A-2510, 181-79A-2511, and 181-79A-2512 to 
separate and clarify the residency and professional require- 
ments for teachers, principals and administrators, school 
counselors and psychologists. Provides exception for educa- 
tors taking national board assessment during the national 
board delay in revising the assessments. 
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Hearing Location(s): Red Lion at the Park, 303 West 
North Drive, Spokane, WA 99201, on September 17, 2015, at 
8:30. 

Date of Intended Adoption: September 17, 2015. 

Submit Written Comments to: David Brenna, 600 Wash- 
ington Street, Room 400, Olympia, WA 98504, e-mail 
david. brenna@k12.wa.us, fax (360) 586-4548, by September 
10, 2015. 

Assistance for Persons with Disabilities: Contact David 
Brenna by September 10, 2015, (360) 725-6238. 

Purpose of the Proposal and Its Anticipated Effects, 
Including Any Changes in Existing Rules: Changes basic for- 
mat of rules for different classes of educator licenses by 
removing sections of rule and creating new sections. 
Addresses national board effort to revise NBCT assessments, 
thus creating a problem for educators whose certificates 
expire during the delay. 

Reasons Supporting Proposal: Clarifies requirements. 
Improves structure of rules for different classes of educator. 

Statutory Authority for Adoption: Chapter 28A.410 
RCW. 

Rule is not necessitated by federal law, federal or state 
court decision. 

Name of Agency Personnel Responsible for Drafting, 
Implementation, and Enforcement: David Brenna, P.O. Box 
42736 [47236], Olympia, WA 98504, (360) 725-6238. 

No small business economic impact statement has been 
prepared under chapter 19.85 RCW. The proposed amend- 
ment does not have an impact on small business and therefore 
does not meet the requirements for a statement under RCW 
19.85.030 (1) or (2). 

A cost-benefit analysis is required under RCW 34.05.- 
328. A preliminary cost-benefit analysis may be obtained by 
contacting David Brenna, 600 Washington Street, Olympia, 
WA 98504, phone (360) 725-6238, fax (360) 586-4548, e- 
mail david.brenna@k12.wa.us. 


August 5, 2015 
David Brenna 
Senior Policy Analyst 


AMENDATORY SECTION (Amending WSR 14-24-057, 
filed 11/25/14, effective 12/26/14) 


WAC 181-79A-221 Academic and experience 
requirements for certification—School counselors and 
school psychologists. Candidates for school counselor and 
school psychologist certification shall complete the follow- 
ing requirements in addition to those set forth in WAC 181- 
79A-150 and 181-79A-226: Provided, That it shall not be 
necessary for any candidate who holds a master's or doctorate 
degree to obtain the specified master's degree if the candidate 
provides satisfactory evidence to the superintendent of public 
instruction that he or she has completed all course work 
requirements relevant to the required master's degree and has 
satisfactorily completed a comprehensive examination 
required in such master's degree program. This examination 
shall be an examination of a regionally accredited institution 
of higher education or the National Counselor Examination 
(NCE) of the National Board of Certified Counselors 
(NBCC) or, in the case of school psychologists, hold the 
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NCSP accreditation from the National Association of School 
Psychologists (NASP): Provided, That if any candidate has 
been awarded a master's degree without a comprehensive 
examination, the candidate, as a condition for certification, 
shall successfully complete the Praxis II exam in the appro- 
priate role. 

(1) School counselor. 

(a) Residency. 

(i) The candidate shall hold a master's degree with a 
major in counseling. 

(ii) The candidate shall have successfully completed a 
comprehensive examination of the knowledge included in the 
course work for the required master's degree. This examina- 
tion shall be a proctored examination of a regionally accred- 
ited institution of higher education or the candidate may meet 
this requirement by receiving a passing score on the Praxis II 
guidance and counseling examination. 

(b) (Continuing: 

(G) Fhe-candidate-shal held a-validinitiatortresidency 


te-chapter 181-85 WAC _oracombina- 
tron of eredits-and-cleck heurs-equivalenttethe above Such 
stady-shalt 
(A} Be-based_on the school psychologist performance 
domains inchided in WAC 181-784-270 (5 fa}: 
B) Be tal i hei -the initial 


imtherespectiverolewith-anauthorizedemployer— 


’ 
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tent—and_atteast thirty _days-_of such_employmentwiththe 
same-empleyer. 

{e))) Professional. A professional certificate can be 
earned in one of the following ways: 

(i) An individual who has successfully completed an 
approved professional certificate program shall be deemed to 
meet the requirement for professional certification. 

(ii) An individual who holds a school counseling certifi- 
cate issued by the National Board for Professional Teaching 
Standards (NBPTS) shall be deemed to have met the require- 
ment for completion of a professional certificate program, in 
recognition that NBPTS certification is issued only to indi- 
viduals who have demonstrated highly advanced skills as a 
school counselor. 

(c) Beginning with certificates first issued_or renewed 
after July 1, 2015, continuing and professional certificates for 
school counselors include a requirement for suicide preven- 
tion training per RCW 28A.410.226. 

(2) School psychologist. 

(a) Residency. 
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(i) The candidate shall hold a master's degree with a 
major or specialization in school psychology. 

(ii) The candidate shall have successfully completed a 
comprehensive examination of the knowledge included in the 
course work for the required master's degree. This examina- 
tion shall be a proctored examination of a regionally accred- 
ited institution of higher education or the candidate may meet 
this requirement by receiving a passing score on the Praxis II 
school psychology examination. 

(b) Continuing. 

(i) The candidate shall hold a valid initial or residency 
school psychologist certificate, a master's degree with a 
major or specialization in school psychology, and have com- 
pleted at least fifteen quarter (ten semester) credit hours of 
graduate course work offered by a college or university with 
a state approved school psychologist program or one hundred 
fifty clock hours of study, which meet the state continuing 
education clock hour criteria pursuant to chapter 181-85 
WAC, or a combination of credits and clock hours equivalent 
to the above. The study shall: 


(A) Be based on the school psychologist performance 
domains included in WAC 181-78A-270 (5)(a): 

(B) Be taken subsequent to the issuance of the initial or 
residency school psychologist certificate; and 


(C) Be determined in consultation with and approved by 
the candidate's employer or the administrator of a state 
approved school psychologist preparation program. 


(ii) The candidate shall provide documentation of one 
hundred eighty days or full-time equivalent or more employ- 
ment in the ((respeetive)) role of school psychologist with an 
authorized employer—i.e., school district, educational ser- 
vice district, state agency, college or university, private 
school, or private school system—and at least thirty days of 
such employment with the same employer. 


That) A, Ai individual who holds an NCSP certificate issued 
by the National Association of School Psychologists (NASP) 
shall be deemed to have met the requirement for ((eempletien 
efa)) professional ((eerttfieate-program)) certification, in 
recognition that NCSP certification is issued only to individ- 
uals who have demonstrated highly advanced skills as a 
school psychologist. 

((@))) (d) Beginning with certificates first issued or 
renewed after July 1, 2015, continuing and/or professional 
certificates for school ((eeunseters-and-seheel)) psycholo- 
gists include a requirement for suicide prevention training per 
RCW 28A.410.226. 
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AMENDATORY SECTION (Amending WSR 14-24-057, 
filed 11/25/14, effective 12/26/14) 


WAC 181-79A-251 Teacher residency and profes- 
sional certification—Renewal and reinstatement. 
((Renewatand+einstatement:)) 

(1) (Resideney-certifieate-)) Residency certificates shall 
be renewed under one of the following options: 

(a) ((Feachers: 

4))) Individuals who hold, or have held, residency certif- 
icates have the following options for renewal past the first 
three-year certificate: 

((A}Candidates)) (i) Individuals who have attempted 
and failed the professional certificate assessment are eligible 
for a two-year renewal; 

((B}-GCandidates)) (ii) Individuals who have not been 
employed or employed less than full-time as a teacher during 
the dated, three-year residency certificate may receive a two- 
year renewal by submitting an affidavit to the certification 
office confirming that they will register and submit a uniform 
assessment portfolio or they will complete assessment for 
National Board for Professional Teaching Standards ((er 
they)). Individuals not employed as a teacher may permit 
their certificate to lapse until such time they register for the 
professional certificate assessment, or the National Board 
Certification; 

(((G}Candidates)) (iii) Individuals whose three-year res- 
idency certificate has lapsed may receive a two-year renewal 
by submitting an affidavit to the certification office confirm- 
ing that they will register and submit a uniform assessment 
portfolio for the professional certificate assessment or assess- 
ment for National Board for Professional Teaching Stan- 
dards: Provided, That teachers holding certificates expiring 
in 2014, 2015, or 2016 who have completed the available sec- 
tions for the National Board Teacher Certificate may receive 
an additional two-year renewal in 2016 or 2017 to complete 
the assessment. 

((@¥)) (b) A residency certificate expires after the first 
renewal if the candidate has not registered for and submitted 
a portfolio assessment prior to June 30th of the expiration 
year, to achieve the professional certificate, Provided: When 
the first two-year renewal on residency certificates expires, 
teachers have ((twe)) three renewal options: 

((A}Feaehers)) (i) Individuals who were employed but 
failed the professional certification assessment, may receive 
a second two-year renewal; 

(((B}Feachers)) (ii) Individuals who were unemployed 
or employed less than full-time as a teacher during the first 
two-year renewal may permit their certificate to lapse ((and 
recetve-a)). Upon contracting to return to a teacher role, indi- 
viduals may apply for a final, second two-year renewal by 
submitting an affidavit to the certification office confirming 
that they will register and submit a uniform assessment port- 
folio for the professional certification assessment. 

(©) Gii) An individual who completes a National 
Board Certification assessment but does not earn National 
Board Certification, may use that completed assessment to 
((renewthe +esideney—certifieate_for two-years_in_ter of) ) 
apply for a final, second two-year renewal by submitting an 
affidavit to the certification office confirming that they will 
complete and submit their scores from the assessment for 
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National Board for Professional Teaching Standards or regis- 
ter and submit the Washington uniform assessment portfolio 
as per this section, WAC 181-79A-251. 

((G#+}-Feaehers)) (c) Individuals who hold expired resi- 
dency certificates may be reinstated by having a district 
request, under WAC 181-79A-231, a transitional certifica- 
tion not less than five years following the final residency 
expiration: Provided, That the teacher registers and passes the 
((prefessional certification -assessment)) Washington uni- 
form assessment portfolio as per this section, WAC 181-79A- 
206 or assessment for National Board for Professional Teach- 
ing Standards within two years of issuance of the transitional 
certificate. 

((G)-Feachersthat)) (d) Individuals who hold a dated 
residency certificate prior to September 2011 that have expi- 
ration dates past September 2011 are subject to the same 
renewal options as described in (a)(ii) and (iii) of this subsec- 
tion. 
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(2) ‘Teacher professional certificate. 

(a) ((Feachers- 

)-“-valid_professional certificate maybe renewed for 
additional five-year_periods by the completion of one hun- 
rod ff a i WF lefinedi 


chapte 181-85 WAC or by 


completing the_-prefessional 
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=)) Indi- 
viduals may apply their focused evaluation professional 
growth activities of the evaluation system toward the profes- 
sional growth plan for certificate renewal. 

(b) Individuals who complete the requirements of the 
annual professional growth plan to renew their professional 
certificate shall receive the equivalent of thirty hours of con- 
tinuing education credit hours. 

(c) The professional growth plans must document for- 
malized learning opportunities and professional development 
activities that relate to the standards and "career level" bench- 
marks defined in WAC 181-79A-207. 

(d) Beginning September 1, 2014, continuing education 
or professional growth plans for teachers at the elementary 
and secondary levels in STEM-related subjects must include 
a specific focus on the integration of science, technology, 
engineering, and mathematics instruction as per RCW 
28A.410.2212. This renewal requirement applies to the fol- 
lowing endorsement areas: Elementary education; early 
childhood education; middle level mathematics and science; 
secondary mathematics and science; the designated second- 
ary sciences; technology; and career and technical education 
endorsements. Certificates being renewed starting in 2019 
must demonstrate completion of at least fifteen continuing 
education credit hours, or at least one goal from an annual 
professional growth plan, with an emphasis on the integration 
of science, technology, engineering and mathematics. This 
requirement is for all professional teacher certificate holders 
regardless of date of issuance of the first professional certifi- 
cate. 

(e) Provided, That a professional certificate may be 
renewed based on the possession of a valid teaching certifi- 
cate issued by the National Board for Professional Teaching 
Standards at the time of application for the renewal of the 
professional certificate. Such renewal shall be valid for five 
years or until the expiration of the National Board Certificate, 
whichever is greater. 

(f) Provided, any educator holding a professional certifi- 
cate which requires completion of four PGPs in five years, 
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may renew the professional certificate for one time only by 
completing one hundred fifty continuing education credit 
hours as defined in chapter 181-85 WAC, or with completion 
of fifteen quarter credit hours related to job responsibilities, 


in lieu of completion of four professional growth plans as 
required by this section. Individuals with valid certificates 


must show completion of the hours as described in this sec- 
tion since the professional certificate was issued. Individuals 
with an expired professional certificate must complete the 
hours as described in this section within the five years prior to 
the date of the renewal application. Provided, That this sec- 
tion is no longer in effect after June 30, 2020. 

(g) For educators holding multiple certificates in WAC 
181-79A-251, 181-79A-2510, 181-79A-2511, or 181-79A- 
2512, or in chapter 181-85 WAC, a professional growth plan 
for teacher, administrator, or education staff associate shall 
meet the requirement for all certificates held by an individual 
which is affected by this section. 

(h) The one-time renewal option of using clock hours or 
credits in lieu of professional growth plans as required 
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G#})) one of the three standards: Effective instruction, 


professional contributions or professional development. 


applies to any/all professional certificates an educator may 
hold, and is only available to the individual one time. This 
section is no longer in effect after June 30, 2020. 

(i) A valid professional teacher certificate issued prior to 
September 1, 2014, may be renewed for additional five-year 


periods by the completion of one hundred fifty continuing 
education credit hours as defined in chapter 181-85 WAC or 


by completing four professional growth plans as defined in 
WAC 181-79A-030. 

(ii) Beginning September 1, 2014, four professional 
growth plans developed annually during the period in which 
the certificate is valid ((4 

in WAC 181-79A-039)) are required 


for reek G 


benchmarks defined in WACH HIOA 207 sence 


(i) Individuals not in the role ((as)) of a teacher in a pub- 
lic school or approved private school holding a professional 
teaching certificate may have their professional certificate 
renewed for a five-year period by the completion of: 

(6) Gi) Fifteen quarter credits (ten semester credits) of 
college credit course work directly related to the current per- 
formance-based leadership standards as defined in WAC 
181-78A-540; or 

((€B))) Gi) One hundred fifty continuing education credit 
hours as defined in chapter 181-85 WAC since the certificate 
was issued and which relate to the current performance-based 
standards as defined in WAC 181-79A-207; or 

(©) Gii) Beginning September 1, 2014, four profes- 
sional growth plans developed annually during the period in 
which the certificate is valid in collaboration with the profes- 
sional growth team as defined in WAC 181-79A-030 are 
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Gii) An expired professional certificate issued under 
rules in effect prior to September 1, 2014, may be renewed 
for an additional five-year period by presenting evidence to 
the superintendent of public instruction of completing the 
continuing education credit hour requirement within the five 
years prior to the date of the renewal application. All continu- 
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NEW SECTION 


WAC 181-79A-2510 Principal and program admin- 
istrator residency and professional certification— 
Renewal and reinstatement. (1) Principals/program admin- 
istrators may renew their residency certificate in one of the 
following ways: 

(a) Individuals who hold, or have held, a residency cer- 
tificate and who qualify for enrollment in a professional edu- 
cator standards board approved professional certificate pro- 
gram pursuant to WAC 181-78A-507 and 181-79A-145 may 
have the certificate renewed for one additional two-year 
period upon verification by the professional certificate pro- 
gram administrator that the candidate is enrolled in a state 
approved professional certificate program. 

(b) Individuals who hold, or have held, residency certifi- 
cates who are not in the role of principal or program adminis- 
trator may have their residency certificates renewed for an 
additional five-year period by the completion of fifteen quar- 
ter credits (ten semester credits) of college credit course work 
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from a regionally accredited institution of higher education or 
completion of one hundred fifty continuing education credit 
hours, directly related to the current performance-based lead- 
ership standards as defined in WAC 181-78A-270 (2)(b) 
from a regionally accredited institution of higher education 
taken since the issuance of the residency certificate. 

(2) Professional certificate. 

(a) Individuals may apply their focused evaluation pro- 
fessional growth activities of the evaluation system toward 
the professional growth plan for certificate renewal. 

(b) Individuals who complete the requirements of the 
annual professional growth plan to renew their professional 
certificate shall receive the equivalent of thirty hours of con- 
tinuing education credit hours. 

(c) The professional growth plans must document for- 
malized learning opportunities and professional development 
activities that relate to the standards and "career level" bench- 
marks defined in WAC 181-78A-540(1). 

(d) As per RCW 28A.405.278 beginning September 1, 
2016, all professional administrator certificates must com- 
plete continuing education on the revised teacher and princi- 
pal evaluation systems under RCW 28A.405.100 as a 
requirement for renewal of professional administrator certifi- 
cates including requiring knowledge and competencies in 
teacher and principal evaluation systems as an aspect of pro- 
fessional growth plans (PGPs) used for certificate renewal. 

(e) Provided, any educator holding a professional certif- 
icate which requires completion of four PGPs in five years, 
may renew the professional certificate for one time only by 
completing one hundred fifty continuing education credit 
hours as defined in chapter 181-85 WAC, or with completion 
of fifteen quarter credit hours related to job responsibilities, 
in lieu of completion of four professional growth plans. Indi- 
viduals with valid certificates must show completion of the 
hours as described in this section since the professional cer- 
tificate was issued. Individuals with an expired professional 
certificate must complete the hours as described in this sec- 
tion within the five years prior to the date of the renewal 
application: Provided, That this section is no longer in effect 
after June 30, 2020. 

(f) For educators holding multiple certificates as 
described in WAC 181-79A-251, 181-79A-2510, 181-79A- 
2511, or 181-79A-2512 of this chapter, or in chapter 181-85 
WAC, a professional growth plan for teacher, administrator, 
or education staff associate shall meet the requirement for all 
certificates held by an individual which is affected by this 
section. 

(g) The one-time renewal option of using clock hours or 
credits in lieu of professional growth plans as required 
applies to any/all professional certificates an educator may 
hold, and is only available to the individual one time. This 
section is no longer in effect after June 30, 2020. 


NEW SECTION 


WAC 181-79A-2511 School counselor residency and 
professional certification—Renewal and reinstatement. 
(1) School counselors may renew their residency certificate 
in one of the following ways: 
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(a) Individuals who hold a residency certificate and who 
qualify for enrollment in a professional certificate program 
pursuant to WAC 181-78A-535(3) may have the residency 
certificate renewed for one additional two-year period upon 
verification by the professional certificate program adminis- 
trator that the candidate is enrolled in a state approved profes- 
sional certificate program. 

(b) An individual school counselor who completes or 
intends to complete a National Board of Professional Teach- 
ing Standards (NBPTS) school counselor assessment but 
does not earn National Board Certification may use that com- 
pleted assessment, or an affidavit of intention to complete, in 
order to renew the residency certificate one time for two 
years. 


(c) Individuals who hold, or have held, a residency cer- 
tificate who are not in the role of school counselor may have 
their residency certificates renewed for an additional five- 
year period by the completion of fifteen quarter credits (ten 
semester credits) of college credit course work from a region- 
ally accredited institution of higher education or completion 
of one hundred fifty continuing education hours, directly 
related to the current performance-based standards as defined 
in WAC 181-78A-270(4) since the issuance of the residency 
certificate. 


(2) Professional. 


(a) Individuals who complete the requirements of the 
annual professional growth plan to renew their professional 
certificate shall receive the equivalent of thirty hours of con- 
tinuing education credit hours. 


(b) The professional growth plans must document for- 
malized learning opportunities and professional development 
activities that relate to the standards and "career level" bench- 
marks defined in WAC 181-79A-540(2). 


(c) Provided, That a school counselor professional certif- 
icate may be renewed based on the possession of a valid 
school counselor certificate issued by the National Board for 
Professional Teaching Standards at the time of application 
for the renewal of the professional certificate. Such renewal 
shall be valid for five years or until the expiration of the 
National Board Certificate, whichever is greater. 


(d) Provided, any educator holding a professional certif- 
icate which requires completion of four PGPs in five years, 
may renew the professional certificate for one time only by 
completing one hundred fifty continuing education credit 
hours as defined in chapter 181-85 WAC, or with completion 
of fifteen quarter credit hours related to job responsibilities, 
in lieu of completion of four professional growth plans as 
required by this chapter. Individuals with valid certificates 
must show completion of the hours as described in this sec- 
tion since the professional certificate was issued. Individuals 
with an expired professional certificate must complete the 
hours as described in this section within the five years prior to 
the date of the renewal application: Provided, That this sec- 
tion is no longer in effect after June 30, 2020. 

(e) For educators holding multiple certificates as 
described in WAC 181-79A-251, 181-79A-2510, 181-79A- 
2511, or 181-79A-2512 of this chapter, or in chapter 181-85 
WAC, a professional growth plan for teacher, administrator, 
or education staff associate shall meet the requirement for all 
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certificates held by an individual which is affected by this 
section. 

(f) The one-time renewal option of using clock hours or 
credits in lieu of professional growth plans as required 
applies to any/all professional certificates an educator may 
hold, and is only available to the individual one time. This 
section is no longer in effect after June 30, 2020. 

(g) After July 1, 2015, professional certificates for 
school counselors, in addition to the requirements in this 
chapter, must attend professional educator standards board 
approved training in suicide prevention as per RCW 
28A.410.226 for renewal of their certificate. 

(i) For certificates issued under rules in effect prior to 
September 1, 2014, a valid professional certificate may be 
renewed for additional five-year periods by: 

(A) Completion of one hundred fifty continuing educa- 
tion credit hours as defined in chapter 181-85 WAC since the 
certificate was issued and which relate to the current perfor- 
mance-based standards as defined in WAC 181-78A-270(4); 
or 

(B) Completion of four professional growth plans that 
are developed annually since the certificate was issued. 

(ii) Beginning September 1, 2014, a valid professional 
certificate may be renewed for additional five-year periods 
for individuals in the role of a school counselor by comple- 
tion of four professional growth plans developed annually 
since the certificate was issued. 

(iii) Individuals not in the role of a school counselor may 
have their professional certificate renewed for an additional 
five-year period by: 

(A) Completion of fifteen quarter credits (ten semester 
credits) of college credit course work directly related to the 
current performance-based standards as defined in WAC 
181-78A-540(2) from a regionally accredited institution of 
higher education taken since the issuance of the professional 
certificate; or 

(B) Completion of one hundred fifty continuing educa- 
tion credit hours as defined in chapter 181-85 WAC since the 
certificate was issued and which relate to the current perfor- 
mance-based standards as defined in WAC 181-78A-540(2); 
or 

(C) Completion of four annual professional growth plans 
developed since the certificate was issued. 


NEW SECTION 


WAC 181-79A-2512 School psychologist residency 
and professional certification—Renewal and reinstate- 
ment. (1) School psychologists may renew their residency 
certificate in one of the following ways: 

(a) An individual school psychologist who is applying 
for the National Certificate for School Psychologist (NCSP) 
may apply for a one-time two-year renewal with verification 
of NCSP submission: Provided, That individuals with expir- 
ing certificates in 2014, 2015, 2016, or 2017 may apply for a 
second two-year renewal with verification of NCSP submis- 
sion. 

(b) An individual who holds, or has held, a residency 
certificate who is not in the role of school psychologist may 
have their residency certificate renewed for an additional 
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five-year period by the completion of fifteen quarter credits 
(ten semester credits) of college credit course work from a 
regionally accredited institution of higher education or com- 
pletion of one hundred fifty continuing education hours, 
directly related to the current performance-based standards as 
defined in WAC 181-78A-270(5) from a regionally accred- 
ited institution of higher education taken since the issuance of 
the residency certificate. 

(c) School psychologists with residency certificates 
dated to expire June 30, 2013, 2014, 2015, 2016, or 2017, 
may apply until June 30, 2016, for a two-year extension. 
These individuals may apply for a second two-year extension 
until June 30, 2018. 

(2) Professional certificate. 

(a) Individuals may apply their focused evaluation pro- 
fessional growth activities of the evaluation system toward 
the professional growth plan for certificate renewal. 

(b) Individuals who complete the requirements of the 
annual professional growth plan to renew their professional 
certificate shall receive the equivalent of thirty hours of con- 
tinuing education credit hours. 

(c) The professional growth plans must document for- 
malized learning opportunities and professional development 
activities that relate to the standards and "career level" bench- 
marks defined in WAC 181-79A-207. 

(d) Provided, That a professional certificate may be 
renewed based on the possession of a valid teaching certifi- 
cate issued by the National Board for Professional Teaching 
Standards at the time of application for the renewal of the 
professional certificate. Such renewal shall be valid for five 
years or until the expiration of the National Board Certificate, 
whichever is greater. 

(e) Provided, any educator holding a professional certif- 
icate which requires completion of four PGPs in five years, 
may renew the professional certificate for one time only by 
completing one hundred fifty continuing education credit 
hours as defined in chapter 181-85 WAC, or with completion 
of fifteen quarter credit hours related to job responsibilities, 
in lieu of completion of four professional growth plans as 
required by (a)(ii)(C), (b)(1i)(A), and (c)(ii) of this subsec- 
tion. Individuals with valid certificates must show comple- 
tion of the hours as described in this section since the profes- 
sional certificate was issued. Individuals with an expired pro- 
fessional certificate must complete the hours as described in 
this section within the five years prior to the date of the 
renewal application. Provided, That this section is no longer 
in effect after June 30, 2020. 

(f) For educators holding multiple certificates in as 
described in WAC 181-79A-251, 181-79A-2150, 181-79A- 
2511, or 181-79A-2512 of this chapter, or in chapter 181-85 
WAC, a professional growth plan for teacher, administrator, 
or education staff associate shall meet the requirement for all 
certificates held by an individual which is affected by this 
section. 

(g) The one-time renewal option of using clock hours or 
credits in lieu of professional growth plans as required 
applies to any/all professional certificates an educator may 
hold, and is only available to the individual one time. This 
section is no longer in effect after June 30, 2020. 
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(h) A valid professional teacher certificate issued prior to 
September 1, 2014, may be renewed for additional five-year 
periods by the completion of one hundred fifty continuing 
education credit hours as defined in chapter 181-85 WAC or 
by completing four professional growth plans as defined in 
WAC 181-79A-030. 

(i) Beginning September 1, 2014, four professional 
growth plans developed annually during the period in which 
the certificate is valid in collaboration with the professional 
growth team as defined in WAC 181-79A-030 are required 
for renewal. 

(j) An expired professional certificate issued under rules 
in effect prior to September 1, 2014, may be renewed for an 
additional five-year period by presenting evidence to the 
superintendent of public instruction of completing the con- 
tinuing education credit hour requirement within the five 
years prior to the date of the renewal application. All continu- 
ing education credit hours shall relate to one or more of the 
following three standards: Effective instruction, professional 
contributions, or professional development. 

(3) Professional. 

(a) Individuals who complete the requirements of the 
annual professional growth plan to renew their professional 
certificate shall receive the equivalent of thirty hours of con- 
tinuing education credit hours. 

(b) The professional growth plans must document for- 
malized learning opportunities and professional development 
activities that relate to the standards and "career level" bench- 
marks defined in WAC 181-78A-540(2). 

(c) Provided, That a school psychologist professional 
certificate may be renewed based on the possession of a valid 
nationally certified school psychologist certificate issued by 
the National Association of School Psychologists at the time 
of application for the renewal of the professional certificate. 
Such renewal shall be valid for five years or until the expira- 
tion of the nationally certified school psychologist certificate, 
whichever is greater. 

(d) Provided, any educator holding a professional certif- 
icate which requires completion of four PGPs in five years, 
may renew the professional certificate for one time only by 
completing one hundred fifty continuing education credit 
hours as defined in chapter 181-85 WAC, or with completion 
of fifteen quarter credit hours related to job responsibilities, 
in lieu of completion of four professional growth plans. Indi- 
viduals with valid certificates must show completion of the 
hours as described in this section since the professional cer- 
tificate was issued. Individuals with an expired professional 
certificate must complete the hours as described in this sec- 
tion within the five years prior to the date of the renewal 
application. Provided, That this section is no longer in effect 
after June 30, 2020. 

(e) For educators holding multiple certificates as 
described in WAC 181-79A-251, 181-79A-2510, 181-79A- 
2511, or 181-79A-2512 of this chapter, or in chapter 181-85 
WAC, a professional growth plan for teacher, administrator, 
or education staff associate shall meet the requirement for all 
certificates held by an individual which is affected by this 
section. 

(f) The one-time renewal option of using clock hours or 
credits in lieu of professional growth plans as required 
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applies to any/all professional certificates an educator may 
hold, and is only available to the individual one time. This 
section is no longer in effect after June 30, 2020. 

(g) After July 1, 2015, professional certificates for 
school psychologists, in addition to the requirements in this 
chapter, must attend professional educator standards board 
approved training in suicide prevention as per RCW 
28A.410.226 for renewal of their certificate. 

(i) For certificates issued under rules in effect prior to 
September 1, 2014, a valid professional certificate may be 
renewed for additional five-year periods by: 

(A) Completion of one hundred fifty continuing educa- 
tion credit hours as defined in chapter 181-85 WAC since the 
certificate was issued and which relate to the current perfor- 
mance-based standards as defined in WAC 181-78A-540(2); 
or 

(B) Completion of four professional growth plans that 
are developed annually since the certificate was issued. 

(ii) Beginning September 1, 2014, a valid professional 
certificate may be renewed for additional five-year periods 
for individuals in the role of a school psychologist by com- 
pletion of four professional growth plans developed annually 
since the certificate was issued. 

(iii) Individuals not in the role of a school psychologist 
may have their professional certificate renewed for an addi- 
tional five-year period by: 

(A) Completion of fifteen quarter credits (ten semester 
credits) of college credit course work directly related to the 
current performance-based standards as defined in WAC 
181-78A-540(2) from a regionally accredited institution of 
higher education taken since the issuance of the professional 
certificate; or 

(B) Completion of one hundred fifty continuing educa- 
tion credit hours as defined in chapter 181-85 WAC since the 
certificate was issued and which relate to the current perfor- 
mance-based standards as defined in WAC 181-78A-540(2); 
or 

(C) Completion of four annual professional growth plans 
developed since the certificate was issued. 
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STANDARDS BOARD 
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Continuance of WSR 15-13-015. 

Preproposal statement of inquiry was filed as WSR 14- 
06-106. 

Title of Rule and Other Identifying Information: 
Amends WAC 181-79A-231, providing clarity to the issu- 
ance and use of substitute teaching certificates. 

Hearing Location(s): Red Lion at the Park, 303 West 
North Drive, Spokane, WA 99201, on September 17, 2015, at 
8:30. 

Date of Intended Adoption: September 17, 2015. 

Submit Written Comments to: David Brenna, 600 Wash- 
ington Street, Room 400, Olympia, WA 98504, e-mail 
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david.brenna@k12.wa.us, fax (360) 586-4548, by September 
10, 2015. 

Assistance for Persons with Disabilities: Contact David 
Brenna by September 10, 2015, (360) 725-6238. 

Purpose of the Proposal and Its Anticipated Effects, 
Including Any Changes in Existing Rules: WAC 181-79A- 
231, addresses temporary certificates for teaching. A number 
of classes of substitute teaching certificates are available, 
with differing requirements. Limitations on the use of emer- 
gency substitute certificates are put in place. Also allows 
interns to apply for their substitute teachings certificates, 
rather than requiring districts or higher education to recom- 
mend such certificates and permits those interns to serve as 
substitutes. 

Reasons Supporting Proposal: Clarifies requirements 
and relaxes some restrictions. Improves districts' ability to 
add substitutes to their workforce. 

Statutory Authority for Adoption: Chapter 28A.410 
RCW. 

Rule is not necessitated by federal law, federal or state 
court decision. 

Name of Agency Personnel Responsible for Drafting, 
Implementation, and Enforcement: David Brenna, P.O. Box 
42736 [47236], Olympia, WA 98504, (360) 725-6238. 

No small business economic impact statement has been 
prepared under chapter 19.85 RCW. The proposed amend- 
ment does not have an impact on small business and therefore 
does not meet the requirements for a statement under RCW 
19.85.030 (1) or (2). 

A cost-benefit analysis is required under RCW 34.05.- 
328. A preliminary cost-benefit analysis may be obtained by 
contacting David Brenna, 600 Washington Street, Olympia, 
WA 98504, phone (360) 725-6238, fax (360) 586-4548, e- 
mail david.brenna@k12.wa.us. 


August 4, 2015 
David Brenna 
Senior Policy Analyst 


AMENDATORY SECTION (Amending WSR 10-16-124, 
filed 8/3/10, effective 9/3/10) 


WAC 181-79A-231 Limited certificates. Notwith- 
standing other requirements prescribed in this chapter for eli- 
gibility for certification in the state of Washington, the fol- 
lowing certificates shall be issued under specific circum- 
stances set forth below for limited service: 

(1) Conditional certificate. 

(a) The purpose of the conditional certificate is to assist 
local school districts, approved private schools, and educa- 
tional service districts in meeting the state's educational goals 
by giving them flexibility in hiring decisions based on short- 
ages or the opportunity to secure the services of unusually tal- 
ented individuals. The professional educator standards board 
encourages in all cases the hiring of fully certificated individ- 
uals and understands that districts will employ individuals 
with conditional certificates only after careful review of all 
other options. The professional educator standards board asks 
districts when reviewing such individuals for employment to 
consider, in particular, previous experience the individual has 
had working with children. 
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(b) Conditional certificates are issued upon application 
by the local school district, approved private school, or edu- 
cational service district superintendent to persons who meet 
the age, good moral character, and personal fitness require- 
ments of WAC 181-79A-150 (1) and (2), if one of the follow- 
ing conditions is verified: 

(i) The applicant is highly qualified and experienced in 
the subject matter to be taught and has unusual distinction or 
exceptional talent which is able to be demonstrated through 
public records of accomplishments and/or awards; or 

(ii) No person with regular teacher certification in the 
endorsement area is available as verified by the district or 
educational service district superintendent or approved pri- 
vate school administrator, or circumstances warrant consider- 
ation of issuance of a conditional certificate. 

(c) In addition, conditional certificates are issued to per- 
sons in the following categories only if no person with regu- 
lar certification is available: 

(i) The applicant qualifies to instruct in the traffic safety 
program as paraprofessionals pursuant to WAC 392-153-020 
(2) and (3); or 

(ii) The applicant is assigned instructional responsibility 
for intramural/interscholastic activities which are part of the 
district or approved private school approved program; or 

(iii) The applicant possesses a state of Washington 
license for a registered nurse: Provided, That the district will 
be responsible for orienting and preparing individuals for 
their assignment as described in (e)(iii) of this subsection; or 

(iv) The applicant has completed a bachelor's degree or 
higher from a regionally accredited college/university. All 
speech-language pathologists or audiologists providing ser- 
vices under a current and valid conditional certificate issued 
as of June 30, 2003, will be fully qualified consistent with 
WAC 181-79A-223 by the year 2010. First conditional certif- 
icates, issued to speech-language pathologists or audiologists 
after June 30, 2003, which are valid for up to two years, may 
be reissued once for up to two years, if the individual pro- 
vides evidence that he/she is enrolled in and completing sat- 
isfactory progress in a master's degree program resulting in 
the initial ESA school speech-language pathologists or audi- 
ologist certificate. 

(v) The applicant for a conditional teaching certificate in 
special education shall hold a bachelor's degree or higher 
from a regionally accredited college/university. 

(vi) The issuance of a conditional certificate to a special 
education teacher after July 1, 2003, is contingent upon the 
individual being enrolled in an approved teacher preparation 
program resulting in a residency teacher certificate endorsed 
in special education. The conditional certificate is valid for 
up to two years and may be reissued once for one year upon 
verification by the college/university that the individual is 
completing satisfactory progress in the residency teacher cer- 
tificate program. 

(vii) An individual with full certification and endorsed in 
special education shall be assigned as a mentor to the special 
education teacher serving on a conditional certificate for the 
duration of the conditional certificate. 

(d) The educational service district or local district 
superintendent or administrator of an approved private school 
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will verify that the following criteria have been met when 
requesting the conditional certificate: 


(i) The district or educational service district superinten- 
dent or approved private school administrator has indicated 
the basis on which he/she has determined that the individual 
is competent for the assignment; 


(ii) The individual is being certificated for a specific 
assignment and responsibility in a specified activity/field; 


(e) When requesting the conditional certificate for per- 
sons who provide classroom instruction, the educational ser- 
vice district superintendent or local district superintendent or 
approved private school administrator will verify that the fol- 
lowing additional criteria will be met: 


(i) After specific inclusion on the agenda, the school 
board or educational service district board has authorized 
submission of the application. 


(ii) The individual will be delegated primary responsibil- 
ity for planning, conducting, and evaluating instructional 
activities with the direct assistance of a school district or 
approved private school mentor and will not be serving in a 
paraprofessional role which would not require certification; 


(iii) Personnel so certificated will be oriented and pre- 
pared for the specific assignment by the employing district or 
approved private school. A written plan of assistance will be 
developed, in cooperation with the person to be employed 
within twenty working days from the commencement of the 
assignment. In addition, prior to service the person will be 
apprised of any legal liability, the responsibilities of a profes- 
sional educator, the lines of authority, and the duration of the 
assignment; 


(iv) Within the first sixty working days, personnel so cer- 
tificated will complete sixty clock hours (six quarter hours or 
four semester hours) of course work in pedagogy and child/ 
adolescent development appropriate to the assigned grade 
level(s) as approved by the employing school district or 
approved private school. 


(f) The certificate is valid for two years or less, as evi- 
denced by the expiration date which is printed on the certifi- 
cate, and only for the activity specified. The certificate may 
be reissued for two years and for two-year intervals thereafter 
upon application by the employing local school district, 
approved private school, or educational service district and 
upon completion of sixty clock hours (six quarter hours or 
four semester hours) of course work since the issuance of the 
most recent certificate. The requesting local school district, 
approved private school, or educational service district shall 
verify that the sixty clock hours taken for the reissuance of 
the certificate shall be designed to support the participant's 
professional growth and enhance the participant's instruc- 
tional knowledge or skills to better assist students meeting 
the state learning goals and/or essential academic learning 
requirements. 

(2) Substitute certificate. 

(a) The substitute certificate entitles the holder to act as 
substitute during the absence of the regularly certificated 
staff member for a period not to exceed thirty consecutive 
school days during the school year in any one assignment. 
This certificate may be issued to: 
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(i) Teachers, educational staff associates or administra- 
tors whose state of regular Washington certificates have 
expired; or 

(ii) Persons who have completed state approved prepara- 
tion programs and baccalaureate degrees at regionally 
accredited colleges and universities for certificates; or 

(iii) Persons applying as out-of-state applicants who 
qualify for certification pursuant to WAC 181-79A-257 
(1)(c) and (d). 

(b) The substitute certificate is valid for life. 

(3) Emergency certification. 

(a) Emergency certification for specific positions may be 
issued upon the recommendation of school district and edu- 
cational service district superintendents or approved private 
school administrators to persons who hold the appropriate 
degree and have substantially completed a program of prepa- 
ration in accordance with Washington requirements for certi- 
fication: Provided, That a qualified person who holds regular 
certification is not available or that the position is essential 
and circumstances warrant consideration of issuance of an 
emergency certificate: Provided further, That a candidate for 
emergency certification as a school counselor, school psy- 
chologist, or social worker shall be the best qualified of the 
candidates for the position as verified by the employing 
school district and shall have completed all course work for 
the required master's degree with the exception of the intern- 
ship: Provided further, That a candidate for emergency certi- 
fication as a school psychologist shall be enrolled in an 
approved school psychologist preparation program and shall 
be participating in the required internship. 

(b) The emergency certificate is valid for one year or 
less, as evidenced by the expiration date which is printed on 
the certificate. 

(4) Emergency substitute certification. 

(a) If the district or approved private school has 
exhausted or reasonably anticipates it will exhaust its list of 
qualified substitutes who are willing to serve as substitutes, 
the superintendent of public instruction may issue emergency 
substitute certificates to persons not fully qualified under 
subsection (2) of this section for use in a particular school 
district or approved private school once the list of otherwise 
qualified substitutes has been exhausted. 

(b) Such emergency substitute certificates shall be valid 
for ((three-years-ortess)) one year, as evidenced by the expi- 
ration date which is printed on the certificate. Emergency 
substitute certificated teachers may only teach a maximum of 
sixty days during the year the certificate is valid. An emer- 
gency substitute certificate may only be issued twice to the 
same individual. 

(5) Nonimmigrant alien exchange teacher. Applicants 
for certification as a nonimmigrant alien exchange teacher 
must qualify pursuant to WAC 181-79A-270 and be eligible 
to serve as a teacher in the elementary or secondary schools 
of the country of residence. 

(6) Intern substitute teacher certificate. 

(a) ((Seheol districts-and-_appreved private schools-may 
request)) Individuals may apply for intern substitute teacher 
certificates ((fer-persens)) when the individual is enrolled in 
student teaching/internships to serve as substitute teachers in 
the absence of the classroom teacher. 
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(b) ((Fhe-supervisine-colese or unbversity must approve 
the- candidate forthe intern substitute teacher certificate. 

fe})) Such certificated substitutes may be called at the 
discretion of the school district or approved private school to 
serve as a substitute teacher only in the classroom(s) ((te 
whieh the individual is assigned as a student teacher inter) ) 
with subject areas the intern is pursuing an endorsement in. 

((6®)) (c) The intern substitute teacher certificate is valid 
for one year, or less, as evidenced by the expiration date 
which is printed on the certificate. 

(7) Transitional certificate. 

(a) An individual whose continuing or residency certifi- 
cate has expired according to WAC 181-85-040 or 181-79A- 
251 may be issued a transitional certificate to be employed on 
a conditional basis upon request by a school district, 
approved private school, or educational service district super- 
intendent. The holder of the transitional certificate must suc- 
cessfully complete the external assessment established by the 
professional educator standards board within two years of the 
date the holder was issued the transitional certificate in order 
to continue to be employed: Provided, five years has elapsed 
since the final renewal expired and the teacher registers and 
passes the professional certificate assessment within the two 
years under WAC 181-79A-251. The transitional certificate 
expiration date shall not be calculated under professional 
educator standards board policy WAC 181-79A-117. 

(b) No individual whose continuing certificate has been 
suspended or revoked shall be eligible to be employed under 
this section. 

(c) School districts, approved private schools, and edu- 
cational service districts are strongly encouraged to develop 
with the holder of a transitional certificate a plan of assistance 
to be sure the holder completes the necessary continuing cer- 
tificate reinstatement requirements under WAC 181-85-130 
within the two-year conditional employment period specified 
under (a) of this subsection if the holder is to continue to be 
employed. 

(d) The transitional certificate is not renewable and may 
not be reissued. 

(8) Provisional alternative administrative certificate. 

(a) This certificate shall be issued to individuals admitted 
to the professional educator standards board alternative route 
to principal certification pilot program. 

(b) The certificate is valid for one year from date of 
issue. 

(c) A comprehensive assessment of the intern's perfor- 
mance by school officials and program faculty and a recom- 
mendation that the person be issued a residency principal cer- 
tificate upon successful completion of the program. 
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Preproposal statement of inquiry was filed as WSR 14- 
13-100. 


Title of Rule and Other Identifying Information: WAC 
246-851-090 through 246-85 1-230, the board of optometry is 
proposing to update the framework of the continuing educa- 
tion rules. 


Hearing Location(s): Creekside Two at Center Point, 
20425 72nd Avenue South, Room 307, Kent, WA 98032, on 
September 21, 2015, at 10:00 a.m. 


Date of Intended Adoption: September 21, 2015. 


Submit Written Comments to: Loralei Walker, Program 
Manager, 111 Israel Road S.E., Tumwater, WA 98501, e- 
mail http://www3.doh.wa.gov/policyreview/, fax (360) 236- 
2901, by September 17, 2015. 


Assistance for Persons with Disabilities: Contact Loralei 
Walker, program manager, by September 11, 2015, TTY 
(800) 833-6388 or 711. 


Purpose of the Proposal and Its Anticipated Effects, 
Including Any Changes in Existing Rules: Optometrists must 
complete fifty hours of continuing education (CE) every two 
years. The proposal amends WAC 246-851-090 through 246- 
851-230 and creates new WAC 246-851-055 to provide an 
updated framework for optometrists to follow when selecting 
continuing education courses that complement their practice. 
The proposal groups CE course types into five clearly 
defined categories. A sixth allows credit for practice manage- 
ment. A current certification by the American Board of 
Optometry or a current Optometric Recognition Award 
would satisfy the fifty required hours. The proposal repeals 
WAC 246-851-180 and 246-851-190 and incorporates the 
content within the amended rules. The proposal also repeals 
WAC 246-851-130 Post-graduate educational program. 

Statutory Authority for Adoption: RCW 18.54.070(2). 

Statute Being Implemented: RCW 18.54.070(2). 

Rule is not necessitated by federal law, federal or state 
court decision. 

Name of Proponent: Department of health, board of 
optometry, governmental. 

Name of Agency Personnel Responsible for Drafting, 
Implementation, and Enforcement: Loralei Walker, Program 
Manager, 111 Israel Road S.E., Tumwater, WA 98501, (360) 
236-4947. 

No small business economic impact statement has been 
prepared under chapter 19.85 RCW. The proposed rule 
would not impose more than minor costs on businesses in an 
industry. 

A cost-benefit analysis is required under RCW 34.05.- 
328. A preliminary cost-benefit analysis may be obtained by 
contacting Loralei Walker, Program Manager, 111 Israel 
Road S.E., Tumwater WA 98501, phone (360) 236-4947, fax 
(360) 236-2901, e-mail loralei.walker@doh.wa.gov. 


August 5, 2015 

Kathy Schmitt 

Deputy Director 

Office of Health 
Professions and Facilities 
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AMENDATORY SECTION (Amending WSR 98-05-060, 
filed 2/13/98, effective 3/16/98) 


WAC 246-851-090 Continuing education require- 
ment. (1) A licensed optometrist((s)) must complete and doc- 
ument fifty hours of continuing education every two years 


((asrequitedin)) and comply with chapter 246-12 WAC, Part 
7 


l @) Golgi a a 


of the sass er_territeryin Shick they 
practice.)) A licensed optometrist whose two-year continuing 


education reporting cycle begins on or after December 1, 
2015, must meet the continuing education requirement by: 

(a) Completing fifty hours of education that complies 
with WAC 246-851-125 through 246-851-230; or 

(b) Alternatively meeting the requirements of this sub- 
section by providing proof that he or she: 

(i) Holds a current Optometric Recognition Award from 
the American Optometric Association; 

(ii) Holds a current certification by the American Board 
of Optometry or other certification program deemed substan- 
tially equivalent to American Board of Medical Specialties! 
programs; or 

(iii) Is practicing solely outside of Washington state and 


meets the continuing education requirements of the state or 
territory in which he or she practices. 


AMENDATORY SECTION (Amending WSR 97-12-088, 
filed 6/4/97, effective 7/5/97) 


WAC 246-851-120 Approval of courses. ((G)-Fhe 
boardwillindividually consider requests for apprevalefeen- 
tinuing education-coursesthe beard wit consider the fol 


(a) Whether the course contributes to the advancement 


Ne ore taughtin-amannet appropriate 


(e} Fetal ber of} À; EA lueationbei 
offered. 

(i Name—and_quattfiecattons—ofthe—instructor—or 
speaker.)) The board will not authorize or approve specific 
continuing education courses or materials. All continuing 


education courses must contribute to the professional knowl- 
edge and development of the practitioner, enhance services 


provided to patients, and contribute to the practitioner's abil- 
ity to deliver current standards of care. The board will accept 
continuing education that reasonably falls within these crite- 
ria, and relies upon the integrity of each individual practi- 
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tioner, as well as that of program sponsors, in complying with 
this requirement and experiencing meaningful and meritori- 


Washington State Register, Issue 15-16 


(c) Industry-sponsored_ scientific courses that enhance 
the knowledge of ocular conditions and diseases, and their 


ous learning. The board reserves the right to not accept cred- 


treatments. 


its from any category for any practitioner if, upon auditing, it 


determines that a course or material did not provide appropri- 
ate information or training. 


NEW SECTION 


WAC 246-851-125 Category 1—Credit for education 
from optometry-specific organizations. (1) A minimum of 
twenty-five category | credit hours must be earned in any 
two-year reporting period. 

(2) Up to ten category | credit hours may be earned for 
live courses attended remotely, provided that attendees have 
the documented opportunity to question the instructor and 
hear the questions of other attendees in real time. 

(3) Credits may be obtained for in-person live-attended 
education offered by the following optometry-specific course 
and program sources: 

(a) The American Optometric Association (AOA) and its 
state affiliates; 

(b) Educational institutions accredited by the Associa- 
tion of Schools and Colleges of Optometry (ASCO); 

(c) The Association of Regulatory Boards of Optometry 
(ARBO) and its state agency members; 

(d) Nationally recognized academic and scholarly opto- 
metric organizations including, but not limited to, the Amer- 
ican Academy of Optometry, the Optometric Extension Pro- 
gram, and the College of Optometrists in Vision Develop- 
ment; and 

(e) Ophthalmic referral centers, secondary and tertiary 
ophthalmic specialty providers. 


AMENDATORY SECTION (Amending WSR 97-12-088, 


filed 6/4/97, effective 7/5/97) 
wae ate ere Cen anine eder Aen eredi ier 


e e e eare) Category 2—Credit for educa- 
tion from nonoptometric organizations. Eroma 


standard review-or plan- 


county, state-or federal professional 
ee Gare na rere ree 
aks rs at soe bl 


this-section for any _Heensee tt any vey eat reporting 
perted.)) (1) A maximum of twenty category 2 credit hours 
may be earned in any two-year reporting period. 

(2) Credits may be obtained for in-person live-attended 
education offered by the following nonoptometry-specific 
course and program sources: 

(a) Category 1 and category 2 continuing medical educa- 
tion courses approved by the medical quality assurance com- 
mission; 

(b) First aid, CPR, and other emergency-related courses; 
and 
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AMENDATORY SECTION (Amending WSR 02-10-065, 
filed 4/26/02, effective 5/27/02) 
WAC 246-851-150 ((Credit-ferindividual research, 


=)) Category 3— 
Credit for teaching, ((C)-Subjecttc-approval bythe beard, 
continuing education -ereditinay be granted for: 


{a} Participation in_formalreviews_and evatuations—of 
patient ecare-such_as-peer review and case conferences: 
(b} Participation in_smatt_sreup—study_or_individuat 


fe} Schelarh_papers-and-articles whether or net the art- 


beard atleast sixty _days_priorto the end of the reporting 
pered 


@G)-Ne-merethanten credit hours will be -sranted under 
this-seetionte any Heenseenany two-year reporting 
peried.)) (1) A maximum of ten category 3 credit hours may 
be earned in any two-year reporting period. 

(2) Credits may be obtained for formal and informal 
optometric instruction. 

(a) Three credit hours will be granted for each course 
hour taught. 

(b) Credit will be granted for only the first time a course 
is taught. 

(c) Qualifying courses must be presented to optometrists 
or allied health professionals. 


NEW SECTION 


WAC 246-851-155 Category 4—Credit for publish- 
ing and exhibiting. (1) A maximum of ten category 4 credit 
hours may be earned in any two-year reporting period. 

(2) Five credits may be obtained for each paper, exhibit, 
publication, or for each chapter of a book that is authored and 
published. 

(a) A paper must be published in a recognized optomet- 
ric or medical journal. 

(b) A qualifying paper or exhibit must be presented to 
optometrists or allied health professionals. 

(c) Credit may be claimed only once for the scientific 
materials published or exhibited. 

(d) Credit will be assigned as of the date materials were 
presented or published. 


AMENDATORY SECTION (Amending WSR 04-21-077, 
filed 10/20/04, effective 11/20/04) 


WAC 246-851-170 ((Selfistudyedueationalactii- 
— a 5—Credit for self-directed study. ce 


Beeld aces a pee ari 
Hicensee-a-total_of twenty-five credit hours-under-this section 
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aie sad ene The report must be- typewritten- and include 


69-2020 Maeazineand 
> Otherli bethet 1 


ey Usa Ray a D 


Fhebeardinay-erant-aticenseeipte-trentyfive credit 


of sel-study CE dees net exceed twenty-five hours in-any 
twe-yearreperting_period.)) (1) A maximum of twenty-five 
category 5 credit hours may be earned in any two-year report- 
ing period. 

(2) Credits may be obtained for nonsupervised individ- 
ual continuing educational activities. 

(a) Subject matter must be from professional optometric 
or medical literature or multimedia material; 

(b) Course material may be presented in any form of 
printed or electronic media; 

(c) Courses must be approved by a category 1 organiza- 
tion listed in WAC 246-851-120; and 

(d) Successful completion of an examination or other 
assessment tool is required for qualifying credit. Up to ten 
category 5 credit hours may be earned by submitting in lieu 
of an assessment tool a nonhandwritten report which includes 
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a copy of the article, publication source and date, and at least 
ten descriptive statements from the article. 


AMENDATORY SECTION (Amending WSR 97-12-088, 
filed 6/4/97, effective 7/5/97) 


WAC 246-851-230 Credits for practice management. 
A Con sain eieaa credit Wall De Eanna for couse) or 


a A maximum of ten credit aaa may 


be granted in any two-year reporting period for practice man- 
agement courses or programs. 


REPEALER 


The following sections of the Washington Administra- 
tive Code are repealed: 


WAC 246-851-110 Courses presumed to qualify for 


credit. 
WAC 246-851-130 
WAC 246-851-180 
WAC 246-851-190 


Post-graduate educational program. 
Credit for lecturing. 
Credit for CPR training. 


WSR 15-16-134 
PROPOSED RULES 
DEPARTMENT OF 
FISH AND WILDLIFE 
[Filed August 5, 2015, 11:28 a.m.] 


Supplemental Notice to WSR 15-10-107. 

Preproposal statement of inquiry was filed as WSR 15- 
07-107 filed March 18, 2015 

Title of Rule and Other Identifying Information: Amend- 
ments to wildlife interaction, depredation and hazing rules. 


Damage to Agriculture and Timber: 


WAC 232-12-025 Depredation hunts. 

Purpose of the proposal and its anticipated effects, 
including any changes in existing rules: The purpose is to 
remove this rule and create new rules under chapter 232-36 
WAC, wildlife interaction rules. The new rules will separate 
bear timber damage from deer, elk, and turkey damage per- 
mits and hunts. Additionally, the new rules will adjust the 
language to reflect items, such as disposition of carcasses, 
permit materials, damage tags, and reporting requirements. 

Reasons supporting proposal: The current process for 
both bear and deer/elk/turkey depredation hunts has been 
streamlined to provide improved data collection and facilitate 
an expedited service for those who participate or need to uti- 
lize these tools. 


WAC 232-28-266 Damage prevention permit hunts. 
Purpose of the proposal and its anticipated effects, 

including any changes in existing rules: The purpose of the 

proposal is to remove this rule and capture the intent in rules 
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under wildlife interaction chapter 232-36 WAC. The pro- 
posed rules will include language within each rule to further 
clarify practices related to damage prevention cooperative 
agreements and damage hunts to reduce wildlife conflict 
damage. Also, this proposal increases the kill quota and alters 
the season dates for chronic damage areas where continual 
damage is occurring due to elk population in excess of man- 
agement objectives and better aligns the department's ability 
to address seasonal crop damage. 


Reasons supporting proposal: The revisions align with 
the department's objective to mitigate wildlife damage, to the 
extent possible, while managing sustainable populations of 
wildlife species. Currently, there are areas where under the 
existing kill quotas we are unable to effectively mitigate the 
damage because the elk population far exceeds manageable 
numbers; which results in paying higher damage claims. 
Increasing the quotas will help staff to be more efficient at 
addressing problems and alleviate pressure on local farmers. 
Additionally, there are areas where seasonal crop damage 
occurs prior to the season currently identified for damage 
hunts; thereby limiting department staff ability to mitigate 
damage. The change in season dates will assist the depart- 
ment in more effectively applying this tool to address damage 
and thereby may reduce the potential for paying higher claim 
values. 


WAC 232-36-300 Public hunting requirements. 


Purpose of the proposal and its anticipated effects, 
including any changes in existing rules: The purpose of the 
proposal is to include language within the rule to further illus- 
trate that the public hunting requirement is intended to assist 
with mitigating wildlife damage. 

Reasons supporting proposal: The department's objec- 
tive is to mitigate wildlife damage, to the extent possible, 
using nonlethal measures. However, it is understood that 
often nonlethal measures are not enough to abate the damage; 
therefore lethal options are then deployed. We recognize that 
often hunting pressure alone can deter further damage while 
providing additional recreational opportunities to hunters. 


Proposed New Rules: 


WAC 232-36-090 Limitations to managing damage 
caused by big game on private property. 


Purpose of the proposal and its anticipated effects, 
including any changes in existing rules: This proposal clar- 
ifies the roles and responsibilities of the department and own- 
ers to work collaboratively to minimize wildlife damage. The 
proposal provides an opportunity for the owner to appeal if 
they choose not to comply with recommendations provided 
by the department. 


Reasons supporting proposal: The proposed language 
clearly articulates the responsibilities of both the department 
and the owner to work cooperatively. The proposed rule pro- 
vides the owner a process by which to reject actions recom- 
mended by the department. The proposal provides the depart- 
ment a process by which to cease with assistance when own- 
ers do not want to cooperate or comply. 
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WAC 232-36-310 Damage prevention permit hunts— 
Deer, elk and turkey. 

Purpose of the proposal and its anticipated effects, 
including any changes in existing rules: The purpose is to 
remove WAC 232-28-266 and replace it with this proposed 
rule under chapter 232-36 WAC, wildlife interaction rules. 
The language of the new rule improves efforts to address 
chronic damage areas by aligning the seasons with crop dam- 
age periods and increasing quotas. Also, the proposal clearly 
identifies the use of damage prevention cooperative agree- 
ments, use of damage prevention permits, and damage tags. 
The proposal assists the department in clarifying the differ- 
ences among deer/elk and turkey damage. 

Reasons supporting proposal: The current process for 
both bear and deer/elk depredation hunts has been stream- 
lined to provide improved data collection and facilitate an 
expedited service for those who participate. These activities 
are specifically related to wildlife damage prevention and 
therefore should be under chapter 232-36 WAC, wildlife 
interaction rules. This rule is specific to deer, elk and turkey 
and serves to further the department's ability to mitigate deer, 
elk, turkey damage during the appropriate time frames. 


WAC 232-36-320 Black bear timber damage depredation 
permits. 

Purpose of the proposal and its anticipated effects, 
including any changes in existing rules: This proposal cre- 
ates a separate rule that addresses restrictions and require- 
ments related to black bear damage to commercial timber. In 
addition, the proposed rule modifies the language to reflect 
the process for abating bear timber damage, as the program 
has been streamlined to provide improved data collection and 
facilitate an expedited service for those who are impacted and 
those who participate. 

Reasons supporting proposal: The department's objec- 
tive is to mitigate the various types of wildlife damage, to the 
extent possible. This action will create a standalone rule for a 
primary damage issue the department manages. The revisions 
align [and] clarify the restrictions for bear removals in 
response to tree damage and assist in differentiating black 
bear timber damage from deer, elk and turkey damage. 

Change from original CR-102: Removed text stating 
"unlawful to retain parts of harvested animals." The rule 
requires all harvested bears be disposed of as conditioned on 
the permit. 


Killing Wildlife in Protection of Property: 


WAC 232-36-051 Killing wildlife causing private prop- 
erty damage. 

Purpose of the proposal and its anticipated effects, 
including any changes in existing rules: The purpose is to 
clarify when landowners may kill deer, elk, bear, and cougar 
in the act of causing damage and to clarify the use of damage 
prevention and kill permits. 

Reasons supporting proposal: The damage prevention 
and kill permits are offered to provide additional opportunity 
for abating wildlife damage when other measures have failed. 
This revision will clearly identify current terms of use for 
these permits without limiting the rights of property owners 
to defend their property. 
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Change from original CR-102: Clarifies that landown- 
ers can kill one deer, elk, bear, cougar (but not all big game 
(e.g., big horn sheep)) without a permit if caught in the act of 
causing damage or multiple deer or elk (but not all big game) 
if the owner has permits to do so. 


WAC 232-36-055 Disposal of wildlife killed for personal 
safety or for causing private property damage. 

Purpose of the proposal and its anticipated effects, 
including any changes in existing rules: The purpose is to 
include WAC 232-12-142 Special trapping permits, which 
often result in wildlife being killed to protect property or for 
personal safety reasons. 

Reasons supporting proposal: The rule currently out- 
lines proper disposal of wildlife taken for personal safety or 
for causing private property damage but fails to identify one 
of the primary permits specifically designed to address those 
issues. The inclusion here within helps to direct permit hold- 
ers. 


WAC 232-36-510 Failure to abide by the conditions of 
permits, provide completed forms, or submit required 
documents or reports. 

Purpose of the proposal and its anticipated effects, 
including any changes in existing rules: This proposal 
modifies the language to reflect the correct title of the certifi- 
cations and permits. 

Reasons supporting proposal: The proposed language 
correctly identifies the parties responsible for reporting. 


Proposed New Rules: 


WAC 232-36-330 Bear and cougar depredation permit 
hunts for domestic animal or livestock loss. 

Purpose of the proposal and its anticipated effects, 
including any changes in existing rules: This proposal cre- 
ates a separate rule which outlines the restrictions and 
requirements related to bear and cougar removals in response 
to livestock losses and property damage other than timber- 
land tree damage. 

Reasons supporting proposal: This action will create a 
stand alone rule, under chapter 232-36 WAC, wildlife inter- 
action rules, for cougar and bear depredation removals. The 
standalone rule will assist in clarifying acceptable actions for 
responding to bear and cougar depredations. This rule is sep- 
arate of WAC 232-12-243 which addresses chronic areas and 
public safety. 


Compensation: 


WAC 232-36-100 Payment for commercial crop dam- 
age—Limitations. 

Purpose of the proposal and its anticipated effects, 
including any changes in existing rules: The purpose is to 
modify the existing language to better articulate agreements 
utilized by the department and limitations for compensation. 

Reasons supporting proposal: The intent is to alleviate 
confusion for owners regarding the limitations for crop dam- 
age claims. 

Change from original CR-102: Clarified that claims 
will be denied if there is no damage prevention cooperative 
agreement (DPCA), noncompliance with DPCA terms, or no 
waiver from DPCA from director. Clarified that prevention 
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measures shall be applicable, legal, practical, and industry 
recognized. 


WAC 232-36-110 Application for cash compensation for 
commercial crop damage—Procedure. 

Purpose of the proposal and its anticipated effects, 
including any changes in existing rules: The purpose is to 
reinstate the shared responsibility which was inadvertently 
deleted from WAC during a previous review. Additionally, 
existing language is modified to clarify confusion on the 
claims process; including the use of claims adjustors. 

Reasons supporting proposal: This serves to clarify 
confusion between landowner, claimant, and applicant. Also, 
the revisions serve to illustrate the claimant's role, continue 
the collaborative process with the claimant and the depart- 
ment, provide quality assessments, and minimize or avoid 
frivolous assessments. 


WAC 232-36-210 Application for cash compensation for 
livestock damage or other domestic animal—Procedure. 

Purpose of the proposal and its anticipated effects, 
including any changes in existing rules: The purpose of the 
proposal is to provide the claimant with ample time to request 
and file the appropriate claim package paperwork. Allows the 
claimant to utilize the damage prevention agreement, a 
checklist, or a director approved waiver. Further, this clarifies 
the options for appealing an offer of compensation. 

Reasons supporting proposal: This serves to facilitate 
the claims process, continue positive collaboration with the 
claimant and the department, provide an adequate period of 
time for claimants to request and submit claims. Explains that 
the landowner may use an informal resolution or adjudicative 
process for appeal per WAC 232-36-400. 

Change from original CR-102: Requires inclusion of a 
DPCA-L or prevention measures checklist or director 
approved waiver to make claims. Explains that the landowner 
may use an informal resolution or adjudicative process for 
appeal pursuant to WAC 232-36-400. 


Wildlife Control Operators (WCO): 


WAC 232-36-060 Director or his/her designee is empow- 
ered to grant wildlife control operator certifications. 

Purpose of the proposal and its anticipated effects, 
including any changes in existing rules: The purpose of the 
proposal is to clearly articulate the WCO certification pro- 
cess. This revision further explains methods for documenting 
experience. 

Reasons supporting proposal: This serves to clarify the 
rules associated with WCOs and eliminate confusion 
between the WCO certification versus the permit. 

Changes from original CR-102: Identifies ways a 
WCO applicant can meet the two year experience require- 
ment. 


WAC 232-36-065 Director or his/her designee is empow- 
ered to issue wildlife control operator permits to address 
wildlife interactions. 

Purpose of the proposal and its anticipated effects, 
including any changes in existing rules: The purpose of the 
proposal is to clearly articulate the responsibilities and 
requirements of the WCO under their certification and per- 
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mits and to articulate retention of fur from animals taken 
under WCO permits. 

Reasons supporting proposal: This serves to stream- 
line the rules associated with WCOs while making technical 
changes to clarify, correct, and update language. These revi- 
sions will further the department's ability to utilize the WCO 
program and maximize benefits for landowners and other 
customers of the department. 

Changes from original CR-102: Clarifies possession of 
raw fur is only permissible for personal or educational use. 
Not for commerce. 


WAC 232-12-142 Special trapping permit—Use of body- 
gripping traps. 

Purpose of the proposal and its anticipated effects, 
including any changes in existing rules: The purpose is to 
modify the existing language to clearly articulate the use of a 
special trapping permit, and clarify questions regarding pos- 
session of carcasses and continual renewal of permits which 
are limited to thirty days. Limiting the thirty day permits to 
one permit renewal within a twelve month period will 
improve the department's ability to ensure these permits are 
being utilized to address wildlife conflict events as they occur 
and lessen the likelihood that these permits would be used as 
a continuous year-long trapping effort. Further, language was 
added to exclude the consideration of bal chatri traps for fal- 
conry as body gripping traps. Additional language was added 
to clarify that raw fur may be retained for personal use or edu- 
cation purposes which do not result in retail sale or com- 
merce. 

Reasons supporting proposal: The amended language 
provides further clarification regarding use of special trap- 
ping permits and carcass retention. The revision also 
addresses the continual renewal requests for permits that 
were intended to resolve a conflict issue within thirty days 
not act as a continuous maintenance program. 

Change from original CR-102: Excludes bal chatri 
traps from body gripping definition. Prohibits the sale of fur 
(raw or processed) when captured under a special trapping 
permit (i.e. use of body-gripping trap). Raw fur may be 
retained for personal or educational purposes only. 


Proposed New Rules: 


WAC 232-36-054 Use of body-gripping traps and excep- 
tions. 

Purpose of the proposal and its anticipated effects, 
including any changes in existing rules: This proposal pur- 
posefully identifies restrictions associated with the use of 
body-gripping traps and separates these restrictions from the 
general trapping rule. 

Reasons supporting proposal: This action serves to 
create a separate rule which clearly identifies the restrictions 
associated with the use of body-gripping traps and for which 
purposes these traps may be used. 


WAC 232-36-066 Report required of certified wildlife 
control operators. 

Purpose of the proposal and its anticipated effects, 
including any changes in existing rules: This proposal 
clearly articulates the reporting requirements of certified 
WCOs. 
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Reasons supporting proposal: The proposed language 
outlines the reporting responsibilities of WCOs; separate of 
those individuals participating in furbearer trapping. The pro- 
posed rule also assists in better aligning the WCO program 
with the trapping program. 


Change from original CR-102: WCO failure to report 
follows a similar process and violation stipulations as trap- 
pers. However, false reports are considered a gross misde- 
meanor per RCW 77.15.270. 


Hearing Location(s): Red Lion at the Park, Riverfront 
Ballroom A, 303 West North River Drive, Spokane, WA 
99201, on September 18-19, 2015, at 8:00 a.m. 


For additional agenda information, see www.wdfw.gov/ 
commission/. 


Date of Intended Adoption: On or after September 18, 
2015. 


Submit Written Comments to: Wildlife Program Com- 
mission Meeting Public Comments, 600 Capitol Way North, 
Olympia, WA 98501, e-mail wildthing@dfw.wa.gov, fax 
(360) 902-2162, by August 30, 2015, 


Assistance for Persons with Disabilities: Contact Tami 
Lininger by September 4, 2015, TTY (800) 833-6388 or 
(360) 902-2267. 


Purpose of the Proposal and Its Anticipated Effects, 
Including Any Changes in Existing Rules: The department is 
proposing revisions to the proposed changes to wildlife inter- 
action rules to provide the department guidance for managing 
wildlife conflict issues and implementing abatement mea- 
sures. The proposed revisions clarify roles, responsibilities, 
process and requirements for trappers, WCOs, permit hold- 
ers, hunters, and landowners that participate in activities. The 
proposed changes will assist the department with abating 
wildlife damage and conflict issues and to further facilitate an 
improved understanding of the assistance available through 
the department as well as lessen the likelihood for confusion 
regarding the tools used for mitigation. The changes pro- 
posed as part of this supplemental CR-102 also incorporate 
feedback, suggestions, and concerns received by stakehold- 
ers and interest groups. 


Reasons Supporting Proposal: During 2013, several 
wildlife conflict responsibilities were transferred from Wash- 
ington department of fish and wildlife (WDFW) law enforce- 
ment to the WDFW wildlife program. As a result, the depart- 
ment is advancing efforts to improve management of wildlife 
conflict issues. The proposed revisions will address frequent 
questions and concerns regarding the various components of 
wildlife conflict mitigation; including permits, licenses, tags, 
and reporting requirements for the variety of harvest opportu- 
nities afforded through assisting the department with conflict 
abatement. These revisions will further facilitate the depart- 
ment's ability to address wildlife conflict problems. The pro- 
posed changes are largely a result of the recent transition of 
conflict responsibilities from enforcement to wildlife, discus- 
sions with stakeholders, and the need for clear guidance to 
the department and the public. 

Statutory Authority for Adoption: RCW 77.04.012, 
77.04.020, 77.04.055, 77.12.047, 77.12.240, 77.12.320, 
77.12.150, 77.15.245, and chapter 77.36 RCW. 
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Statute Being Implemented: RCW 77.04.012, 77.04.020, 
77.04.055, 77.12.047, 77.12.240, 77.12.320, 77.12.150, 
77.15.245, and chapter 77.36 RCW. 

Rule is not necessitated by federal law, federal or state 
court decision. 

Agency Comments or Recommendations, if any, as to 
Statutory Language, Implementation, Enforcement, and Fis- 
cal Matters: When filing the permanent rule-making order 
(CR-103P), the WAC sections containing rule amendments 
will be consolidated into two or three order typing service 
(OTS) documents. 

Name of Proponent: WDFW, governmental. 

Name of Agency Personnel Responsible for Drafting 
and Implementation: Nate Pamplin, Natural Resources 
Building, (360) 902-2515; and Enforcement: Steven Crown, 
Natural Resources Building, (360) 902-2373. 

A small business economic impact statement has been 
prepared under chapter 19.85 RCW. 


Small Business Economic Impact Statement 


1. Description of the Reporting, Recordkeeping, and 
Other Compliance Requirements of the Proposed Rule: 
Revisions are being proposed to the wildlife interaction rules 
to provide the department guidance for managing wildlife 
conflict issues and implementing abatement measures. The 
proposed revisions are intended to clarify roles, responsibili- 
ties, process and requirements for trappers, WCOs, permit 
holders, hunters, and landowners that participate in activities 
to assist the department with abating wildlife damage and 
conflict issues and to further facilitate an improved under- 
standing of the assistance available through the department as 
well as lessen the likelihood for confusion regarding the tools 
used for mitigation. 

2. Kinds of Professional Services That a Small Busi- 
ness is Likely to Need in Order to Comply with Such 
Requirements: There are no additional anticipated profes- 
sional services required to comply with these changes. Under 
the current rules applicants for claims of livestock or agricul- 
tural losses are responsible for assessing the value of their 
losses; some small businesses may need to hire bookkeepers, 
accountants, or other professionals to assist with required 
paperwork for documenting losses and other impacts to their 
crop or livestock operation; WCOs will still be required to 
pay their certification fee and dispose of animals in a lawful 
manner; and hunters will still need to comply with hunting 
license and tag requirements for damage permits. WDFW 
will continue to assist owners of crop or livestock if they 
chose to employ preventive nonlethal and lethal means to 
prevent losses. 

The proposed changes include extending the time period 
allotted for filing claim and thereby allow the crop/livestock 
owner ample time to file their claim. 

The proposed change in season dates for deer/elk and 
turkey may result in less damage to crops and thereby have a 
positive impact to crop owners. 

3. Costs of Compliance for Businesses, Including 
Costs of Equipment, Supplies, Labor, and Increased 
Administrative Costs: The proposed rules do not require 
any additional equipment, supplies, labor, or administrative 
costs as the rules are administrative in nature. Therefore, 
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there are no expected additional costs to comply with the pro- 
posed rules. However, if a landowner does not want to 
engage in conflict prevention measures, even after several 
attempts by WDFW to provide technical assistance, then the 
owner may incur greater losses. 

4. Will Compliance with the Rule Cause Businesses to 
Lose Sales or Revenue? No, the intent of the proposed rules 
is to assist businesses and avoid damage or losses from wild- 
life. If businesses follow the procedures in these rules, they 
should be able to minimize lost sales or revenue. Therefore, 
the proposed rules should not cause any businesses to lose 
sales or revenue. 

5. Cost of Compliance for the Ten Percent of Busi- 
nesses That are the Largest Businesses Required to Com- 
ply with the Proposed Rules, Using One or More of the 
Following as a Basis for Comparing Costs: 

(a) Cost per employee; 

(b) Cost per hour of labor; or 

(c) Cost per one hundred dollars of sales. 

Now compare the largest businesses' cost of compliance 
with the cost of compliance for small businesses. Will this 
tule have a disproportionate impact on small businesses? 
None, the proposed rules do not require any additional equip- 
ment, supplies, labor, or administrative costs as the current 
tules. The costs/fees remain unchanged. 

Larger agriculture or livestock operations will experi- 
ence more costs than smaller operators for things like fence 
installation, hazing, and bookkeeping/accounting, but the 
reason for this is that they have a larger land mass or more 
livestock to protect. Their cost has little correlation to the 
costs of complying with these rules, especially since these 
tules are already in effect and are designed to help businesses 
avoid losses. 

6. Steps Taken by the Agency to Reduce the Costs of 
the Rule on Small Businesses, or Reasonable Justification 
for Not Doing So: The department has stationed staff in all 
regions of the state to work closely with landowners, live- 
stock and crop producers, hunters, and WCOs to deter wild- 
life that cause damage. Increased staff involvement and 
increased preventative measures should result in improved 
response to conflict issues and potentially fewer losses 
caused by wildlife. 

7. A Description of How the Agency Will Involve 
Small Businesses in the Development of the Rule: The 
department has collaborated on an ongoing basis with com- 
mercial growers, livestock producers, WCOs, and hunters to 
develop rules that are fair to everyone but that also help to 
deter abuses. WDFW will notify stakeholders of the opportu- 
nity to comment on these rules and to continue collaborating 
on changes. 

8. A List of Industries That Will Be Required to Com- 
ply with the Rule: Growers of commercial crops, commer- 
cial timber, and livestock producers; and WCOs. 

9. An Estimate of the Number of Jobs That Will Be 
Created or Lost as the Result of Compliance with the Pro- 
posed Rule: These proposed rule changes are administrative 
in nature and detail the process WDFW will use to address 
wildlife conflict issues. No increase or decrease in jobs is 
anticipated. 
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A copy of the statement may be obtained by contacting 
Wildlife Program Customer Service, 600 Capitol Way North, 
Olympia, WA 98501, phone (360) 902-2515, fax (360) 902- 
2162, e-mail wildthing@dfw.wa.gov. 

A cost-benefit analysis is not required under RCW 
34.05.328. This proposal relates to wildlife interaction rules 
and does not involve hydraulics. 


August 5, 2015 
Joanna Eide 
Rules Coordinator 


AMENDATORY SECTION (Amending WSR 01-17-067, 
filed 8/15/01, effective 9/15/01) 


WAC 232- 12-142 Special trapping permit((—Use-of 

)). For abating wildlife conflict, the 

applicant shall submit a special trapping permit application as 
provided by the department. 

(1) As used in this section, unless the context clearly 
requires otherwise, the following definitions apply: 

(a) (Animat means-anynonhumarnvertebrate- 

(b)"Antmat problem imeans-any_animal that threatens 
or-damaces_tmberor private property_or threatens_or injures 
livesteck- eranyotherdemestic-antmak 

{e))) "Body-gripping trap" as defined by RCW 77.15.192 
means a trap that grips an animal's body or body part. Body- 
gripping trap includes, but is not limited to, unpadded foot- 
hold traps, padded foot-hold traps, Conibear traps, neck 
snares, and nonstrangling foot snares. Cage and box traps, 
suitcase-type live beaver traps, bal chatri traps for falconry, 
and common rat and mouse traps are not considered body- 
gripping traps. 

(E) (b) "Conibear or Conibear-type trap" means any 
trap of various manufacturers having design and operational 
characteristics essentially the same as or like that developed 
by Frank Conibear and designed and set to grip and hold an 
animal's body across its main axis. 

((€e))) (c) "In water" means beneath the water surface so 
that the trap is completely submerged. 

(6) (d) "Nonstrangling-type foot snare" means a cable 
or wire designed and set to encircle and hold an animal's foot 
or limb. Bal chatri traps for falconry are not considered non- 
strangling-type foot snare traps because they are not designed 
to ultimately kill the bird but rather to ensure the bird's health 
and safety and cause no harm by bal chatri slip nooses which 
are constructed of monofilament nylon. 
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(2) It is unlawful to trap ((ant#mats)) wildlife using body- 
gripping traps without a special trapping permit issued by the 
department. 

(3) It is unlawful to fail to comply with any conditions of 
a special trapping permit to trap. 

(4) ((H4s-anlawfil fer-any)) Persons issued a special 

te-faitte complete and submittethe depart 


trapping permit (( 
ment)) must submit a report of ((an#mals)) wildlife taken 


((anderthe -permitThis repertis-due)) to the department 


within ten days ((ef)) after the permit expiration date ((ef)) as 
defined on the permit. 

(5) It is unlawful to knowingly offer to sell, barter, or 
otherwise exchange the raw fur or carcass of a mammal that 
has been trapped pursuant to a special trapping permit. 

(6) A person seeking a special trapping permit shall sub- 
mit a complete application to the department. ((Fhe-appleant 
a nee naan 


shall ( 


Ce | whe aa Geel a hae: 
tealaddress_ortegal deseription inchidine township, range; 
and section number) 

(e) Whether_padded_foot-hold_traps—or_nonstrangling- 
type foot snaresawill be-used- 


Œ) (e) "Special trapping permit" means a ((speeiat 
trapping)) permit issued to a person under the authority of 
RCW 77.15.194 and the provisions of this section to use cer- 
tain body-gripping traps to abate an animal problem for thirty 
days. 

(®©) (f) "Permittee" means the person to whom a spe- 
cial trapping permit is granted. 

(Raw far-means-apeltthathas-notbeemprocessed 

=)) 


Proposed 


[302 ] 


EEEE E L EA E E E 
a creeper ne 


a Be ge ha ck as ess 
being submitted- 
berofanimalstakenandthedisposition- 


Washington State Register, Issue 15-16 


permitsfer_the_same—animal _problem)) 


submit a scientific collection permit application as provided 


by the department. 

(8) One permit renewal may be requested by completing 
the justification and applicant certification on the report of 
animals taken. 

(€) (9) The conditions of a special trapping permit 
shall ((nehade: 


Fr SNS TNO A Hai Suc T 


fe} Each body-srippine trap-_autherized andera—permit 
shal have-attached to-its-chain or tothe trap-atesible metal 
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(15) If the department denies or revokes a special trap- 
ping permit ((is-denied-or-reveked,)) the department ((shal})) 
will provide the applicant((n-writing;)) a written notice 
including a statement of the specific reason(s) for the denial 
or revocation. 

(a) The applicant may request an appeal ((#teeeerdance 
with)) to contest the denial or revocation pursuant to chapter 
34.05 RCW. The department must receive an appeal 
request((s-shaHbe-fHted)) in writing ((and+eturned)) within 
twenty days from the mailing date of the notice of denial 
((and be-addressede)) or revocation. Address appeals to 
WDFW Legal Services Office, ((680-CapttoL-WayNeorth)) 
P.O. Box 43137, Olympia, Washington ((98504+-4094)) 
98504-3137. 

(b) A notice contested by written appeal is final when 
that proceeding ends in a final order pursuant to chapter 
34.05 RCW, or is otherwise dismissed. 


A E a ag ra CERN 


(c) If there is no timely request for an appeal, then the 
department's denial or revocation of the permit is final and 


OE OT Lone NTN eee ee a 
lethally _dispatehed or released_as-seen_as_pessibleuntess 
taken for seientifie research, in-whieh ease the animalmay be 


(f)}-Fhe-careass_of anymammal)) be determined by the 
department and be annotated on the permit. 

(10) All parts of animals taken under a special trapping 
permit must be properly disposed of in a lawful manner. Raw 
fur may only be retained for personal use or education pur- 
poses which do not result in retail sale or commerce. 

((¢s))) (11) Any retention of raw fur requires a valid 
Washington state trapper's license. 

(12) A copy of the permit shall be in the immediate pos- 
session of the person authorized to trap pursuant to a permit. 

(6) (13) A special trapping permit may be denied 
when, in the judgment of the department: 

(a) Other appropriate nonlethal methods to abate damage 
have not been utilized; 

(b) The alleged animal problem either does not exist or 
the extent is insufficient to justify lethal removal; 

(c) The use of the requested body-gripping trap(s) would 
result in direct or indirect harm to people or domestic ani- 
mals; 

(d) The use of the requested body-gripping trap(s) would 
conflict with federal or state law, local ordinance or depart- 
ment rule((+er)). 

(e) The application is ((aeteermplete)) incomplete. 

(E) a4) A special trapping permit may be revoked 

; ) if the department determines: 

(a) Information contained in the application was inaccu- 
rate or false; 

(b) The permittee or person trapping under the permit 
fails to comply with any of the permit conditions; or 

(c) The permittee or person trapping under the permit 
exceeds the number of animals authorized. 

((G3))) (d) Information becomes available that other- 
wise would have led to the denial of the original application 
or the inclusion of additional conditions in the permit. 
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effective on the 21st calendar day following the mailing date 
of the notice of denial or revocation. 


REPEALER 


The following section of the Washington Administrative 
Code is repealed: 


WAC 232-12-025 Depredation hunts. 


REPEALER 


The following section of the Washington Administrative 
Code is repealed: 


WAC 232-28-266 Damage prevention permit hunts. 


AMENDATORY SECTION (Amending WSR 13-22-056, 
filed 11/4/13, effective 12/5/13) 


WAC 232-36-051 Killing wildlife causing private 
property damage. The fish and wildlife commission is 
authorized to classify wildlife as game, and/or as endangered 
species or protected ((speetes)) wildlife, and/or as a predatory 
bird consistent with RCW 77.08.010 and 77.12.020. The 
commission is also authorized, pursuant to RCW 77.36.030, 
to establish the limitations and conditions on killing or trap- 
ping wildlife that is causing damage on private property. The 
department may authorize, pursuant to RCW 77.12.240 the 
killing of wildlife destroying or injuring property. 

The conditions for killing wildlife vary, based primarily 
on the classification of the wildlife species, the imminent 
nature of the threat to damage private property, the type of 
private property damage, and the preventive and nonlethal 
methods employed by the person prior to the damage event. 
Additional conditions defined by the department may also be 
important, depending on individual situations. Killing wild- 
life to address private property damage is subject to all other 
state and federal laws including, but not limited to, Titles 77 
RCW and 232 WAC. 


(1) It is unlawful to kill protected ((speetestas-definedin 
WAC 232 12-614))) wildlife or endangered species (as 
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defined in (WAE232-42-014)) RCW 77.08.010) unless 
authorized by commission rule or with a permit from the 
department, with the following additional requirements: 

(a) Federally listed threatened or endangered species will 
require federal permits or federal authority, in addition to a 
state permit. 

(b) All migratory birds are federally protected and may 
require a federal permit or federal authority, in addition to a 
state permit. 

(2) Killing wildlife causing damage to a commercial 
crop or to livestock. 

It is permissible to kill unclassified wildlife, predatory 
birds, and game animals that are in the act of damaging com- 
mercial crops or attacking livestock or other domestic ani- 
mals, under the following conditions: 

(a) Predatory birds (defined in RCW 77.08.010(39)) and 
unclassified wildlife that are in the act of damaging commer- 
cial crops or attacking livestock or other domestic animals 
may be killed with the express permission of the crop, live- 
stock, domestic animals, or property owner at any time on 
private property, to protect domestic animals, livestock, or 
commercial crops. 


(b) An owner E er pe noe EOL 


ee es E eee 
a a-permit-witt be-provided +f authorized inthe agree- 


ge Se eee ee ee eT 
during the physical vet ofattacking tivesteck or domestic ant 


lethal removal; a tia 


Se die cao) a kill an inaividnal ( une) deer. 


elk, bear, or cougar during the physical act of damaging 
crops, attacking livestock or domestic animals with or with- 
out an agreement or permit. 

(c) Multiple deer or elk may be killed if they are in the 
act of damaging commercial crops if the owner, owner's 
immediate family member, agent of the owner, or owner's 
documented employee is issued damage prevention or kill 
permits and the owner has a valid, written damage prevention 
cooperative agreement with the department. 

(3) Killing wildlife causing damage or killing wildlife to 
prevent private property damage. 

(a) (CAt-individual_fone)}-game—animal maybe tiled 


(b))) Predatory birds (as defined in RCW 77.08.010 
(39)), unclassified wildlife, and eastern gray squirrels may be 
killed by the owner of private property, owner's immediate 
family, agent of the owner, or the owner's documented 
employee with the express permission of the private real 
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property owner at any time, to prevent private property dam- 
age on private real property. 

((€€})) (b) Subject to subsection (7) of this section, the 
following list of wildlife species may be killed by the owner 
of the property, owner's immediate family member, agent of 
the owner, owner's documented employee, or licensed hunt- 
ers/trappers in a lawful manner with the express permission 
of the private real property owner, when causing damage to 
private property: Raccoon, fox, bobcat, beaver, muskrat, 
mink, river otter, weasel, hare, and cottontail rabbits. 

(€) (c) The department may make agreements with 
landowners to prevent private property damage by wildlife. 
The agreements may ((#rehide-special hunting -seasen)) 
authorize permits ((suekh-as:Landewner- damage prevention 
permits, spring black bear hunting permits; permits issued 


{e})) to remove animal(s) to abate private property dam- 
age. 

(d) Landowners are encouraged to allow general season 
((hunters-during established hunting seasons) ) hunting and 
trapping on their property to help minimize damage potential 
and concerns. 

(4) Wildlife control operators may assist property own- 
ers under the conditions of their certification or permits((as 
established in WAC 232-36-060 and 232-36-065)) to remove 
animals causing damage. WCOs may not kill big game ani- 
mals. 

(5) Tribal members may assist property owners under the 
conditions of valid comanagement agreements between 
tribes and the department. Tribes must be in compliance with 
the agreements including, but not limited to, adhering to 
reporting requirements, possession, and harvest restrictions. 

(6) Hunting licenses and/or associated tags are not 
required to kill wildlife under this section((;)) unless the kill- 
ing is pursuant to subsections ((@}te}-and+d))) (2)(c) and 
(3)(b) of this section, Hunters and trappers participating in 


harvesting wildlife under this section must comply with pro- 
visions of each permit. Tribal members operating under sub- 


section (5) of this section are required to meet tribal hunting 
license, tag, and permit requirements. 

(7) Except as specifically provided in a permit from the 
department or a rule of the commission, people taking wild- 
life under this rule are subject to the laws and rules of the 
State ((ncluding—but nottimitedtothese found in Titles 77 
REW and 220 and 232 WAC)). 


AMENDATORY SECTION (Amending WSR 10-13-182, 
filed 6/23/10, effective 7/24/10) 


WAC 232-36-055 Disposal of wildlife killed for per- 
sonal safety or for causing private property damage. The 
fish and wildlife commission is authorized pursuant to RCW 
77.36.030, to establish the limitations and conditions on dis- 
posal of wildlife killed or trapped because they were threaten- 
ing human safety or causing property damage. 

Except as specifically provided in a permit from the 
department or a rule of the commission, people taking wild- 
life under this title are subject to the laws and rules of the 
state including, but not limited to, those found in Titles 77 
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RCW and 220 and 232 WAC. Wildlife taken under this chap- 
ter remains the property of the state and may be disposed of 
in the manner and under the conditions that follow: 

(1) (AMildHfetaken tinder WAC 232 36-050 Hib} and 
is CRE) ani al a MTD must he 


-Titles 77 RCW and 232 WAC. 
6} Wildlife taker under WAC-232-36-05 HEDDE 


(4 Wildlife takentinder-WAC232-36-051(2) maybe 
lawfully_pessessed by the owner, Heenseeand/or_permtit 


is-subjectte the laws of their tribe and must be consistentavith 
theirasreementiwith the state-)) Wildlife killed subsequent to 


a permit provided by the department shall be possessed or 
disposed of in accordance with permit provisions. 

(2) Except as otherwise provided, all parts of wildlife 
killed in protection of private property without a permit 
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employing nonlethal management techniques, or to harass, 
kill, trap, release, ((and-dispateh-animats)) wildlife that 
((ate)) is causing damage to private property, the director or 
his/her designee may ((#ssve)) certify wildlife control opera- 
tors (WCOs) ((eerttfteations)). 

(1) To ((quahfy)) be eligible to apply for WCO certifica- 
tion, applicants must: 

(a) Be at least eighteen years of age; 

(b) Must pass the Washington state trapper education 
exam and possess a minimum of two years experience that 
demonstrates the knowledge and ability to control wildlife 
species causing conflict or property damage. Applicants may 
document the two-year experience requirement by possess- 
ing a trapper's license for two years, providing a letter of rec- 
ommendation from a currently certified WCO or trapper, pro- 
viding evidence being employed in the wildlife abatement 
field for two years, providing a written statement verifying 
they are currently working with a certified WCO, or other 
method as identified by the department: 

(c) Take and ((eemplete)) pass the department's 
approved WCO basic certification((s)) course(s); 


A ee ee ete 


authorized by the department may not be retained and must 
be lawfully disposed of as specified by the department or as 
otherwise provided in statute, rule, or local ordinance. 

(3) Except as otherwise provided, big game animals or 
parts of big game animals killed in protection of private prop- 
erty without a permit must be reported to the department 
within twenty-four hours. 

(4) Disposal methods: Unless otherwise specified in per- 
mits issued by the department: 

(a) The person killing wildlife, or their designee, is 
responsible for disposal of killed wildlife and must dispose of 
the animal, within twenty-four hours or as soon as feasible, in 


a manner so as not to become a public or common nuisance 
or cause pollution of surface or groundwater. 


(b) The person responsible for disposal of dead wildlife 
must dispose of it by burial, landfilling, incineration, com- 
posting, rendering, or another method approved (such as nat- 
ural decomposition) that is not otherwise prohibited by fed- 
eral, state, or local law or regulation. 

(c) A person disposing of dead wildlife by burial must 
place it so that every part is covered by at least three feet of 
soil; at a location not less than one hundred feet from any 
well, spring, stream or other surface waters; not in a low- 
lying area subject to seasonal flooding: and not in a manner 
likely to contaminate groundwater. 

(d) A person disposing of a dead animal must not bury or 
compost it within the sanitary control area of a public drink- 
ing water supply source. 


AMENDATORY SECTION (Amending WSR 13-22-056, 
filed 11/4/13, effective 12/5/13) 


WAC 232-36-060 ((Diteetoxorhissherdesicneeis 


empowered toceat dite contrat eperstesecrtifica— 
tiens.)) Certification of wildlife control operators. For pur- 
poses of training individuals to assist landowners with 
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Satins contol e came ce) 

(d) Be legally eligible to possess a firearm and without a 
felony or domestic violence conviction including, but not 
limited to, convictions under chapter 9.41 RCW, unless fire- 
arm possession rights have been restored; 

(e) Not have ((a-gress)) any infractions, misdemeanors 
or fish and wildlife conviction within the last five years; and 
(f) Pay the enrollment fee for each certification training/ 


education (RCW 77.12.184). (After tuty+,2040,)) This fee 
shall be fifty dollars (REWF+RA84))) per certification. 

(2) ((Onee-a-—personis—eranted)) The department may 
grant a WCO certification if the applicant meets the criteria 
for eligibility in subsection (1) of this section and passes the 
basic certification courses. 

(3) If the department grants WCO certification, ((he-ef 
she)) the WCO must apply for a permit ((parsuantte- WAG 
23236-0654 orderto-harass_kiHt trap, release_or-dispateh 
animals)) to lawfully engage in harassing, killing, trapping, 
releasing, or dispatching wildlife causing damage to private 
property. 

(4) WCO certification is valid for three years. 


AMENDATORY SECTION (Amending WSR 10-13-182, 
filed 6/23/10, effective 7/24/10) 


WAC 232-36-065 (( 

i )) Use of wildlife control operators 
((permits)) to address wildlife interactions. The director or 
director's designee may issue permits to persons that fulfill 
the requirements to become a certified wildlife control oper- 
ator (WCO) for purposes of assisting property owners in 
managing animals causing damage to private property((;+he 
director_or his/her _designeemay_issue permits toawidfe 


the-department)). Only persons meeting the WCO certifica- 
tion requirements qualify for such a permit. 
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(1) (dFthe certification for aAWCo inehidedtrainite for 
theuse-o Hive traps, the -WCO-maytisetivetraps)) Certified 
WCOs may use nonbody-gripping traps or body-gripping 
traps with a special trapping permit, outside of designated 
harvest season to capture ((amy-enimat)) wildlife causing 
damage or creating an animal problem, as ((that+ermis)) 
defined in RCW 77. 15.192. 

(2) (( 

Huse-bedyerippine traps _butenk it he or she ceon 
ples-with RCW 7715194, 
@))) WCOs with a valid trapping license may retain raw 


fur of wildlife taken using a special trapping permit, for per- 
sonal use or educational purposes that does not result in retail 


sale or commerce. The carcass must be disposed of in a law- 
ful manner according to WAC 232-36-055. 

(3) WCOs who trap wildlife under the authority of a 
department permit may not release wildlife outside of the 
property boundary where they were captured without a per- 
mit from the department or dispose of such wildlife without 
the consent of the property owner where ((the)) wildlife is to 
be ((released-or)) disposed. 

(4) It is unlawful to trap, harass, or otherwise control 
wildlife on the property of another for a fee without a WCO 
certification. 

(5) WCOs must submit a complete annual report of all 
control activity (on the form-suppled)) as directed by the 
department. (( 
or before the twentieth day of Aprit each-yeat.)) Failure to 
submit a report may result in (( )) 
revocation of the WCO's certification ((a#d)) or permits and 
((suspendins the-persen's+ishtte)) denial of future certifica- 
tions ((and)) or permits. 

(6) (6) The department may develop additional con- 
ditions and procedures to include training requirements for 
WCOs consistent with this rule. 

(7) WCO certification and associated permits will be 
revoked and future certification and permits may be denied 
by the director or ((issuing-autherityavhen inthe judement 
ef)) director's designee if the department determines: 

(a) Information contained in a WCO's application was 
inaccurate or false; 

(b) The WCO fails to comply with department statutes or 
rules; ((eF)) 

(c) The WCO violates a trapping or other fish and wild- 
life law((- 


(6) A-WEO-whe-prevides_fatse-ormisteading inferma- 
paces ee: chase BO Who nig 


e O S a e ee 
SURE ee SRR SER mee 


in "Title 77 REW for eat ome: 
or 
(d) The WCO is no longer eligible to possess a firearm, 


has been convicted of a felony or domestic violence convic- 
tion including, but not limited to, convictions under chapter 


9.41 RCW. 
(8) Revocation of certifications and permits shall remain 
in effect until all issues pertaining to revocation are resolved. 
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(9) If the initial application ((fer-WCO-certifications 
denied or revoked;)) or the application to renew a WCO's cer- 
tification is denied or revoked, the department ((skaH)) will 
provide the applicant, in writing, a notice containing a state- 
ment of the ((speetfe)) reason(s) for the denial or revocation. 

(a) The applicant may request an appeal ((imaccordance 
with)) to contest the denial or revocation pursuant to chapter 
34.05 RCW. The department must receive an appeal 
request((s-shaHbe-fHted)) in writing ((and-+eturned)) within 
twenty days from the mailing date of the notice of denial 
((and-be-addressed)) or revocation. Address appeal requests 
to WDFW Legal Services Office, ((690-Capite WayNerth)) 
P.O. Box 43137, Olympia, Washington ((98504+-4094)) 
98504-3137. 

((€8))) (b) A notice contested by written appeal is final 
when that proceeding ends in a final order pursuant to chapter 
34.05 RCW, or is otherwise dismissed. 

(c) If there is no timely request for an appeal, then the 
department's denial or revocation of the permit is final and 
effective on the 21st calendar day following the mailing date 
of the notice of denial or revocation. 


(10) WCO certification ((and-permits—are)) is valid for 


three years. 


((9}4+4s-anlawfultetrapharass_orotherise_controt 
widlfe-enthe property_of anether fora fee-or otherconsid- 


eration without a-WCO certification and _ permit. 
D Thed level iditional tii 


and-procedures_teinehide training requirements, for wCos 
consistent vith this rale-)) (11) A WCO who provides false or 
misleading information in his or her WCO certification appli- 
cation may be subject to prosecution under RCW 9A.76.175 
or 40.16.030. A WCO who fails to comply with department 
statutes or rules as required by his or her WCO certification 
and associated permit may be subject to prosecution under 


RCW 77.15.750. A WCO who violates trapping or other fish 


and wildlife laws may be subject to prosecution under the 
appropriate statute in Title 77 RCW for that crime or infrac- 


tion. 


AMENDATORY SECTION (Amending WSR 13-05-003, 
filed 2/6/13, effective 3/9/13) 


WAC 232-36-100 Payment for commercial crop 
damage—Limitations. Owners, who have worked with the 
department to prevent deer and elk damage, but continue to 
experience losses, may be eligible to file a damage claim and 
receive cash compensation from money appropriated by the 
legislature. Damages payable under this section are limited to 
the lost or diminished value of a commercial crop, whether 
growing or harvested, and ((skhaH)) will only be paid ((enty)) 
to the owner of the crop at the time of damage, without 
assignment. Cash compensation for claims from deer and elk 
damage ((shaH)) does not include damage to other real or per- 
sonal property, including other vegetation or animals, lost 
profits, consequential damages, or any other damages. The 
department is authorized to pay up to ten thousand dollars to 
the owner per claim. 

Claims for cash compensation will be denied when: 


(1) The claim is for a noncommercial crop; 
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(2) The owner of the commercial crop does not meet the 
definition of "eligible farmer" in RCW 82.08.855 (4)(b)(i) 
through (iv); 

(3) The loss estimate is less than one thousand dollars; 


(4) ((Ne-clatm—witt be-precessed—unless)) The owner 
does not have a valid damage prevention cooperative agree- 
ment signed by the owner and the department or a waiver 
signed by the director and provides the department with an 
approved checklist of the preventative and nonlethal means 
that have been employed to prevent damage, and the owner 
has complied with the terms and conditions of his or her 
agreement(s) with the department; 


(5) An owner or lessee has accepted noncash compensa- 
tion to offset crop damage in lieu of cash consistent with con- 
ditions of the damage prevention cooperative agreement with 
the department. Acceptance of noncash compensation will 
constitute full and final payment for crop damages within the 
growing season of the damaged crop or for the time period 
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AMENDATORY SECTION (Amending WSR 13-22-056, 
filed 11/4/13, effective 12/5/13) 


WAC 232-36-110 Application for cash compensation 
for commercial crop damage—Procedure. Pursuant to this 
section, the department may distribute ((meney)) funds 
appropriated by the legislature to pay commercial crop dam- 
age caused by wild deer or elk in the amount of up to ten 
thousand dollars per claim, unless following an appeal the 
department is ordered to pay more (see RCW 77.36.130(2)). 
The department shall develop claim procedures and applica- 
tion forms consistent with this section for cash compensation 
of commercial crop damage. Partnerships with other public 
and private organizations to assist with completion of appli- 
cations, assessment of damage, and to provide funding for 
compensation are encouraged. 

Filing a claim: 

(1) (Owners)) Claimants who have ((werked)) cooper- 
ated with the department and have a valid damage prevention 
cooperative agreement to prevent deer or elk damage((;)) yet 


specified by the department in writing to the owner; 


(6) An owner or lessee has denied the department's offer 
of fencing as a long-term preventative measure; 
(7) The owner or lessee has denied prevention measures 


offered by the department. The prevention measures offered 
shall be applicable, legal, practical, and industry recognized; 


(8) Damages to the commercial crops claimed are cov- 
ered by insurance or are eligible for payment from other enti- 
ties. Any portion of the actual damage not covered by others 
that exceeds one thousand dollars is eligible for compensa- 
tion from the department; 


((€8})) (9) The property where the damage occurred was 
not open to public hunting consistent with WAC 232-36-300 
for the species causing the damage, unless, as determined by 
the department, the property is inconsistent with hunting or 
hunting would not address the damage problem. This 
includes all properties owned or leased by the owner adjacent 
to, contiguous to, or in the vicinity of the property where crop 
damage occurred; 


(£) (10) The crop is grown or stored on public prop- 
erty; 

(€) (11) The owner or lessee fails to provide on-site 
access to the department or designee for inspection and 
investigation of alleged damage or to verify eligibility for a 
claim; 

((G4)) (12) The owner has not provided a completed 
written claim form and all other required information, or met 
required timelines prescribed within WAC 232-36-110; 

(€) 13) The owner fails to sign a statement affirm- 
ing that the facts and supporting documents are truthful to the 
best of the owner's knowledge; 


((G35)) 14) The owner or designee has harvested com- 
mercial crops without an investigation completed under the 
direction of the department; ((er 

€4))) (15) The department has expended all funds 
appropriated for payment of such claims for the current fiscal 
year. 


((whe)) still experience loss and meet eligibility require- 
ments, may file a claim for cash compensation. 

(2) The claimant must notify the department within sev- 
enty-two hours of discovery of crop damage and at least sev- 
enty-two hours prior to harvest of the claimed crop. 

(3) A complete((;)) written claim and completed crop 
assessment must be submitted to the department within sixty 
days of ((whenthe-damage-steps)) harvest. 

(4) ((Owners)) Claimants may only file one claim per 
year. Multiple partners in a farming operation are considered 
one ((ewnet)) claimant. Operations involving multiple part- 
ners must designate a "primary grower" to receive payment 
from the department. 

(5) The claim form declaration must be signed, affirming 
that the information provided is factual and truthful per the 
certification set out in RCW 9A.72.085, before the depart- 
ment will process the claim. 

(6) In addition to a completed claim form, ((as-apph- 
eant)) a claimant must provide: 

(a) A copy of ((appHeant's)) claimant's Schedule F of 
Form 1040, Form 1120, or other applicable forms filed with 
the Internal Revenue Service or other documentation indicat- 
ing the ((appHeant's)) claimant's gross sales or harvested 
value of commercial crops for the previous tax year. 

(b) The assessment method used is consistent with WAC 
232-36-120, valuation of property damage. 

(c) ((Appheant-must-previde)) Proof of ownership of 
claimed commercial crops or contractual lease of claimed 
commercial crops consistent with department procedural 
requirements for submission of documents. 

(d) Written documentation of approved methodology 
used to assess and determine final crop loss and value. 

(e) ((AppHeantrmust-previde)) Records documenting 
average yield on claimed crop and parcel, certified yield 
reports, production reports and weight certificates completed 
at the time weighed for claimed year, and other applicable 
documents that support yield loss and current market price. 
Current market price will be determined less transportation 
and cleaning costs when applicable. 

(f) A declaration signed under penalty of perjury as pro- 
vided in RCW 9A.72.085, indicating that the ((appHeant)) 
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claimant is eligible for the claim, meets eligibility require- 
ments listed under this section, and that all claim evaluation 
and assessment information in the claim application is true 
and accurate to the best knowledge of the claimant ((trae-and 
aceurate)). 

(g) A copy of the insurance policy and payment on the 
commercial crop where loss is claimed. 

(h) ((Gepy)) Copies of any applications for other sources 
of loss compensation and any payment or denial documenta- 
tion. 

Damage claim assessment: 

(7) Completion of a damage claim assessment ((ef)) for 
the amount and value of commercial crop loss is the ((prt 
faary)) responsibility of the claimant. A crop damage evalua- 
tion and assessment must be conducted by a licensed crop 
insurance adjustor in cooperation with the claimant: 

(a) The ((ewnet)) claimant must submit a damage claim 
assessment prepared by a crop insurance adjustor licensed by 
the state of Washington and certified by the federal crop 
insurance service. 

(b) The department will provide the claimant with a list 
of approved adjustors (( 


)). The claimant may 
select an adjustor from the approved list and work with the 
department and the adjustor to arrange for the completion of 
a crop damage assessment((-Ad}usterfeessvitl be the respen- 
stbility-efthe department.)) or select a state licensed adjustor 

of their own choosing. 

(i) If the claimant selects an adjustor from the approved 
list, the department will provide the adjustor written authori- 
zation to proceed with an assessment and adjustor fees will be 
the shared responsibility of the owner and the department. 
The claimant portion of the assessment fees may not exceed 
one half or a maximum of six hundred dollars, whichever is 
smaller, and will be deducted from the final payment. 

(ii) If the claimant selects a state licensed adjustor of 
their own choosing then the claimant accepts full responsibil- 
ity for the assessment fees. 

(c) The department or the ((ewner)) claimant may accept 
the damage claim assessment provided by the licensed 
adjuster or may hire a state licensed adjustor of their choosing 
and conduct a separate assessment or evaluation of the crop 
loss amount and value. The party hiring an adjustor to con- 
duct a separate assessment or evaluation is responsible for 
payment of all fees. 

(8) Disagreement between the claimant and the depart- 
ment over the crop loss value may be settled through an adju- 
dicative proceeding pursuant to chapter 34.05 RCW. 

Settlement of claims: 


€49})) Compensation paid by the department, in addition 
to any other compensation received by the claimant, may not 
exceed the total value of the assessed crop loss. 

((G-4)) (0) The ((ewner)) claimant will be notified by 
the department upon completion of the evaluation and has 
sixty days to accept or appeal the department's offer for set- 
tlement of the claim, or the claim is considered ((satisfted)) 
accepted and not subject to appeal. 
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(6E) (LL) The department ((shaH)) will prioritize pay- 
ment for commercial crop damage in the order the claims 
were received or upon final adjudication of an appeal. If the 
department is unable to make a payment for commercial crop 
damage during the current fiscal year, the claim ((sheH)) will 
be held over until the following fiscal year when funds 
become available. As funding becomes available to the 
department under this section, RCW 77.36.170, or any other 
source, the department must pay claims in the chronologic 
order. Claims that are carried over will take first priority and 
receive payment before any new claims are paid. The pay- 
ment of a claim included on the list maintained by the depart- 
ment under this section is conditional on the availability of 
specific funding for this purpose and is not a guarantee of 
reimbursement. 


AMENDATORY SECTION (Amending WSR 13-22-056, 
filed 11/4/13, effective 12/5/13) 


WAC 232-36-210 Application for cash compensation 
for livestock damage or ((ether)) domestic animal—Pro- 
cedure. Pursuant to this section, the department may distrib- 
ute money specifically appropriated by the legislature or 
other funding entity to pay livestock or guard dog losses 
caused by wild bear, cougar, or wolves in the amount of up to 
ten thousand dollars per claim unless, following an appeal, 
the department is ordered to pay more (see RCW 77.36.130 
(2)). The department will develop claim procedures and 
application forms consistent with this section for cash com- 
pensation of livestock or guard dog losses. Partnerships with 
other public and private organizations to assist with comple- 
tion of applications, assessment of losses, and to provide 
funding for compensation are encouraged. 

Filing a claim: 


(1) ((Owners-whe-have-worked with the departmentto 
preventlivestock depredationyetawhe-still experience toss-or 
isa D Oke aga E Dacian cei 


@))) ‘Cia must notify the department within 
twenty-four hours of discovery of livestock or other domestic 
animal attack or as soon as feasible. 

(6) (2) Damage claim assessment of amount and 
value of domestic animal loss is the primary responsibility of 
the claimant. 

(((4))) (3) Investigation of the loss and review and 
approval of the assessment will be conducted by the depart- 
ment: 

(a) The ((ewner)) claimant must provide access to 
department staff or designees to investigate the cause of 
death or injury to domestic animals and use reasonable mea- 
sures to protect evidence at the depredation site. 

(b) Federal officials may be responsible for the investi- 
gation when it is suspected that the attack was by a federally 
listed species. 


((G)-Chatmant mustrequesta-_damage-claim appleation 


6) (4) To be eligible a claimant must submit a written 
statement, within thirty days of discovery of a loss to indicate 
his or her intent to file a claim. 
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(5) A complete, written claim must be submitted to the 
department within ((s#xty)) ninety days of a discovery of an 
attack on domestic animals or livestock to be eligible for 
compensation. 

((()-Fhe)) (6) A claim form declaration must be signed, 
affirming that the information provided is factual and truth- 
ful, per the certification set out in RCW 9A.72.085 before the 
department will process ((a)) the claim. 

((€8})) (7) In addition to a completed claim form, ((an 
appleant)) a claimant must provide: 

(a) ((Clatmantunest-previde)) Proof of legal ownership 
or contractual lease of claimed livestock. 

(b) ((Clatmantmust previde)) Records documenting the 
value of the domestic animal based on ((eurrent)) either mar- 
ket price or value at the time of loss depending upon the 
determination for cause of loss. 

(c) Declaration signed under penalty of perjury indicat- 
ing that the ((appHeant)) claimant is eligible for the claim, 
meets eligibility requirements listed under this chapter, and 
all claim evaluation and assessment information in the claim 
application is to the best knowledge of the claimant true and 
accurate. 

(d) A_copy of any insurance policy covering loss 
claimed. 

(e) ((Cepy)) Copies of applications for other sources of 
loss compensation and any payment or denial documentation. 


(f) The department approved checklist of preventative 


measures that have been deployed or affirm compliance with 
the terms and conditions of the claimant's agreement with the 


department or the director approved waiver. 

Settlement of claims: 

(œ) (8) Subject to ((meney)) funds appropriated to 
pay for domestic animal losses, undisputed claims will be 
paid up to ten thousand dollars. 

(€®) (9) Valuation of the lost livestock; 

(a) For losses caused by wolves, livestock value will be 
determined by the market at the time the animals would nor- 
mally be sold. Livestock will be valued based on the average 
weight of herd mates at the time of sale multiplied by the cash 
market price received((:)) and depredated cows or ewes will 
be replaced based on the value of a bred animal of the same 
age and type as the one lost((-and)). Bulls will be replaced 
using actual purchase price prorated based on a four-year 
depreciation cycle minus salvage value. 

(b) For losses caused by bear or cougar, livestock value 
will be determined by the market values at the time the ani- 
mals are lost. 

(c) The department may utilize the services of a certified 
livestock appraiser to assist in the evaluation of livestock 
claims. 

((G4)) d0) Claims for higher than normal livestock 
losses, reduced weight gains, or reduced pregnancy rates due 
to harassment of livestock caused by wolves must include: 

(a) At least three years of records prior to the year of the 
claim, Claims will be assessed for losses in excess of the pre- 
vious three-year running average; 

(b) The losses must occur on large ((eper)) pastures or 
range land used for grazing, lambing, or calving where regu- 
lar monitoring of livestock is impractical (and therefore dis- 
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covery of carcasses infeasible) as determined by the depart- 
ment; 

(c) Verification by the department that wolves are occu- 
pying the area; 

(d) The losses cannot be reasonably explained by other 
causes; 

(e) ((Clatms—will be-assessed fortessesin excess_of the 


agreement 

€2)})) Compliance with the department's preventative 
measures checklist and/or damage prevention cooperative 
agreement. 

(11) Compensation paid by the department((n- addition 
te-any_other-compensation,)) combined with any other com- 
pensation may not exceed the total value of the assessed loss. 

(63) 12) Upon completion of the evaluation, the 
department will notify the ((ewrer)) claimant of its decision 
to either deny the claim or make a settlement offer (order). 
The ((ewner)) claimant has sixty days from the date received 
to accept the department's offer for settlement of the claim 
((erte-submitan appeal efthe-order)). If the claimant wishes 
to appeal the offer, they must request an informal resolution 
or adjudicative proceeding as described in WAC 232-36-400. 
The acceptance must be in writing and the signed originals 
must be mailed in to the department. The ((respense)) appeal 
must be in writing and ((the signed -decument)) may be 
mailed or submitted by ((fax-er)) e-mail. If no written accep- 
tance or request for appeal is received, the offer is considered 
rejected and not subject to appeal. 

(6A) (13) If the claimant accepts the department's 
offer, the department will send payment to the ((ewner)) 
claimant within thirty days from receipt of the written accep- 
tance document. 

(65 (14) The department will prioritize payment for 
livestock losses in the order the claims were received or upon 
final adjudication of an appeal. If the department is unable to 
make a payment for livestock losses during the current fiscal 
year, the claim shall be held over until the following fiscal 
year when funds become available. As funding becomes 
available to the department under this section, RCW 
77.36.170, or any other source, the department must pay 
claims in the chronologic order. Claims that are carried over 
will take first priority and receive payment before any new 
claims are paid. The payment of a claim included on the list 
maintained by the department under this section is condi- 
tional on the availability of specific funding for this purpose 
and is not a guarantee of reimbursement. 


AMENDATORY SECTION (Amending WSR 10-13-182, 
filed 6/23/10, effective 7/24/10) 


WAC 232-36-300 Public hunting requirements. 
"Public hunting" generally means that land is open for 
licensed hunters. The intent of ((the)) this provision ((##+this 
ehapter)) is to allow hunting at an appropriate time, manner, 
and level to help prevent property damage. 

As specified in WAC 232-36-100, cash compensation 
for crop damage claims will only be paid when the property 
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where the crop damage occurred is open to public hunting; 
unless the department determines that hunting is not practi- 
cal. Public hunting is defined as: 

(1) The landowner opens the property on which the dam- 
age or loss is claimed for general access to all licensed hunt- 
ers during the season for the species causing damage, other 
species may be included to provide additional hazing, prior to 
the occurrence of damage; or 

(2) The landowner has entered into and complied with 
any agreement with the department covering the land(s) on 
which the damage is claimed. ((Aeeess)) Agreements shall 
require that: 

(a) The land is open to general access to licensed hunt- 
ers; ((6F)) 

(b) The landowner allows the department to select a lim- 
ited number of hunters who are authorized to access the land 
to minimize or prevent damage; or 

(c) The landowner and the department determine ((how 
huntersswillbe-selected- and-authorized)) the number of hunt- 
ers, timing, weapon options and the required permission for 
access to hunt on the landowner's property ((#+-erder)) to 
effectively ((prevent)) minimize damage. 


AMENDATORY SECTION (Amending WSR 10-13-182, 
filed 6/23/10, effective 7/24/10) 


WAC 232-36-510 Failure to ((abide-by)) comply with 
the conditions of permits, provide completed forms, or 


submit required documents or reports for the purposes of 
this chapter. (1) Failure to abide by the conditions of permits 
is a misdemeanor pursuant to RCW 77.15.750. 

(2) Failure to provide reports or ((abide-by¥)) comply with 
the conditions of landowner agreements is an infraction pur- 
suant to RCW 77.15.160. 

(3) Failure to ((abide-by)) comply with the conditions of 
wildlife ((eenftiet)) control operator certification or permits 
is a misdemeanor pursuant to RCW 77.15.750. 

(4) A person who provides false or misleading informa- 
tion required by this chapter may be in violation ((ef)) subject 
to prosecution under RCW 9A.76.175 or 40.16.030. 


NEW SECTION 


WAC 232-36-054 Use of body-gripping traps and 
exceptions. (1) It is unlawful to trap for wild animals with 
body-gripping traps without a special permit from the direc- 
tor. 

(2) Body-gripping traps, including conibear-type traps in 
water, as defined in RCW 77.15.192 may be used for the fol- 
lowing purposes with a special trapping permit issued by the 
director: 

(a) To protect public health and safety, in consultation 
with the department of social and health services or the 
United States Department of Health and Human Services. 

(b) To abate damages caused to private property, domes- 
tic animals, livestock or timber, which cannot be reasonably 
abated by nonlethal control tools. Any person requesting a 
special trapping permit must apply in writing, stating the 
threat or damages, the nonlethal control methods attempted 
or why they cannot be applied, and agree to use the above 
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traps for no more than thirty days under the permit granted, 
pursuant to RCW 77.15.194 and WAC 232-12-142. 

(c) To protect threatened or endangered species, if such 
traps are used by department employees or agents of the state. 

(d) To conduct wildlife research, except that conibear- 
type traps are prohibited for this purpose. 

(3) Traps must be checked every twenty-four hours and 
animals removed, pursuant to RCW 77.15.194. 

(4) It is unlawful to trap within thirty feet of any exposed 
animal carcass, meat bait or nonedible game parts which are 
visible to flying raptors, except that nothing in this section 
prohibits department employees or agents of the state from 
trapping within thirty feet of exposed animal carcass, meat 
bait or nonedible game parts. 

(5) Animals taken with the use of a body-gripping trap 
may not be retained and must be disposed as conditioned in 
the special trapping permit or as specified in WAC 232-36- 
055. 


NEW SECTION 


WAC 232-36-066 Report required of certified wild- 
life control operators. All wildlife control operators 
(WCOs) must report all WCO related activity, regardless of 
trapping success or whether they trapped or not for the previ- 
ous year on or before April 20th of each year. 

(1) Reports must be made using the department's desig- 
nated WCO annual report form or web-based WCO reporting 
system. 

(2) If a WCO chooses to report using the WCO annual 
report form versus the web-based WCO reporting system, it 
is the responsibility of the certified WCO to obtain a form 
from the department and ensure the form is received by 
Washington department of fish and wildlife as conditioned 
on the form, prior to the reporting deadline. 

(3) A WCO who fails to report his or her activity by 
April 20th will be in violation of reporting requirements. 

(4) Providing false or misleading information on reports 
is considered a gross misdemeanor per RCW 77.15.270. 

(5) Failure to report trapping activity as required under 
this section is an infraction, punishable under RCW 77.15.- 
160. 


NEW SECTION 


WAC 232-36-090 Limitations to managing damage 
caused by big game on private property. Pursuant to this 
section the department shall establish guidelines for assisting 
landowners with minimizing big game damage to private 
property. Nothing in this section shall be construed to require 
the department to seek landowners that may be experiencing 
damage. It is incumbent upon the landowner to notify the 
department if they are experiencing damage. 

(1) A landowner, lessee, or employee of and on behalf of 
the landowner may contact the department for assistance 
upon recognition of a damage or depredation event. 

(2) Upon confirmation of damage or depredation, the 
department will offer assistance and work cooperatively with 
the landowner, lessee, or employee of the landowner on dam- 
age prevention measures. 
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(a) Damage prevention measures offered by the depart- 
ment shall be reasonable, fiscally responsible, and deemed 
effective in abating damage by the wildlife damage manage- 
ment profession. New techniques may be employed to deter- 
mine feasibility. 

(b) Practical long-term response for damage resolution 
shall be considered and written into agreements when feasi- 
ble. 

(3) The department will document when prevention 
measures are rejected by the landowner, lessee, or employee 
of the landowner. 

(4) If the landowner, lessee, or employee of the land- 
owner, rejects prevention measures offered by the depart- 
ment: 

(a) The department is not required to take further action 
if at least three attempts to offer the prescribed prevention 
measures have been rejected. 

(b) The landowner, lessee, or employee of the landowner 
may submit, within thirty days, a written refusal statement 
documenting reasons supported by facts why they reject the 
prescribed measures and offer alternative solutions with jus- 
tification. This written refusal statement must be submitted to 
the department and illustrate that the prevention measures 
prescribed by the department will not result in lessening the 
damage or depredation and/or would cause physical damage 
to persons or property. 

(i) The department shall take no further action until a 
written refusal statement has been received by the department 
and approved by the director or director's designee for assis- 
tance to continue. 

(ii) If the written refusal letter is approved by the director 
or director's designee, the department may continue working 
with the landowner to develop alternative measures. 

(5) A landowner, lessee, or employee of the landowner, 
is ineligible for a compensation claim and the department 
shall take no further action unless agreed upon prevention 
measures have been employed. 

(6) Nothing in this section prohibits a landowner, lessee, 
or employee of the landowner, from killing wildlife pursuant 
to WAC 232-36-051. 


NEW SECTION 


WAC 232-36-310 Damage prevention permit 
hunts—Deer, elk, and turkey. (1) A landowner may enter 
into a damage prevention cooperative agreement (contract) 
with WDFW. The landowner may receive a damage preven- 
tion permit, if deemed necessary by the department. Hunts 
conducted pursuant to a damage prevention permit must 
adhere to the special seasons provided in this section. Noth- 
ing in this section prevents a landowner from protecting their 
property. 

(a) The landowner agrees not to file a damage claim 
unless damage exceeds the threshold established by the 
department and conditioned in the damage prevention coop- 
erative agreement, except for Elk Areas 3721 and 3722. 
Landowners will work with the department to allow access to 
hunters during the general hunting seasons as determined by 
the department. 
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(b) A damage prevention cooperative agreement may 
include: 

(i) An approved checklist of the reasonable preventative 
and nonlethal means that must be employed prior to lethal 
removal; 

(ii) A description of the properties where lethal removal 
is allowed; 

(iii) Other conditions developed within department pro- 
cedural documents. 

(c) A damage prevention permit issued to a landowner 
by the department and provided to the hunter by the land- 
owner authorizes the hunter to use a deer or elk damage 
license or tag to hunt and take a legal animal as prescribed on 
the permit. 

(d) A damage prevention permit may include: 

(i) A description of the properties where lethal removal 
is allowed; 

(ii) The species and sex of the animal that may be taken; 
the terms of the permit; the dates when lethal removal is 
authorized; and 

(iii) Other conditions developed within department pro- 
cedural documents. 

(2) General deer and elk removal criteria: 

(a) Only persons with a damage prevention permit may 
hunt and take one deer or one elk as designated on the permit. 

(b) Hunters must have a valid big game license, damage 
deer/elk license or tag to participate in a damage prevention 
hunt during the prescribed damage prevention permit period, 
unless the damage permit specifies otherwise. 

(c) Hunters who fill their deer or elk damage tag are inel- 
igible to participate in another damage prevention hunt utiliz- 
ing a damage prevention permit during the same season in 
which they already harvested wildlife under a damage pre- 
vention hunt; this does not preclude a landowner from utiliz- 
ing a kill permit or their right to protect their property under 
WAC 232-36-051. 

(d) Persons participating with a damage prevention per- 
mit may only hunt within the prescribed area, during the 
specified season dates, and for the specified animal (e.g., ant- 
lerless, deer, elk) as indicated on the permit. If a deer or elk is 
wounded inside the damage hunt area, it may be pursued out- 
side permit boundaries with adjacent landowner permission. 

(e) A hunter who fails to comply with this subsection 
may be ineligible to participate in the next year's damage per- 
mit opportunities. 

(3) Deer: 

(a) Tag Required: Deer hunters must have a current valid 
big game license, damage deer hunting license or tag and a 
damage prevention permit on his/her person. 

(b) Hunting Method: Any legal weapon (or as specified 
on the damage prevention permit) 

(c) Location: Statewide 

(i) Season Framework: July 1 - March 31 

(ii) Legal Deer: Antlerless Only 

Gii) Kill Quota: 300 per license year 

(d) Location: Region One 

(i) Season Framework: July 1 - March 31 

(ii) Legal Deer: Antlerless Only 

Gii) Kill Quota: 300 per license year 

(e) Location: GMUs 105-124 
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(i) Legal Deer: Whitetail Antlerless Only 

Gi) Kill Quota: 300 per license year 

(4) Elk: 

(a) Tag Required: Elk hunters must have a valid big 
game license, a damage elk hunting license or tag and dam- 
age prevention permit on his/her person. 

(b) Hunting Method: Any legal weapon 

(c) Location: Eastern Washington - GMUs 100, 200, and 
300 series 

(i) Season Framework: July 1 - March 31 

(ii) Legal Elk: Antlerless Only 

Gii) Kill Quota: 200 per license year 

(d) Location: Western Washington - GMUs 400, 500, 
and 600 series 

(i) Season Framework: July 1 - March 31 

(ii) Legal Elk: Antlerless Only 

Gii) Kill Quota: 100 per license year 

(e) Location: Hanford Area - GMUs 372 and 379 

(i) Legal Elk: Antlerless Only 

(ii) Season Framework: July 1 - March 31 

Gii) Kill Quota: 70 per license year 

(f) Location: Elk Area 3721 

(i) Legal Elk: Spike or antlerless July 1 - March 31; any 
bull May 15 - June 30 

(ii) Season Framework: May 15 - March 31; as described 
in (Pi) of this subsection 

(iii) Kill Quota: 100 Spike or antlerless per license year; 
60 bulls per license year 

(g) Location: GMUs 501-578 

(i) Legal Elk: Antlerless Only 

(ii) Kill Quota: 100 per license year 

(h) Access in Elk Area 3721 may not be sold as a condi- 
tion of use of these permits. The director may consider dam- 
age claims from landowners in Elk Areas 3721 and 3722 who 
accept these permits and do not charge for access. 

(5) General turkey removal criteria: 

(a) Only persons with a damage prevention permit may 
hunt and take one turkey as designated on the permit. 

(b) Hunters must have a valid small game license and an 
unfilled turkey tag to participate in a damage prevention hunt 
during the prescribed damage prevention permit period, 
unless the damage permit specifies otherwise. 

(c) Hunters who fill their turkey tag under a damage per- 
mit are ineligible to participate in another damage prevention 
hunt utilizing a damage prevention permit during the same 
season in which they already harvested wildlife under a dam- 
age prevention hunt. 

(d) Persons participating with a damage prevention per- 
mit may only hunt within the prescribed area, during the 
specified season dates, and for the specified animal as indi- 
cated on the permit. 

(e) A hunter who fails to comply with this subsection 
may be ineligible to participate in the next year's damage per- 
mit opportunities. 

(6) Turkey: 

(a) Tag Required: Turkey hunter must have an appropri- 
ate valid, unaltered, unnotched turkey tag or license on his/ 
her person, along with the damage prevention permit. 

(b) Hunting Method: Any legal turkey hunting method 

(c) Season Framework: October 1 - March 1 
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(d) Location: Statewide 

(e) Legal Turkey: Either sex 

(£) Kill Quota: 300 per license year 

(7) It is unlawful to violate the provisions of this section. 
Violation of this section is punishable under RCW 77.15.400, 
77.15.410, 77.15.430, or 77.15.750(1) depending on the vio- 
lation. Hunters who violate this section will be punished 
under RCW 77.15.400, 77.15.410, 77.15.430 depending on 
the species hunted and circumstances of the violation. 


NEW SECTION 


WAC 232-36-320 Black bear timber damage depre- 
dation permits. This section applies to any person participat- 
ing in a director-authorized black bear timber depredation 
hunt pursuant to RCW 77.12.240 or 77.15.245. 

(1) Definitions: As used in this section and in the context 
of bear depredation removals for damage to timberlands, the 
following definitions apply: 

(a) "Damage to timberlands" means there is evidence 
that bears have damaged private commercial timber that is 
confirmed through criteria outlined by the department. 

(b) "Removal" means the act of killing one or more bear. 

(2) Black bear removal criteria: 

(a) A landowner or the landowner's designee may submit 
a request for removal to the department following the proce- 
dures established by the department. 

(b) Areas permitted for black bear timber depredation 
action must have confirmed bear caused timber damage as 
defined in criteria developed by the department. 

(c) The department will verify reported damage. 

(d) The department will consider forest management 
objectives and shall ensure bear removals are consistent with 
population management objectives. 

(3) Hunter selection: 

(a) Landowners or the landowner's designee may only 
select hunters authorized by the department to participate in a 
black bear timber depredation removal effort on their prop- 
erty. 

(b) The landowner or the landowner's designee and the 
hunters participating in the removal will be identified as per- 
mittees on permits issued for bear removal. 

(4) Permit required for participation in bear removal: 

(a) If approved for a bear removal action, the department 
will issue a permit for bear removal. The approved selected 
hunter(s) must be in possession of the bear timber depreda- 
tion permit while conducting the removal. 

(b) Only hunters whose names appear on the permit may 
participate in the black bear timber depredation removal. 

(5) General requirements: 

(a) Removals must be reported within twenty-four hours 
of take as prescribed in the black bear depredation permit. 

(b) All harvested bears must be disposed of as condi- 
tioned on the permit. 

(c) Within five days after harvest the permittee must sub- 
mit all animals, parts of animals and all permit materials as 
prescribed in the black bear timber depredation permit. If a 
bear is not harvested under the bear depredation permit and 
the permit expires, the permittees must return all permit 
materials to the department within five days of permit. Fail- 
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ure to comply with this subsection renders the permittee(s) 
ineligible for the next year's black bear depredation permit. 

(d) The black bear timber depredation permit belongs to 
the state of Washington. A violation of any condition of the 
permit may result in revocation of the permit and renders the 
permittee(s) ineligible for future black bear timber depreda- 
tion permits. 

(e) A violation of subsection (4) or (5) of this section is 
punishable under RCW 77.15.245, 77.15.410, or 77.15.750, 
depending on the circumstances of the violation. 


NEW SECTION 


WAC 232-36-330 Bear and cougar depredation per- 
mit hunts for domestic animal or livestock loss. This sec- 
tion applies to any person participating in a director-autho- 
rized bear or cougar depredation permit hunt for domestic 
animal or livestock loss pursuant to RCW 77.12.240 or 
77.15.245: 

(1) Black bear and cougar removal criteria: 

(a) A landowner or the landowner's designee may submit 
a request for removal to the department following the proce- 
dures established by the department. 

(b) Areas permitted for bear or cougar removal action 
must have confirmed bear or cougar caused property damage. 

(c) The department may verify reported damage. 

(d) The department shall ensure bear and cougar remov- 
als are consistent with population management objectives. 

(2) Hunter selection: 

(a) Landowner or landowner's designee may only select 
hunters authorized by the department to participate in a bear 
or cougar removal effort. 

(b) The landowner or landowner's designee and the hunt- 
ers participating in the removal will be identified as depreda- 
tion permittees on depredation permits issued for bear or cou- 
gar removal. 

(3) Permit required for participation in bear or cougar 
removal: 

(a) If approved for bear or cougar removal action, the 
department will issue and condition the depredation permit 
and selected hunters participating in removals under this sec- 
tion must comply with provisions of the depredation permit. 

(b) Selected hunter(s) must be in possession of the dep- 
redation permit while conducting the removal. 

(c) Only hunters whose names appear on the depredation 
permit may take part in the hunt. 

(4) General requirements: 

(a) Removals must be reported within twenty-four hours 
of take and the carcass must be disposed of within forty-eight 
hours as conditioned in the depredation permit. 

(b) All harvested animals must be disposed of as desig- 
nated on the permit. 

(c) Failure to comply with this section renders the per- 
mittee ineligible for future bear or cougar depredation per- 
mits. 

(d) The depredation permit belongs to the state of Wash- 
ington. A violation of any condition of the depredation permit 
may result in revocation of the depredation permit and may 
render the permittee(s) ineligible for future bear or cougar 
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damage depredation permits; until all issues pertaining to the 
revocation are resolved at the department's discretion. 

(e) A violation of subsection (3) of this section or this 
subsection (4) are punishable under RCW 77.15.245, 77.15.- 
410, or 77.15.750, depending on the circumstances of the 
violation. 
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Continuance of WSR 15-09-071. 

Preproposal statement of inquiry was filed as WSR 14- 
19-115 and 15-04-041. 

Title of Rule and Other Identifying Information: WAC 
230-11-999 Pilot project allowing the use of electronic raffle 
systems to conduct 50/50 raffles. 

Hearing Location(s): DoubleTree by Hilton Olympia, 
415 Capitol Way North, Olympia, WA 98501, (360) 570- 
0555, on November 12 or 13, 2015, at 9:00 a.m. or 1:00 p.m. 
NOTE: Meeting dates and times are tentative. Visit our web 
site at www.wsgc.wa.gov and select public meeting about ten 
days before the meeting to confirm meeting date/location/ 
start time. 

Date of Intended Adoption: November 12 or 13, 2015. 

Submit Written Comments to: Susan Newer, P.O. Box 
42400, Olympia, WA 98504-2400, e-mail Susan.Newer@ 
wsgc.wa.gov, fax (360) 486-3625, by November 1, 2015. 

Assistance for Persons with Disabilities: Contact 
Michelle Rancour by November 1, 2015, TTY (360) 486- 
3637 or (360) 486-3453. 

Purpose of the Proposal and Its Anticipated Effects, 
Including Any Changes in Existing Rules: This new rule 
would authorize a pilot project to test the regulatory and eco- 
nomic impact of charitable/nonprofit licensees using elec- 
tronic raffle systems to conduct 50/50 raffles. In a 50/50 raf- 
fle, fifty percent of the proceeds from ticket sales are awarded 
to one winner with the remaining fifty percent going to the 
charitable/nonprofit organization operating the raffle. 
Description of the electronic raffle system: 


In other states or provinces (Illinois, Colorado, North 
Dakota, Ohio, and British Columbia), electronic raffle 
tickets are typically sold at major sporting events by per- 
sons staffing kiosks equipped with touch screen devices 
and other staff moving around the facility with handheld 
wireless equipment. 

The electronic raffle system is used to print raffle tickets 
and customer receipts, account for raffle ticket sales, and 
show progressively increasing prize amounts. 

All other aspects of the raffle, including a manual draw- 
ing of winning tickets, must follow existing raffle 
requirements. 

Electronic raffle systems will be reviewed and approved 
by commission staff. Any conditions or restrictions for 
operating the system would be included in a letter to the 
manufacturer approving its use. 
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Statutory Authority for Adoption: RCW 9.46.070, 
9.46.0277. 

Rule is not necessitated by federal law, federal or state 
court decision. 

Name of Proponent: Washington state gambling com- 
mission, governmental. 

Name of Agency Personnel Responsible for Drafting: 
Susan Newer, Lacey, (360) 486-3466; Implementation: 
David Trujillo, Director, Lacey, (360) 486-3512; and 
Enforcement: Mark Harris, Assistant Director, Lacey, (360) 
486-3579. 

No small business economic impact statement has been 
prepared under chapter 19.85 RCW. A small business eco- 
nomic impact statement was not prepared because the rule 
change would not impose additional costs on any licensees. 
Although there is a cost for participation in the pilot program, 
raffle licensees are not required to use the electronic raffle 
system. 

A cost-benefit analysis is not required under RCW 
34.05.328. The Washington state gambling commission is 
not an agency that is statutorily required to prepare a cost- 
benefit analysis under RCW 34.05.328. 


August 7 [5], 2015 
Susan Newer 
Rules Coordinator 


NEW SECTION 


WAC 230-11-999 Pilot project allowing the use of 
electronic raffle systems to conduct 50/50 raffles. The 
commission finds it to be in the public's interest to conduct a 
pilot project to test the regulatory and economic impact of 
charitable and nonprofit licensees using electronic raffle sys- 
tems at sporting events to conduct "50/50" raffles (raffles as 
defined in RCW 9.46.0277). 

(1) In a 50/50 raffle, fifty percent of the proceeds from 
ticket sales are awarded to the winner as a cash prize and the 
remaining fifty percent are kept by the charitable/nonprofit 
organization operating the raffle. 

(2) Raffle licensees, licensed manufacturers, and service 
suppliers who wish to be in the pilot project must submit a 
written request to participate to the director or his designee. 
An operating agreement must be signed before participating 
in the pilot project. 

(3) Applicants and licensees that choose to participate in 
the pilot project will pay the following fees to offset agency 
costs to administer the pilot project: 

(a) Manufacturers of the electronic raffle equipment 
must obtain a Class F manufacturer license and pay: 

(i) $10,000 start-up flat fee; and 

(ii) A fee of 1% of gross receipts from selling or leasing 
electronic raffle systems. 

(b) Raffle operators using electronic raffle equipment 
must obtain a Class F raffle license and pay a fee of 1% of 
gross raffle receipts. 

(c) Arena owners or sporting teams/organizations must 
obtain a service supplier license for possession of electronic 
raffle equipment and pay a fee of 1% of gross receipts from 
the lease or rental of the electronic raffle equipment or other 
contracted amounts, if any. 
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(4) The pilot project will begin once the first manufac- 
turer is licensed and their equipment is approved and will 
continue for eighteen months. 

(5) If a licensee fails to comply with the requirements of 
the pilot project, the director may remove the licensee from 
the pilot project. 

(6) Staff will provide a report to the commission with 
their recommendations after twelve months of activity. 

(7) Licensees in the pilot project may continue to use 
electronic raffle systems to conduct 50/50 raffles unless the 
commission finally disapproves its use or until new rules are 
approved. 


